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This  Pamphlet  is  published  for  the  benefit  of  the  citizens  of 

Chambersburg,   that  they  may  become  better   acquainted 

with  those  vital  things  in  our  community  that  go  to  make 

Chambersburg  a  better  place  in  which  to  live. 


ANNUAL  REPORT 

of  the 

BURGESS  AND  TOWN  COUNCIL 

of 

THE  BOROUGH  OF   CHAMBERSBURG 

PENNSYLVANIA 

For  the  Year  Ending  December  31,   1941 


•mv 


FOR   THE   YEAR 

from 

JANUARY  1,  1941,  TO  DECEMBER  31,  1941 

Being 

The  One  Hundred  and   Thirty-Eighth   Since   Incorporated 

As   A   Borough 


PERSONNEL   OF   THE    BOROUGH    GOVERNMENT 

1941 

R.  C.  Vanderau    Chief  Burgess 

C.  H.  Pensinger President  Town  Council 

J.  Hase  Mowrey    Manager  of  Utilities 

E.  W.  Davis Secretary 

W.  M.  L.  Etter Treasurer 

Edmund  C.  Wingerd Solicitor 

Edgar  W.  Diehl Tax  Collector 

Harry  R.  Gearhart Auditor 

Herbert  C.  Keefer   Auditor 

Albert   S.   Henneberger Auditor 

Margaret  E.  Wingert Chief  Bookkeeper 

H.  S.  Byers Chief  of  Police 

Robert  Monn Superintendent  of  Water  and  Sewer 

W.  L.   Gp.ove Plumbing  Inspector 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz   Assistant  Borough  Engineer 

Robert  Rinick  Market  Master 

COMMITTEES   OF    COUNCIL 


FINANCE    COMMITTEE 

C.  H.  Pensinger,  Chairman 
H.  H.  Swartz 
Stephen  McC.  Nelson 
H.  R.  Forbes 
G.  C  Geyer 

WATER   AND    LIGHT 
COMMITTEE 

R.  F.  Angle,  Chairman 
B.  F.  Small 

Stephen   McC.  Nelson 

STREET   COMMITTEE 

H.  H.  Swartz,  Chairman 
A.  R.  Zimmerman 
T.  C.  McCullough 

FIRE    COMMITTEE 

H.  R.  Forbes,  Fire  Marshal 
R.  F.  Angle 
G.  S.  Klenzing 


BOROUGH  PROPERTY 
COMMITTEE 

C.  H.  Pensinger,  Chairman 
R.  F.  Angle 
H.  H.  Swartz 
H.  R.  Forbes 
B.  F.  Small 

SEWER    COMMITTEE 

B.  F.   Small,  Chairman 
G.  C.  Geyer 
H.  R.  Forbes 

INDUSTRIAL    COMMITTEE 

T.  C.  McCullough,  Chairman 
G.  S.  Klenzing 

A.  R.  Zimmerman 

PUBLIC  COMFORT  STATION 
COMMITTEE 

B.  F.   Small,  Chairman 
G.  C.  Geyer 

T.  C.  McCullough 


PARKS   AND   PLAYGROUNDS 
COMMITTEE 

Stephen  McC.  Nelson,  Chairman 

A.  R.  Zimmerman 
G.  S.  Klenzing 
H.  H.  Swartz 

B.  F.  Small 


PUBLIC  SAFETY  COMMITTEE 


Burgess  R.  C.  Vanderau, 

Chief  H.  S.  Byers 
H.  R.  Forbes 
Stephen  McC.  Nelson 
R.  F.  Angle 


Chairman 


COYLE    LIBRARY    TRUSTEES 

G.  C.  Geyer 

Stephen   McC.   Nelson 


BOARD    OF    HEALTH 


Dr.  B.  M.  Beattie,  President 

Dr.  L.  H.  Seaton 

John  B.  Minehart 

Paul  Walker 

F.  Lester  Marshall 

Frank  J.  Croft,  Health  Officer  and  Secretary 


PERSONNEL   OF   THE    BOROUGH    GOVERNMENT 


1942 


Chauncey  M.   Depuy,  Jr Chief  Bur. 

Stephen  McC.  Nelson    President  of  Town  Council 

J.  Hase  Mowrey   Manager  of  Utilities 

E.  W.  Davis   Secretary 

James  G.  Bietsch    Treasurer 

Edmund  C.  Wingerd Solicitor 

Edgar  W.  Diehl   Tax  Collector 

Harry    R.    Gearhart    Auditor 

Albert  S.  Henneberger Auditor 

Herbert  C.  Keefer   Auditor 

Margaret  E.  Wingert   Chief  Bookkeeper 

H.  S.  Byers Chief  of  Police 

Robert  Monn Superintendent  of  Water  and  Sewer 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz Assistant  Borough  Engineer 

William  L.  Grove   Plumbing  Inspector 

Robert  Rinick   Market  Master 


COMMITTEES  OF  COUNCIL 


FINANCE    COMMITTEE 

Stephen  McC.  Nelson,  Chairman 
John  C.  Sierer 
J.  Roy  Williams 
H.  R.  Forbes 
C.  H.  Pen  singer 

WATER   AND    LIGHT 
COMMITTEE 

C.  H.  Pensinger,  Chairman 
R.  F.  Angle 

B.  F.  Small 


STREET    COMMITTEE 

R.  F.  Angle,  Chairman 

B.  F.  Small 

A.  R.  Zimmerman 


BOROUGH    PROPERTY 
COMMITTEE 

Stephen  McC.  Nelson,  Chairman 
C.  H.  Pensinger 
R.  F.  Angle 
H.  R.  Forbes 
B.  F.  Small 

PUBLIC  COMFORT  STATION 
COMMITTEE 

T.  C.  McCullough,  Chairman 
G.  S.  Klenzing 
H.  R.  Forbes 

INDUSTRIAL  COMMITTEE 

G.  S.  Klenzing.  Chairman 
T.  C.  McCullough 
J.  Roy  Williams 


FIRE    COMMITTEE 

H.  R.  Forbes,  Fire  Marshal 
A.  R.  Zimmerman 
J.  Roy  Williams 


SEWER  COMMITTEE 

B.  F.  Small,  Chairman 
H.  R.  Forbes 
John  C.  Sierer 


PARKS   AND    PLAYGROUNDS 
COMMITTEE 

A.  R.  Zimmerman,  Chairman 
J.  Roy  Williams 
G.  S.  Klenzing 
C.  H.  Pensinger 
John  C.  Sierer 

COYLE  FREE  LIBRARY 
TRUSTEES 

John  C.  Sierer 
H.  R.  Forbes 

MASTER    PLUMBER 

H.    A.   KOTTCAMP 


PUBLIC  SAFETY  COMMITTEE 

Chauncey  M.  Depuy,  Jr., 

Chairman 
H.  S.  Byers 
H.  R.  Forbes 
A.  R.  Zimmerman 
R.  F.  Angle 


MARKET  COMMITTEE 


C.  H.  Pensinger,  Chairman 

T.  C.  McCullough 

B.  F.  Small 

A.  R.  Zimmerman 

R.  F.  Angle 


BOROUGH  OFFICIALS 

OF 

THE    BOROUGH    OF    CHAMBERSBURG 


Stephen    McC.    Nelson 
Councilman,  1st  Ward 


R.  C.  Vanderau 
Chief   Burgess 


H.    R.    Forbes 
Councilman,  1st  Ward 


R.  F.  Angle 
Councilman,  2nd  Ward 


A.  R.  Zimmerman 
Councilman,  2nd  Ward 


BOROUGH  OFFICIALS 

OF 

THE   BOROUGH   OF   CHAMBERSBURG 
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C.   H.   Pensinger 
President   of   Council 
Councilman,  3rd  Ward 


G.  C.  Geyer 
Councilman,  3rd  Ward 


H.    H.    Swartz 
Councilman,    fith    Ward 


T.    C.    McCullough 

Councilman,   kth    Ward 


B.  F.  Small 
Councilman,   5th   Ward 


BOROUGH  OFFICIALS 

OF 

THE    BOROUGH    OF   CHAMBERSBURG 


G.    Stewart    Klenzing 
Councilman,   5th    Ward 


J.   Hase   Mowrey 
Manager  of  Utilities 


E.  C.   Wingerd 
Borough   Solicitor 


D.  Rhodes,  Jr. 
Borough  Engineer 


H.  S.  Byers 
Chief  of  Police 


BOROUGH  OFFICIALS 

OF 

THE    BOROUGH    OF    CHAMBERSBURG 


Margaret  E.  Wingert 
Chief  Bookkeeper 


W.  L.  Grove 

Plumbing  Inspector 


RORERT    MONN 

Supt.  of  Water  and  Sewer 


E.   W.   Davis 

Borough  Clerk 


RORERT   RlNICK 

Market    Master 


MUNICIPAL    OFFICE    BUILDING 


HISTORICAL 

Chambersburg  was  founded  by  Benjamin  Chambers  at  "Fawling 
Spring  on  Cannogogige,"  in  1734,  and  in  1764  Benjamin  Chambers 
writes,  "there  is  a  town  laid  out  on  Conegogig  Creek."  The  Town  was 
incorporated  by  an  Act  of  the  General  Assembly  of  the  State  of  Penn- 
sylvania, March  21,  1803,  and  the  first  Burgess  and  Town  Council  con- 
sisted of  the  following:  Chief  Burgess — Major  John  Holliday;  Council- 
men — Edward  Crawford,  Esq.,  Andrew  Dunlap,  Christian  Oister,  John 
Shryock,  and  Patrick  Campbell.  It  has  grown  slowly,  but  its  gro'wth 
has  been  steady,  and  its  accomplishments  enduring.  Today  it  bears  the 
rather  enviable  reputation  of  being  one  of  the  outstanding  boroughs  in 
the  State  of  Pennsylvania,  and  its  citizens  enjoy  more  vital  services  at 
a  much  lower  cost  than  any  other  borough  in  the  State. 


POLICE  DEPARTMENT 

The  first  police  force  for  the  Borough  of  Chambersburg  was  estab- 
lished January  16,  1818,  by  the  following  action  of  Town  Council,  "Be  it 
ordained,  etc.,  That  four  men  shall  be  employed  to  watch  and  patrol  the 
streets  of  the  Borough  during  the  night,  from  nine  o'clock  until  day- 
break, for  the  term  of  three  months  from  this  date,  to  guard  the  property 
of  the  inhabitants,  as  far  as  in  their  power,  from  incendiaries,  thieves, 
and  plunderers,  and  to  arrest  and  detain  all  vagrants  and  night  walkers 
until  the  morning,  unless  he,  she,  or  they  can  give  a  satisfactory  account 
of  their  purpose,  and  the  occasion  of  their  being  found  on  the  street — - 
and  also  call  the  hour." 

The  Council  entered  into  an  article  of  agreement  dated  January  17, 
1818,  with  Robert  Allison,  as  Captain;  William  McElhany,  Jacob  Hecker- 
man,  and  Dan  McAllister,  Privates;  to  patrol  the  town  from  nine  o'clock 
until  daybreak,  call  the  hour,  and  light  any  lamps  that  are,  or  may  be, 
erected,  for  which  the  Captain  was  to  receive  $18.00  per  month,  and 
each  Private  $15.00  per  month,  and  the  Council  was  to  furnish  each  one 
with  a  sufficiently  warm  watch  coat. 

From  the  following  proclamation,  it  is  evident  that  123  years  ago 
the  sources  of  amusement  for  the  good  people  of  Chambersburg  were 
more  varied,  permanent,  and  better  protected  than  they  are  today: 

"To  Robert  Allison,  High  Constable 

Sir:  You  are  hereby  authorized  to  attend  the  Theatre  in  the 
Borough  of  Chambersburg  and  Protect  the  Manager  thereof  whilst  act- 
ing from  any  disorderly  Person  or  Persons — and  if  any  Person  or  Per- 
sons attempt  to  disturb  said  actors  during  their  performans — you  are 
hereby  Commanded  to  bring  him  or  them  before  me  or  any  Justice  of 
the  Peace  in  said  Borough  to  be  dealt  with  according  to  Law.     Fail  not. 

Civen  under  my  hand  and  seal  this  19th  day  of  July,  1816. 

(Signed)    PATRICK  CAMPBELL,  Burgess." 

From  this  very  modest  beginning,  the  Police  Department  has  de- 
veloped into  a  highly  efficient  and  very  completely  equipped  organization, 
consisting  of  a  Chief,  two  Sergeants,  and  twelve  Patrolmen.  Their 
equipment  consists  of  a  Hardinge  Police  Register  System,  dictograph, 
finger  printing  outfit,  Colts  38,  calibre  revolvers,  tear  gas  guns,  tear  gas 
hand  grenades,  police  car,  and  two  motorcycles. 

'11 


During  the  year  1941,  the  Police  Department  answered  1,672  calls. 
This  is  exclusive  of  all  calls  answered  by  the  Chief.  There  was  a  total 
number  of  1,538  arrests  made  for  various  offenses.  The  arrests  for 
drunk  and  disorderly  conduct  totaled  165.  There  were  25  actual  cases 
of  breaking  in  and  larceny  reported,  and  5  arrests  were  made  in  these 
25  cases.  The  night  patrol  reported  288  store  dooors  left  open  by  owners 
on  leaving  stores.  The  total  amount  of  fines  collected  by  the  Borough 
was  $1,354.00,  $930.00  of  which  was  Parking  Meter  fines. 


FIRE   DEPARTMENT 

In  1790,  one  hundred  and  fifty-one  years  ago,  when  the  village  of 
Chambersburg  consisted  entirely  of  either  log  or  frame  houses,  and  the 
fire  hazard  was  great  because  of  wood  fires  upon  the  open  hearth,  the 
necessity  of  providing  protection  from  fire  was  first  discussed,  and  the 
Friendship  Fire  Company,  an  organization  of  citizens  equipped  with 
buckets,  was  formed. 

Since  that  time,  with  the  expansion  of  the  village  from  a  few  houses 
to  a  borough  of  the  first  magnitude,  the  formation  of  additional  com- 
panies became  necessary,  and  their  equipment,  from  bucket,  to  hand 
pump,  to  hose  reel,  to  steam  fire  engine,  and,  during  the  past  fifteen 
years,  to  modernized  motor  drawn  and  motor  driven  apparatus,  has  kept 
pace  with  the  times. 

Today,  the  Fire  Department  consists  of  five  companies,  advantage- 
ously located,  and  equipped  with  three  American  LaFrance  Pumpers, 
one  Ward  LaFrance  Flood  Light  Truck  and  Pumper,  an  aerial  truck  with 
85  foot  ladder,  a  City  Service  truck  with  booster  pump,  two  Peter  Pirsch 
Combination  Booster  and  Squad  Wagons,  a  squad  and  chemical  car,  and 
an  ambulance. 

The  companies  are  entirely  volunteer,  only  the  drivers  of  the 
apparatus  receiving  pay  from  the  Borough.  The  fire  houses  and  equip- 
ment are  owned  by  the  Borough,  and  under  the  care  of  the  Property 
Committee  and  the  Fire  Committee  of  the  Borough  Council. 

In  addition  to  the  above  mentioned  equipment,  the  town  is  complete- 
ly covered  by  -the  Gamewell  Fire  Alarm  System,  consisting  of  60  fire 
alarm  boxes,  5  station  house  indicators  and  gongs,  and  one  general 
alarm,  all  storage  battery  operated.  Two  hundred  and  thirty-nine  latest 
type  fire  plugs  are  installed  at  the  most  advantageous  points. 

The  Department  answered  58  General  Alarms  sounded  by  the  Game- 
well  System  during  the  year.  In  addition  to  these  system  alarms,  the 
companies  responded  to  silent  alarms  and  individual  calls  as  follows: 

Franklin    Company    11 

Junior    Company    29 

Good  Will  Company 21 

Cumberland  Valley  Company   15 

Friendship  Company   14 

The  Franklin  Fire  Company  Community  Pumper  answered  31  calls 
for  rural  fires. 

The  fire  loss  in  the  Borough  of  Chambersburg  for  1941  was  $2,900.00. 
The  Good  Will  Ambulance  responded  to  979  calls  during  the  year. 
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STREET   DEPARTMENT 

On  March  30,  1734,  Benjamin  Chambers  was  given  a  grant  to  take, 
settle  and  improve  400  acres  of  land  at  the  mouth  of  the  Falling  Spring 
and  the  Conococheague  Creek,  but  this  tract  was  not  sub-divided  until 
1764  when  it  was  laid  out  as  a  town  and  called  Chambers  Town,  which 
name  was  changed  to  Chambersburg  when  Franklin  County  was  erected 
in  1784. 

The  limits  of  the  town  at  that  time  were  on  the  North  by  the  Falling 
Spring;  on  the  East  by  Second  Street;  on  the  South  by  approximately 
Liberty  Street;  and  on  the  West  by  the  Conococheague  Creek. 

In  the  beginning  of  the  19th  Century  no  streets  had  been  graded  or 
paved,  although  each  property  owner  was  required  to  maintain  a  walk  in 
front  of  his  own  property.  The  original  plan  of  the  inhabitants  was  to 
make  Second  Street  the  principal  business  street,  but  this  was  changed 
to  Main  Street  after  considerable  influence  was  exerted  by  those  property 
owners. 

Prior  to  1813,  the  Lincoln  Highway  and  Main  Street  were  repaired 
by  the  Turnpike  Company,  by  turnpiking  which  consisted  of  placing  one 
foot  of  broken  stone  covered  with  gravel  and  clay.  The  first  record  of 
a  contract  awarded  by  the  Borough  was  in  1813  to  repair  the  Lincoln 
Highway  and  Main  Street  near  the  "Diamond." 

The  first  covered  storm  sewer  was  built  in  Burkhart  Avenue  from 
Main  Street  to  the  Creek  in  1823.  This  sewer  had  an  inside  height  of 
4%  feet  and  a  width  of  3V2  feet. 

The  extension  of  this  form  of  street  repairs,  grading,  and  sewers 
continued  with  some  modifications  until  1912  when  the  present  brick 
paving  was  laid,  and  plans  adopted  to  continue  this  paving  four  blocks 
each  year.  This  plan  was  not  followed,  due  to  the  increased  cost  of 
materials. 

In  1918  a  general  plan  of  macadam  construction  and  surface  oiling 
was  adopted,  and  the  Lincoln  Highway  and  Main  Street  were  paved  first 
with  water-bound  macadam,  and,  treated  with  road  oil.  This  is  the  first 
year  that  a  large  quantity  of  road  oil  was  used  as  a  maintenance  and 
construction  material.  Prior  to  this  time,  oil  was  used  as  a  dust  pre- 
ventive and  partially  paid  for  by  the  property  owners  abutting  on  the 
streets   treated. 

This  plan  was  continued  until  1927  and  1928,  when  the  Lincoln 
Highway  and  Main  Street  were  again  repaved  with  reinforced  cement 
concrete. 

In  addition  to  the  usual  maintenance  work,  such  as  patching,  oiling, 
sweeping,  and  removing  refuse  from  streets  and  alleys;  snow  and  ice 
removal;  control  of  dust  and  weeds  on  streets  and  alleys;  maintenance 
and  repair  of  storm  sewers;  maintenance  and  repair  of  bridges;  opera- 
tion and  maintenance  of  Street  Department  Garage;  and  the  backfilling 
of  ditches  that  were  opened  for  the  purpose  of  new  installation  or  re- 
newal of  water,  sewer,  and,  or,  gas  service  to  properties;  the  following 
construction  work  was  completed  during  1941: — 

Street  Construction:  The  following  streets  were  paved  with  maca- 
dam: 

Street  From  To  Sq.  Yds.         Before 

Nelson  St.  Coldbrook  Ave.  Borough  Line  1,260  Not   open— Clay 

Cumberland  Ave.  Fifth  St.  Sixth  St.  1,260  Clay 

Lortz  Ave.  Fourth  St.  Fifth  Ave.         1,518  Cinder 

Wilson  Ave.  Penna.  Ave.  Ohio  Ave.  768  Stone  and  Cinder 

19 


Street  From  To  Sq.  Yds.         Before 

Seventh   St.  Lortz  Ave.  Alley  1,200  Not  open 

Bishop  Ave.  Grandview  Ave.    Eastward  360  Clay 

Total  Square  Yards    6,366 

Alley  Construction:  As  very  few  of  the  alleys  in  Chambersburg 
are  named  by  ordinance,  just  the  areas  and  type  of  construction  are 
shown  in  this  report.     During  1941  the  construction  was  as  follows: 

Square  Yards  Type 

1,030  Water-bound  macadam 

570  Reinforced  cement  concrete 

480  Bituminous  concrete  surface 

6,110  Macadam  surface  treated 

8,190         Total   Square   Yards   constructed 

Storm  Sewer  Construction:  During  the  year  1941,  surface  concrete 
water  drains  were  constructed  on  the  following  streets  and  alleys: 

Street  From  To 

Miller  St.  Franklin   St.  Garber  St. 

High  St.  Garber  St.  Glen  St. 

Hollywell  Ave.       South  of  Gulf  Oil  Company 
Wayne  Ave.           Fourth  St.  Fifth  St. 

Alley — Reservoir  Hill,  Franklin  St.,  East 


Size 

Length 

Inlets 

24" 

822' 

3 

18" 

345' 

5 

18" 

605' 

1 

12" 

120' 

0 

18" 

419' 
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STREET  DEPARTMENT  REPORT 

FOR    THE    YEAR    ENDING    DECEMBER    31,    1941 

In  presenting  this  report  of  the  Street  Department  activities  during 
1941,  we  feel  it  is  interesting  to  show  in  addition  a  comparative  report 
of  the  works  completed  during  the  past  twenty-three  years.  The  progress 
in  Highway  construction  and  maintenance  has  made  necessary  large 
expenditures  for  drainage  structures  and  bridges. 

Comparative  report  of  streets,  alleys,  sewers,  bridges,  as  of  1918 
and  1941,  showing  works  completed  by  the  Street  Department  during 
the   past   twenty-three   years: 

STREET    SURFACES 
1918  1941 

Square  Yards  Type  Square  Yards 

3,850 Oil  Treated  Water-Bound    Macadam .416,440 

0 Oil  Treated  Bituminous    Macadam    46,515 

0 Reinforced  Cement  Concrete  72,663 

14,712 Brick  on  Cement  Concrete  Base   14,712 

0 Bituminous  Concrete   12,935 

302,400 Stone  and  Cinder 40,325 

188,200 Clay  or  Slate 3,586 

96,965 Not   opened    941 

Total— 608,117  Square  Yards,  or  31.39  Miles. 
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ALLEY    SURFACES 

1918  1941 

Miles                                                        Type  Miles 

0 Reinforced  Cement   Concrete    1.47 

0 Bituminous    Concrete    3.46 

0 Oil   Treated   Macadam    7.20 

4.10 Stone  and  Macadam    '8.54 

17.90 Clay,  Slate,  or  Not  Opened 1.36 

Total— 22.0  Miles. 

UNDERGROUND    SURFACE    WATER    DRAINS 

1918  1941 
Linear  Feet                                           Type                                           Linear  Feet 

2,610 12"  Terra  Cotta  Pipe     2,610 

200 18"  Terra  Cotta  Pipe     4,380 

0, 15"  Terra  Cotta  Pipe     260 

2,650 24"  Terra  Cotta  Pipe 4,993 

0 36"  Terra  Cotta  Pipe     452 

0 12"  Concrete  Pipe    831 

0 15"  Concrete  Pipe    350 

0 18"  Concrete  Pipe    2,253 

775 24"  Concrete  Pipe    2,514 

0 36"  Concrete  Pipe    800 

0 18"  Iron  Pipe    1,050 

0 3'  x  2.5'  Cement  Concrete  Box    1,662 

0 4'  x  3'      Cement  Concrete  Box    1,467 

0 3'  x  3'      Cement  Concrete  Box    8,385 

0 4'  x  4'      Cement  Concrete  Box    6,726 

0 2'  x  2'      Cement  Concrete  Box    150 

0 1.5'     x  3.5'  Cement  Concrete  Box     720 

0 1.75'  x  3.5'  Cement  Concrete  Box     113 

0 1.5'     x  4.5'  Cement  Concrete  Box     252 


i,235 Totals    ; 39,968 

31 Inlets     311 


ENGINEERING    DEPARTMENT 

The  office  of  the  Borough  Engineer  in  Chambersburg  was  created 
by  Ordinance  approved  by  The  Burgess  and  Town  Council  on  June  14, 
1909. 

The  Town  Council  appoints  the  Borough  Engineer,  and  they  are 
the  judges  of  what  assistants  shall  be  furnished.  He  shall  furnish  all 
engineering  for  all  departments  unless  otherwise  directed  by  Council: 
To  make  profiles  and  plans  of  all  streets,  alleys,  sewers,  bridges,  and 
to  keep  proper  records  of  same;  to  have  charge  of  all  Borough  property 
not  under  the  supervision  of  the  Manager  of  Utilities;  td  have  general 
supervision  over  all  work  of  the  Street  Department,  and  to  report 
monthly  to  the  Borough  Council  of  all  works  completed;  to  keep  records 
of  locations  of  water,  sewer,  and  gas  pipes;  to  furnish  and  supply  maps, 
charts,  profiles,  plans,  specifications,  estimates,  data,  and  advice  to  Town 
Council,  all  committees,  and  officers  of  the  Borough. 
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MUNICIPAL   MARKET 

The  first  Market  House  and  Town  Hall  was  erected  in  Chambersburg 
in  1830  on  land  purchased  from  Andrew  Hemphill  and  Ruth,  his  wife, 
on  May  3,  1830,  for  $630.00.  This  lot  had  a  frontage  on  Queen  Street 
of  64  feet  and  a  depth  on  Second  Street  of  110  feet.  Apparently  there 
was  some  doubt  of  the  construction  as  one  of  the  provisions  of  the  sale 
of  the  ground  provided  that  if  a  Market  House  and  Town  Hall  was  not 
erected  until  April  1,  1833,  Hemphill  could  repurchase  the  ground  at 
the  same  price  that  he  received. 

The  Market  House  and  Town  Hall  was  enlarged  later  in  1874.  Dur- 
ing 1930  other  alterations  were  made  when  additional  office  space  was 
required  and  after  interest  in  the  market  had  decreased  to  such  an  ex- 
tent that  ample  room  still  remained  to  conduct  this  market.  However, 
when  the  market  session  was  changed  to  Friday  afternoons  and  evenings, 
a  considerable  increase  in  attendance  resulted  and  the  demand  for  larger 
quarters  and  parking  facilities  were  apparent. 

At  a  meeting  of  the  Burgess  and  Town  Council  held  on  November 
12,  1940,  the  preparation  of  plans  for  a  new  market  building  to  be 
located  on  South  Third  Street  was  authorized  and  on  April  15,  1941 
the  general  contract  was  awarded.  The  first  market  was  held  on 
November  7,  1941,  in  the  completed  structure. 

The  building  is  one  story,  150  feet  long  and  50  feet  wide  with  a 
full  basement.  The  entire  construction  is  of  concrete  foundations  and 
brick  walls  faced  with  glazed  tile  in  the  market  room.  Steel  trusses 
support  the  roof  which  provides  a  ceiling  height  of  twenty  feet  in  the 
center  and  fifteen  feet  on  the  sides.  Fluorescent  lighting  is  provided  for 
the  market  room,  concrete  walks  are  laid  on  three  sides  of  the  building, 
and  a  macadam  paved  parking  lot  to  accommodate  fifty  cars  is  provided 
on  the  North  Side. 

The  market  room  has  399  linear  feet  of  counter  space  divided  into 
six  foot  sections  and  rented  in  multiples  of  three  feet.  The  demand  for 
space  has  exceeded  the  estimate  as  of  January  1,  1942,  but  a  full  report 
cannot  be  made  until  after  there  has  been  a  full  year  of  operation. 
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PUBLIC    COMFORT    STATION 

A  Public  Comfort  Station  was  built  by  the  Borough  of  Chambers- 
burg,  and  the  Commissioners  of  Franklin  County  in  1932  at  a  total  cost 
of  $10,689.03,  and  is  maintained  jointly  by  them.  The  operation  costs 
and  repairs  are  divided.  In  1941  the  costs  were  $1,494.44,  of  which  the 
Borough  paid  $747.22.  In  addition,  the  Borough  furnished  water  and 
electricity  in  the  amount  of  $585.86,  and  the  County  Commissioners  fur- 
nished heat  and  janitor  service,  without  charge. 

Two  attendants  are  employed,  and  are  on  duty  each  day  during 
the  hours  of  operation  to  maintain  order  and  keep  the  station  in  an 
orderly  and  sanitary  manner. 

The  use  made  of  this  station  has  greatly  exceeded  the  estimates  made 
by  the  original  promoters,  and  the  records  kept  show  that  more  than  2,000 
persons  attended  this  station  in  one  day. 


PARKS   AND   PLAYGROUNDS 

The  Burgess  and  Town  Council  at  the  present,  as  well  as  those  in 
the  past,  recognized  leisure  time  activities  and  recreation  as  an  essential 
governmental  function  and  have  adopted  a  plan  for  expansion  and  im- 
provement that  will  eventually  provide  for  Chambersburg  a  system  of 
Parks,  Athletic  Fields,  Playgrounds  and  Play  areas  to  conform  to  stand- 
ards set  by  the  National  Recreation  Association. 

The  playground  system  was  started  through  the  efforts  of  churches, 
civic  organizations  and  citizens  who  together  formed  small  associations 
to  secure  sites,  equipment  and  voluntary  supervision  for  play  areas  for 
small  children.  Much  of  their  equipment  was  made  by  members  of 
these  associations  and  by  funds  for  materials  secured  from  festivals 
and  contributions.  As  the  value  of  these  areas  were  proven,  the  demand 
for  expansion  increased  and  the  Borough  of  Chambersburg  then  assumed 
the  obligations  of  maintenance  and  operation,  assisted  by  the  various 
citizens'  committees. 

The  present  playground  program  is  designed  for  a  twelve  week 
period  during  the  months  of  June,  July  and  August  and  is  under  the 
direction  of  the  Parks  and  Playgrounds  Committee  of  the  Town  Council, 
together  with  the  Borough  Engineer,  Playground  Supervisor,  seven 
girl  Leaders   and  an   Athletic   Director. 

The  playground  system  consists  of  three  combination  athletic  fields 
and  playgrounds  and  four  play  areas  distributed  over  the  Borough  at 
locations  as  accessible  as  possible  to  the  more  densely  populated  sections. 

During  the  past  few  years  several  Community  Hymn  Sings  were 
sponsored  during  the  winter  months  jointly  by  the  North  Eastern  Branch 
Franklin  County  Christian  Endeavor  Union,  the  Chambersburg  High 
School  and  the  Borough  Department  of  Parks  and  Playgrounds.  These 
were  largely  attended  and  received  considerable  favorable  comment. 

The  summer  program  has  been  expanded  from  year  to  year  and 
larger  attendances  have  been  noted  in  all  the  various  activities  sponsored 
by  this  Department. 
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HISTORY  OF   THE   CHAMBERSBURG   HEALTH    BOARD 

The  first  meeting  of  the  Chambersburg  Health  Board  was  held  in 
Council  Hall,  September  26,  1893.  The  following  men — Dr.  Johnston 
McLanahan,  A.  J.  White,  J.  Brua  Hoyer,  and  George  Denton  were  sworn 
in  as  members  by  Burgess  George  A.  Wood.  Dr.  John  A.  Bouse  was 
appointed  Health  Officer. 

Dr.  Johnston  McLanahan  was  elected  President  of  the  Board,  which 
office  he  held  until  October  3,  1912. 

Among  the  first  duties  of  the  Board  were  the  enacting  of  local 
sanitary  measures  which,  in  conjunction  with  the  State  regulation, 
began  functioning  shortly  after  its  inception. 

The  Health  Board  was  the  outcome  of  an  Act  of  the  General  As- 
sembly of  May  9,  1893,  authorizing  Chambersburg  such  a  Board.  Those 
who  served  as  members  of  this  Board,  until  the  present  date,  are  as 
follows  : 

Dr.  Johnston  McLanahan        H.    A.    Logue  Thomas  K.  Scheller 

A.  J.  White  E.    E.    Foust  Dr.    Guy   P.   Asper 

Dr.  John  A.  Bouse  Dr.  J.  J.   Eckel  Dr.  B.  M.  Beattie 

Daniel   0.   Gehr  Dr.    Paul   D.    Allen  J.  W.  Rearick 

Dr.  Helen  Stewart  Morris    Lloyd  C.   P.   Miller 

Paul    Walker  W.    0.    Nicklas  George  K.  Lehner 

J.  Brua  Hoyer  Jacob  G.  Schaff  Herman   Kraiss 

Capt.   W.   H.   Mackey  Milton  G.  McDowell  Dr.  L.  H.  Seaton 

Daniel    Harmony  George    Denton  H.    A.    Kottcamp 

T.   C.   Karper  W.   L.   Ritchey  James    C.    Clark 

George  F.  Arris  Dr.  H.  M.  Miley  F.  Lester  Marshall 

Mr.  Morris  Lloyd  succeeded  Dr.  Johnston  McLanahan  as  President 
in  1914,  there  being  no  record  from  October,  1912  to  1914,  and  continued 
in  this  office  until  his  death  in  1932,  his  successor  being  Dr.  B.  M.  Beattie. 

The  duties  of  the  Health  Board  have  varied  with  conditions  of  the 
times,  but  the  main  actions  have  always  been  the  maintaining  of  sanitary 
health  measures  concerning  the  public. 

The  records  of  1893  show  considerable  controversy  about  the  keeping 
of  hogs  within  the  Borough.  With  the  advent  of  the  sanitary  sewer, 
the  abolishing  of  cesspools  and  the  connecting  of  houses  to  the  sewer 
gave  rise  to  a  great  many  problems. 

Contagious  diseases  and  their  control  have  always  been  one  of  the 
chief  duties  of  the  Health  Board. 

Other  duties  are  seeing  that  the  milk  supply  is  brought  to  the  con- 
sumer in  the  best  possible  condition  as  a  palatable,  healthful,  product, 
free  of  preservatives  or  adulterations,  issuing  of  health  certificates  to 
those  who  work  or  are  employed  in  restaurants,  drug  stores,  hotels, 
eating  houses,  etc.,  nuisances  affecting  the  public  are  corrected,  and  the 
general  civic  conditions  of  the  city  are  observed. 

During  the  year  1941,  the  Chambersburg  Health  Board,  through 
its  Health  Officer,  investigated  1,161  calls,  issued  561  Health  Certificates 
to  employees  in  places  handling  food  stuffs  within  the  Borough,  cared 
for  143  common*  nuisances,  granted  9  permits  to  milk  dealers,  and 
issued  43  permits  to  haulers  of  garbage  and  refuse.  Two  hundred  and 
forty-three  cases  of  contagious  diseases  were  reported  to  the  Board 
during  the  year  1941. 

Eighty-five  connections  were  made  to  the  Sanitary  Sewer. 
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Sediment  testing  of  milk  was  made  quarterly,  and  the  preservative 
test  made  annually. 

Anyone  whose  milk  registered  unsatisfactory  on  two  successive 
testings  were  refused  the  privilege  of  selling  milk  within  the  Borough 
for  local  distribution. 

The  Board  meets  the  last  Monday  of  each  month  in  regular  session 
with  additional  special  meetings. 

The  members  are  Dr.  B.  M.  Beattie,  President;  Dr.  L.  H.  Seaton,  Mr. 
John  B.  Minehart,  Mr.  Paul  Walker,  Mr.  F.  Lester  Marshall,  and  Mr. 
Frank  J.  Croft,  Health  Officer. 


HISTORICAL  SKETCH  OF  CHAMBERSBURG  SANITARY 
SEWER  DEPARTMENT 

When  the  Borough  of  Chambersburg  decided  in  1910  and  1911  to 
obtain  its  water  supply  from  the  State  Forest  at  Caledonia,  it  was  neces- 
sary to  obtain  a  permit  from  the  Pennsylvania  State  Health  Department, 
and  when  the  State  Health  Department  issued  this  permit,  it  granted 
to  Chambersburg  the  right  to  the  water  of  Birch  Run,  but  it  also  pro- 
vided that,  for  this  right,  the  Borough  of  Chambersburg  was  to  install  a 
Sanitary  Sewerage  System  with  a  proper  Disposal  Plant  of  a  capacity 
sufficient  to  take  care  of  the  town  for  twenty  years  to  come. 

The  same  Bond  Issue,  providing  funds  for  the  construction  of  the 
water  supply  line  between  the  mountain  and  Chambersburg,  provided 
also  for  sufficient  bonds  to  put  in  a  Sanitary  Sewerage  System  in  Cham- 
bersburg. This  system  was  constructed,  and  was  put  in  service  August 
1,  1912.  As  building  operations  developed  in  the  town,  new  laterals 
have  been  run,  and  at  the  present  time  the  entire  system  consists  of: 

LATERALS 

21.73  miles  8" 

6.636  miles  10" 

.263  miles  12" 

.23  miles  15" 

.074  miles  18" 

Total  28.933  miles 

TRUNK    LINES 

238.0  feet  10" 

4,432.5  feet  12" 

2.138.3  feet  15" 

3.099.4  feet  18" 
4,014.9  feet  24" 

1,631.2  feet  20"  x  30"  concrete 


Total  15,554.3  feet 

At  the  present  time  there  is  a  total  of  168,424.76  feet,  or  31.90  miles 
of  sewers,  125  Flush  Tanks,  764  Manholes,  and  3,285  buildings  are  con- 
nected with  the  system. 
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There  are  no  charges  for  sewer  service  rendered  by  the  Borough  of 
Chambersburg,  and  this  is  a  rather  outstanding  achievement  when  you 
stop  to  think  that  charges  for  sewer  service  run  from  $8.00  to  $36.00  per 
year  in  the  state  of  Pennsylvania. 

The  State  Health  Department  insists  on  a  very  high  standard  of 
quality  for  the  effluent  from  the  Disposal  Plant,  and  weekly  reports  are 
made  to  the  Department  showing  each  day's  operation. 

During  1941,  requests  were  received  from  property  owners  for  the 
extension  of  the  Sanitary  Sewer  Service  for  a  total  of  2,307'  of  8"  street 
lateral  sewers.  In  addition  to  these  requests,  we  had  a  carry-over  pro- 
gram from  1940  of  800',  which  made  a  total  of  3,107'  to  be  constructed 
in  1941.  Of  this  amount  2,567'  were  completed,  leaving  540'  for  con- 
struction during  1942.  With  what  was  left  of  the  construction  program 
of  1941,  and  additional  requests  for  sewer  extensions,  it  would  appear 
as  if  there  would  have  to  be  constructed  in  1942,  2,540'.  Of  the  total 
construction  work  completed  in  1941,  800'  was  done  under  W.  P.  A. 
Projects  on  which  the  Federal  Government  furnished  all  the  labor, 
while  the  Borough  furnished  all  of  the  materials  and  equipment. 

The  total  amount  spent  for  labor,  trenching,  and  backfilling,  by  the 
Federal  Government  on  800'  of  lateral  sewers,  constructed  under  W.  P.  A. 
Projects  during  the  year,  was  $1,912.66. 

The  sewers  actually  constructed  in  1941  were  as  follows: 

Black  and  Gilbert  Alley 618'  of  8"  lateral  sewer 

Rife  and  Center  Street 800'  of  8"  lateral  sewer 

Central    Avenue    150'  of  8"  lateral  sewer 

East   Liberty   Street    285'  of  8"  lateral  sewer 

Nelson    Street     250'  of  8"  lateral  sewer 

Wilson  Avenue    464'  of  8"  lateral  sewer 

Total    2,567' 

The  total  sewerage  handled  at  the  Sanitary  Sewage  Disposal  Plant 
during  1941  was  410,801,061  gallons.  The  total  cost  for  the  operation 
and  maintenance  of  the  Plant  during  the  year  1941  was  $13,039.45.  The 
average  cost  for  handling  the  sanitary  sewage  during  1941  was  3.17 
cents  per  1,000  gallons. 


ANNUAL  REPORT   OF  THE   PLUMBING  INSPECTOR 

During  the  year  1941  the  Plumbing  Inspector  had  submitted  to  him 
317  sets  of  plans  covering  plumbing  and  house  and  building  drainage  for 
his  approval.  He  inspected  and  tested  the  plumbing  and  fixtures  in  72 
new  buildings  covering  770  fixtures.  There  were  33  buildings  converted 
into  apartment  houses  during  the  year,  which  involved  the  inspection, 
approval,  and  testing  of  245  fixtures.  There  were  138  alterations  in 
buildings,  which  covered  the  inspection,  testing,  and  approval  of  339 
fixtures.  There  were  30  automatic  gas  water  heaters  installed,  covering 
the  inspection,  testing,  and  approval  of  30  fixtures.  There  were  7  electric 
hot  water  heaters  installed,  covering  the  inspection,  testing,  and  approval 
of  7  fixtures.  This  makes  a  total  of  1,442  fixtures  that  were  inspected, 
tested,  and  approved,  by  the  Plumbing  Inspector  during  the  year  1941. 
There  were  11  new  buildings  inspected  outside  of  the  Borough,  having 
51  fixtures.     984  inspection  trips  were  made. 
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STATEMENT   OF   RECEIPTS   AND   EXPENDITURES   OF 

THE  BOROUGH  OF  CHAMBERSBURG,  PENNSYLVANIA, 

FROM  JANUARY  1st  1941,  TO  JANUARY  1st,  1942 

Receipts 

Balance    in    Treasurer's    Account 

January  1,  1941    $     5,368.38 

Edgar   W.    Diehl,    1941-1942- Tax 

Duplicate    $     7,257.56 

Edgar   W.    Diehl,    1940-1941    Tax 

Duplicate    578.85 

Edgar   W.    Diehl,    1939-1940   Tax 

Duplicate    154.77 

Edgar   W.    Diehl,    1938-1939    Tax 

Duplicate    182.22 


8,173,40 


Licenses,  Circus    .  . . 25.00 

Licenses,  Peddlers      106.00 

Licenses,  Beverages     4,375.00 

Sewer  Permits    247.50 

Building  Permits    80.00 

Digging   Permits    28.50 

Plumbers  License 32.00 


Parking     Meter     Fines,     W.     R. 

Kieffer,  Justice  of  the  Peace    .      $        930.00 
Fines,   W.   R.   Kieffer,   Justice    of 

the    Peace     424.00 

1,354.00 

Market  Master   

Tax    Liens     

1        877.35 
214.83 
303.36 

1,208.42 

145.46 

28.20 

2,500.00 

4.41 

1,465.50 

1,948.81 

8.641.20 

569.80 

233.80 

Lateral    Sewers     

Ambulance    Collections     

Pole    Tax    

Street  Paving  Liens  and  Interest     1) 

Sale   of   Materials    

Rental  of  Equipment    

Resurfacing    Private    Driveways, 

Parking  Lots  and  Streets    .... 
Construction     of     Concrete     Curb 

and    Sidewalks    

Refund    Paving    Lien    Costs    .... 

Liquid  Fuel  Tax  Fund   

Miscellaneous  Street 

5,282.03 

Henninger  Field  Playground  As- 
sociation     

Insurance    Refund    

Rental  on  Borough  Farm    

Parking   Meter   Receipts    

318.64 

2,473.14 

240.00 

14,705.48 
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Construction  of  Sidewalks  ....  5,217.50 
Miscellaneous  Fire  Department  .  73.30 
Miscellaneous  General  Borough  .  2,239.60 
Miscellaneous  Sewer  Department  100.98 
Miscellaneous  Engineering  De- 
partment       4.30 

Miscellaneous  Police    Department  344.23 
Miscellaneous  Disposal  Plant   . .  .  83.07 
Miscellaneous  Parking    Meter    .  .  68.91 
Transfer  from  Electric  Light  De- 
Department    175,000.00 

Transfer  from  Water  Department  15,000.00 


$253,800.07 


Expenditures 

Salaries 

Clerks   and   Bookkeepers    $     3,885.76 

Borough  Engineer   2,604.00 

Drafting  Department    4,862.59 

Treasurer      300.00 

Borough    Attorney     1,200.00 

Burgess     360.00 

Auditors     375.00 

Market  Master   1,343.28 

Plumbing    Inspector    1,550.00 


Board  of  Health 

Salary    $     1,500.00 

Supplies    219.31 


Police  Department 

Salaries     .....' 16,908.71 

Emergency  Police  Guards   255.60 

Equipment    and    Supplies    407.81 

Maintenance      and      Repairs      to 

Motor    Equipment .  148.45 

New   Motor   Equipment    1,012.30 

Uniforms    495.90 

Telephone   and   Telegraph    248.31 

Traffic     Signs,     Signals     and     Re- 
pairs       1,144.33 

Fuel     119.00 

Gas   and    Oil    433.16 

Maintenance    and     Repairs    to 

Building    32.84 

Insurance     76.43 

Advertising    14.70 

Extra    Labor    110.00 

Watch    Boxes    256.89 

Miscellaneous     142.72 
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$  16,480.63 


1,719.31 


Parking  Meter  Account 

Salaries     4,012.00 

Collection  of  Fines    294.25 

Expenses    of    Parking    Lot,    New 

Fence,  Rentals,  etc 5,002.12 

Removal   of  Snow    _.  2,408.86 

Maintenance  of  Parking  Meters  .  248.81 


Street  Department 

Maintenance  of  Streets: 

Patching     $     4,243.45 

Surface   Oiling    4,916.38 

Cleaning  and  Removing  Refuse  3,482.63 

Operation — Motor    Sweeper    .  .  1,583.47 

Snow--Ice    Removal    3,214.63 

Miscellaneous     667.45 

Maintenance  of  Alleys: 

Patching     $     1,637.34 

Surface   Oiling    85.70 

Cleaning  and  Removing  Refuse  83.00 

Dust— Weed    Control    741.25 

Miscellaneous     4.50 

Maintenance  and  Repairs: 

Storm  Sewers    $        272.40 

Bridges    40.73 

Operation — Garage     1,767.45 

Purchase  and  Repairs  to  Tools  680.83 
Operation     and     Repairs     to 

Equipment      3,846.01 

Engineering    Supervision     ....  1,294.74 

Administrative  Insurance  ....  786.95 
Maintenance     and     Repairs     to 

Properties 19.05 

Backfilling   Ditches    1,638.69 

Construction  Streets    9,248.82 

Construction  of  Alleys     4,063.59 

Construction  of  Storm    Sewers  4,924.10 

Purchase   of  Major  Equipment  7,052.50 


Disposal  Plant 

Salaries     $     1,050.48 

Office      Supplies,      Printing     and 

Postage     77.27 

Insurance   on   Truck    23.58 

Labor  at  Pump  House 4,351.17 

Gasoline    30.56 

Oil  Waste  and  Packing   15.04 
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11,966.04 

—     $  33,773.19 


$  56,295.66 


Chlorine— Chemical  Treatment  .  .  1,129.84 

Lamps    3.06 

Fuel     123.58 

Maintenance  of  Truck    22.35 

Purchase    of    Tools    and    Instru- 
ments       2.55 

Maintenance  and  Repairs,  Build- 
ings   and    Grounds     490.15 

Pumps 122.74 

Tools  and  Instruments    3.68 

Tanks,   Filter  Beds    1,366.75 

Sludge    Beds    1,947.21 

Electric  Equipment    43.78 

Construction      and      Equipment, 

Electric    Equipment     10.52' 


Fire  Department 

No.  1     Friendships: 

Driver's    Salary     $     1,949.36 

Supplies    52.61 

Repairs  to  Equipment    247.59 

Repairs  to  Building     52.48 

Telephone     25.80 

Laundry    7.11 

Coal     116.13 

Insurance    53.86 

Gas  and  Oil   34.49 

Miscellaneous     69.46 


No.  2     Juniors: 

Drivers'   Salaries    . $     3,351.36 

Supplies     309.29 

New  Equipment    16,537.50 

Repairs  to  Equipment    285.82 

Repairs  to  Building     780.04 

Telephone     37.80 

Laundry    9.95 

Coal     45.34 

Insurance    182.67 

Gas   and   Oil    69.46 

Miscellaneous     42.92 


No.  3     Good  Will: 

Driver's    Salary    $     2,168.49 

Supplies    187.36 

New  Hose     137.20 

New  Equipment    4,924.65 

Repairs  to  Equipment     137.26 

Repairs  to  Building     22.26 

Telephone     25.80 

Laundry    18.45 
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10,814.31 


2,608.89 


21,652.15 


Coal     132.86 

Insurance      93.37 

Gas  and  Oil  46.31 

Miscellaneous     78.41 


No.  4     Franklin: 

Driver's    Salary    '  .      $     1,959.88 

Supplies    146.71 

New  Hose     137.20 

New  Equipment      4,700.00 

Repairs  to  Equipment     171.08 

Repairs  to  Building     90.54 

Telephone     27.60 

Laundry    12.16 

Coal    106.87 

Insurance      121.81 

Gas   and   Oil    20.25 

Miscellaneous     94.07 


No.  5     Cumberland  Valley: 

Driver's  Salary   $     1,949.88 

Supplies    119.32 

Repairs  to  Equipment    234.24 

Repairs  to  Building     202.90 

Telephone     25.80 

Laundry    5.91 

Coal     118.66 

Insurance    53.87 

Gas   and   Oil    15.62 

Miscellaneous     64.57 


General  Fire  Department 

Construction   and   Equipment    ...  $        999.16 
Maintenance     and     Repairs     to 

Alarm  System 500.57 

Miscellaneous     153.70 


Sewers 

Salaries     S     1,058.06 

Maintenance  and  Repairs    690.07 

Extension   of   Sewers    7,283.40 


Miscellaneous 

Office      Supplies,      Printing      and 

Postage     S     1,763.58 

Supplies,  Egineering  Depart- 
ment      1,188.07 

Maintenance — Borough  Farm   .  .  .  120.84 
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7,972.42 


7,588.17 


2,790.77 


1,653.43 


9,031.53 


Maintenance— City  Hall   1,866.16 

Insurance— Fire  and  Accident    .  .  2,743.09 
Parks    and    Playgrounds,    Opera- 
tion Maintenance    8,930.27 

Parks  and  Playgrounds,  Purchase 

and  Improvement 782.50 

Premium,   Surety   Bond    250.00 

Recording  Liens   87.50 

Coyle    Free    Library,    Appropria- 
tion   2,500.00 

Construction,     New    Municipal 

Market    39,187.44 

Maintenance  of  Ambulances   ....  700.28 

Telephones     371.72 

Maintenance   of   Comfort   Station  747.22 

W.  P.  A.  Sidewalk  Projects    44.74 

Maintenance   of   Incinerator    ....  22.25 

Salary,   Caretaker  of  Incinerator  970.00 

Construction,  Incinerator  Road  .  .  537.35 
Telephones  —  Secretary     and 

Plumbing  Inspector   56.56 

Dues,    Borough    Association    ....  33.00 
Appropriation  —  Spanish     War 

Veterans     75.00 

Christmas  Lighting   90.33 

Tax   Collector's   Expenses    168.30 

Clean-Up-Week  Expenses    852.90 

Convention   Expenses    101.60 

Purchase  of  Law  Books   13.50 

Treasurer's  Book    4.85 

Fire  Insurance  Tax  Refund    ....  2,473.14 

Printing — Plumbing  Material   .  .  .  192.90 
Book-case,     Supplies  —  Council 

Hall    45.60 

New   Chevrolet   Coupe    560.00 

Insurance   on   Coupe    2.17 

Improvements,     Glen     Street 

Fountain     217.68 

Ordinance   Book    81.00 

Expenses,   Aluminum   Drive    ....  81.84 

Transfer  to  Borough  Fire  Fund  .  5,000.00 

Tax  Collector's  Commission    ....  261.53 

Miscellaneous     123.32 


Balance    in    hands    of    Treasurer 

January    1,    1942    8,171.38 


73,248.23 

$253,800.07 


BOROUGH     FIRE    FUND 

January  1,  1941,  Balance  in  Fire 

Fund      $  44,944.17 

$5,000.00  Borough  of  Mercersburg 

Bonds     5,100.15 

Transfer   from    General    Borough 

Account     5,000.00 


36 


Interest  from  Time  Certificates 
Interest — Coupons  on  Bonds   .  . . 


677.49 
212.50 


$5,000.00  Borough  of  Mercersburg 

Bonds     $     5,100.15 

Balance    in    Fire    Fund    Account 

January  1,  1942    50,834.16 


$55,934.31 


55,934.31 


TAX    COLLECTOR'S    ACCOUNT 

Borough         Bond         Borough         Bond 


Total 


Dr. 

Duplicate  1928- 
1929  as  shown, 
by  >  A  u  d  i  t  o  r  s ' 
Report  January 
1,   1941    


$      202.62 


Cr. 

January  1,  1942, 
Balance  out- 
standing on  du- 
plicate jointly 
collected  by  Geo. 
H.  Bitner  and 
Paul    D.    Tarner 


202.62 


Dr. 

Duplicate  1938- 
1939  Taxes, 
Balance  as 
shown  by  Audi- 
tors' Report 
January  1,  1941 


$      269.55  $      802.62 


Cr. 

Amou  n  t  paid 
Tre  a  s  u  r  e  r  by 
Edgar  W.  Diehl, 
Collector     

Penalty  exonera- 
ted by  Council  . 

Tax  Liens  entered 

Balance  outstand- 
ing, January  1, 
1942     


$      182.22  $      546.83 


2.93 
58.88 


8.78 
176.48 


244.03 


732.09 


$        25.52  $        70.53 
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Dr. 

Duplicate  1939- 
1940  Balance  as 
shown  by  Audi- 
tors' Report 
January  1,  1941  $      270.36  $      813.29 

Cr. 

Amount  paid 
Treasurer  bv 
Edgar  W.  Diehl, 
Collector     $      154.77  $      467.78 

Penalty  exonera- 
ted by  Council  .  2.93  8.78 

Tax  Liens  entered  51.14  153.30  208.84  629.86 


Balance  outstand- 
ing January  1, 
1942     $        61.52  $      183.43 

Dr. 

Duplicate  1940- 
1941  Balance  as 
shown  by  Audi- 
tors' Report 
January   1,   1941   $      904.48  $  2,811.16 

Penalty  added  5%  31.36  98.99  $      935.84  $  2,910.15 


Cr. 

Amount  paid 
Treasurer  by 
Edgar  W.  Diehl, 
Collector     $      578.85  $  1,783.52 

Tax  Liens  entered  56.24  168.58 

Exonerations  al- 
lowed by  Council  213.64  644.34  $      848.73  $  2,596.44 


Balance  outstand- 
ing January  1, 
1942      $        87.11  $      313.71 

Dr. 

Duplicate     1941- 

1942      $  8,316.09  $24,952.81 

Cr. 

Amount  collected 
to  November  1, 
1941     $  7,210.94  $21,619.88 
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Abatement  on 
amount  collec- 
ted to  Novem- 
ber 1,  1941   ....  379.52       1,137.88 

Collected  Novem- 
ber 1,  1941  to 
January  1,  1942  46.62  142.45  $  7,637.08  $22,900.21 

Balance  to  be  col- 
lected January 
1,    1942    $      679.01  $  2,052.60 

SUMMARY    TAX    DUPLICATE 

Borough 
Borough         Bond        and  Bond        Total 

January    1,  1942,    Duplicate 

1928-1929 $      202.62 

January    1,  1942,    Duplicate 

1938-1939  $        25.52  $        70.53 

January    1,  1942,    Duplicate 

1939-1940  61.52  183.43 

January    1,  1942,    Duplicate 

1940-1941  87.11  313.71 

January    1,  1942,    Duplicate 

1941-1942  679.01       2,052.60 


$      853.16  $  2,620.27  $      202.62  $  3,676.05 

BOND    DEPARTMENT 
Receipts 

Balance     in     hands     of     Treasurer 

January    1,    1941    $14,628.71 

Tax    Duplicate,     1941-1942,     Edgar    W. 

Diehl,  Collector ■ $21,762.33 

Tax    Duplicate,    1940-1941,    Edgar    W. 

Diehl,  Collector 1,783.52 

Tax    Duplicate,     1939-1940,    Edgar    W. 

Diehl,  Collector 467.78 

Tax    Duplicate,     1938-1939,     Edgar    W. 

Diehl,  Collector 546.83 

24,560.46 

$39,189.17 

Expenditures 

Bonds    Redeemed    $15,500.00 

Interest   Paid,   Coupons    5,486.75 

State    Tax 50.04 

Commission     Account     Corporate     Loan 

Report,  William  M.  L.  Etter   2.63 

Commissions,  Edgar  W.  Diehl    785.96 

Balance  in  hands  of  Treasurer  January 

1,   1942    17,363.79 

$39,189.17 
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BOND    DEPARTMENT— SINKING    FUND 

Balance   in   Sinking  Fund  January   1,   1941    (Four 

Banks)     $  4,308.61 

Interest  Received   (Four  Banks)    64.84 

$  4,373.45 

Balance   in   Sinking   Fund  January  1,   1942    (Four 

Banks)     4,373.45 

4,373.45 


TAX    LIENS 

Borough 
Borough         Bond        and  Bond    Interest         Total 

Balance  to  be  col- 
lected January 
1,   1941    $  2,958.35  $  3,412.33  $        27.33  $  6,398.01 

Liens      entered 

during  1941    . .  .  166.26  498.36  664.62 


$  3,124.61  $  3,910.69  $        27.33  $        82.33  $  7,144.96 

Amount     collected 

1941    863.91       1,008.37  82.33       1,954.61 


$  2,260.70  $  2,902.32  $        27.33  ,         $  5,190.35 

Exonerations  from 

Penalty    26.26  32.61  58.87 


Balance  to  be  col- 
lected January 
1,    1942     $  2,234.44  $  2,869.71  $        27.33  $  5,131.48 


LATERAL    SEWER    ASSESSMENTS 

Balance  to  be  collected  January  1,  1941    $        91.30 

Assessments   made   during   1941    8,826.69 

Interest  accrued   21.03 

$  8,939.02 

Collected   during    1941 $  6,665.05 

Interest  collected    21.03 

Liens  entered  1941    514.95 

Balance  to  be  collected  January  1,  1942    1,737.99 

$  8,939.02 

LATERAL    SEWER    LIENS 

Balance  to  be  collected  January  1,  1941   $  8,270.21 

Sewer  Assessments  entered  as  Liens    514.95 

Interest  accrued    502.47 

Costs  accrued    78.20 

$  9,365.83 
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Collected  during  1941    $  1,452.65 

Interest   collected    502,47 

Costs   collected 78.20 

Balance  to  be  collected  January  1,  1942 7,332.51 

$  9,365.83 

PAVING    LIENS 

Balance  to  be  collected  January  1,  1941    $  2,034.04 

Interest  accrued   328.45 

Costs    39.70 

$  2,402.19 

Collected   during   1941    $      539.90 

Interest  collected    335.45 

Costs   collected    39.70 

Balance  to  be  collected  January  1,  1942   1,487.14 

$  2,402.19 

HARRY   R.   GEARHART, 
ALBERT   S.   HENNEBERGER, 
HERBERT    C.    KEEFER, 

Auditors. 


HISTORICAL   SKETCH   OF   CHAMBERSBURG  WATER 
DEPARTMENT 

The  first  attempt  made  to  furnish  water  under  pressure,  to  the 
citizens  of  Chambersburg,  was  made  by  the  Chambersburg  Water 
Company,  of  which  Mr.  James  Riddle  was  President,  in  1817.  This 
company  furnished  water,  under  pressure,  through  a  wooden  pipe  system, 
which  consisted  simply  of  pine  logs  with  suitable  hole  bored  through 
them  from  end  to  end,  and  the  logs  fastened  together  end  to  end.  Water 
was  furnished  until  1875  or  1876.  The  pump  for  this  system  was  located 
on  the  South  side  of  the  Falling  Spring  at  a  point  almost  directly  in  line 
with  the  buildings  of  the  Chambersburg  Hospital,  and  the  dwelling 
house  on  the  farm  now  owned  by  the  T.  B.  Wood  Estate,  and  was  driven 
by  a  water  wheel.  The  reservoir  was  located  where  the  present  build- 
ings of  the  Chambersburg  Hospital  now  stand,  and  during  the  construc- 
tion of  the  new  portion  of  the  Hospital,  traces  of  the  old  reservoir 
structure  were  uncovered,  and  some  of  the  old  wooden  pipe  was  dug  up. 
The  pressure  under  which  this  water  was  furnished  must  have,  of 
necessity,  been  quite  low,  and  the  old  records  show  that  the  system, 
as  a  whole,  was  not  satisfactory. 

On  March  1,  1875,  the  following  men  were  elected  to  the  Chambers- 
burg Town  Council:  W.  B.  Gilmore,  Jacob  H.  Miller,  Samuel  M.  Worley, 
J.  P.  Culbertson,  John  C.  Gerbig,  John  Suesserote,  Thomas  Cook,  and 
David  Harmony,  with  G.  W.  Nitterhouse  as  Burgess.  On  July  17,  1875, 
this  body  took  action  setting  Friday,  August  20,  1875,  as  an  election  day 
for  voting  on  a  bond  issue  not  to  exceed  $60,000.00,  for  the  purpose  of 
erecting  a  suitable  water  works.     This  election  was  duly  held,  and  the 
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official  count  reported  at  a  special  meeting  of  Council  held  August  21, 
1875,  was  as  follows: 

In  favor  of  the  Bond  Issue  648 

Not  in  favor  of  the  Bond  Issue   317 

This  was  the  beginning  of  the  Borough  of  Chambersburg  entering 
into  the  business  of  supplying  water  to  its  citizens. 

Bids  were  received  for  the  necessary  equipment  on  September  25, 
1875,  and  the  contract  was  awarded  to  H.  P.  M.  Birkenbine  at  a  price  of 
$53,850.00  which  covered  a  one  million  gallon  pump,  boiler,  one  million 
gallon  reservoir,  28  fire  plugs,  5,400  feet  of  10  inch  pipe,  1,750  feet  of 
8  inch  pipe,  7,693  feet  of  6  inch  pipe,  and  18,500  feet  of  4  inch  pipe,  or  a 
total  of  6.3  miles  of  pipe.  It  is  a  matter  of  some  interest  to  note  that 
all  of  this  old  pipe  and  some  of  the  old  Birkenbine  fire  plugs  are  still  in 
service  in  Chambersburg  today. 

This  action  on  the  part  of  the  Borough  was  contested  by  the  Cham- 
bersburg Water  Company,  but,  in  the  end,  all  of  the  actions  of  Council 
were  upheld  by  the  Courts. 

This  first  pumping  plant,  a  steam  operated  one,  was  located  on  the 
West  Bank  of  the  Conococheague  Creek  almost  directly  opposite  the 
foundry  of  the  Wolf  Company,  and  has  always  been  known  locally  as  the 
Birkenbine  Pumping  Plant.  In  1891,  a  water  driven  pumping  plant  was 
installed  at  the  C.  B.  Gish  mill,  afterward  known  as  Siloam,  and  another 
reservoir  constructed  with  a  capacity  of  2,000,000  gallons,  on  the  farm 
of  Joseph  Horst.  A  2,000,000  gallon  steam  pumping  plant  is  held  in 
readiness  to  operate  at  Siloam,  and  can  be  placed  in  service  in  ten  hours 
in  an  emergency. 

In  1910  and  1911,  the  Conococheague  Creek  at  Siloam,  as  a  source  of 
water  supply,  was  abandoned  by  the  Borough,  and  a  supply  brought  in 
by  gravity  from  the  State  Forest  at  Caledonia.  This  was  a  vast  im- 
provement over  any  of  the  other  supplies  that  the  Borough  of  Chambers- 
burg had  been  using  but  the  drought  of  1931,  1932,  1933  brought  very 
forcibly  to  the  attention  of  the  authorities  that  the  supply  might,  under 
certain  conditions,  become  quite  inadequate.  To  guard  against  any 
shortage  of  water  that  might  possibly  occur,  the  Borough  of  Chambers- 
burg proceeded  to  build  a  storage  dam,  at  Caledonia  across  the  Birch 
Run  Valley,  which  holds  387,000,000  gallons  of  water.  This  dam  will  be 
held  entirely  full  at  all  times  for  emergency  purposes,  and  will  supply 
the  town,  when  using  2,000,000  gallons  of  water  per  day,  for  193  days, 
if  there  was  rot  a  drop  of  water  flowing  into  the  dam  in  all  that  time. 

During  the  dry  summer  and  fall  of  1941  the  streams  were  so  low 
that  they  could  not  furnish  the  Borough's  demand  for  water,  and  the 
387,000,000  gallon  storage  was  drawn  on  for  121,000,000  gallons,  between 
August  4,  1941  and  February  14,  1942. 

During  the  year,  the  following  water  main  extensions  were  con- 
structed on  the  front  foot  assessment  plan: 

Cumberland    Avenue    544'  of  6"  line 

East   Liberty    Street    285'  of  6"  line 

Nelson    Street    261'  of  6"  line 

South   Seventh  Street    322.6'  of  6"  line 

Stanley   Court    331'  of  4"  line 

Wilson   Avenue    509'  of  6"  line 

Total     2,252.6' 
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In  addition  to  the  above,  314  feet  of  6"  main  was  laid  on  Water 
Street  between  Lucjwig  Alley  and  West  Queen  Street  for  improvement 
in  Fire  Defense  which  was  not  assessed. 

The  total  cash  and  credits  in  this  Department  for  1941  were 
$76,740.61,  and  the  total  operating  and  non-operating  expenses  were 
$30,357.28,  including  depreciation  amounting  to  $12,925.09,  which  leaves 
a  total  gross  profit,  exclusive  of  interest  charges,  of  $46,383.33. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Ac- 
counting and  Bookkeeping  System  was  installed  for  this  Department, 
after  the  making  of  a  complete  appraisal.  The  Reproduction  Value  New, 
less  Accrued  Depreciation,  as  of  December  31,  1941,  is  $1,169,226.78. 


PHYSICAL  DATA   OF  BOROUGH   OF   CHAMBERSBURG 

WATER    DEPARTMENT 

JANUARY    1,    1942 

Population  of  Borough 15,500 

(Census  Population — 15,005,  and  495  was  added  for  Schools  and  Colleges) 

Area   of  Water  Shed    17.75   Square  Miles 

Elevation  of  Impounding    Reservoir    . . .    1,091.75  Feet  above  Sea  Level 

Elevation  of  Intake  Dam   975  Feet  above  Sea  Level 

Elevation  of  Dull  Hill  Reservoir    801  Feet  above  Sea  Level 

Elevation  of  Horst   Reservoir    712  Feet  above  Sea  Level 

Elevation  of  Reservoir  Hill  Reservoir    .....   707  Feet  above  Sea  Level 

Elevation  of  Memorial   Square    615  Feet  above  Sea  Level 

Total  Head  from  Intake  to  Town 360  Feet 

Present  24  Hour  Capacity  from  Michaux  State  Forest 
by  Gravity  with  40  Pounds  Average  Residual 
Pressure  in   Chambersburg    5,500,000  Gallons 

Emergency  Steam  Operated  Plant  at 

Siloam,  Capacity   2,500,000  Gallons  in  24  Hours 

Storage  Capacity  of  Impounding  Reservoir   387,000,000  Gallons 

Storage  Capacity  of  Dull  Hill  Reservoir    2,200,000  Gallons 

Storage  Capacity  of  Horst   Reservoir    2,000,000  Gallons 

Storage  Capacity  of  Reservoir  Hill   Reservoir    ....  1,000,000  Gallons 

Storage  Capacity  of  Stand  Pipe    55,000  Gallons 

Total  Storage  Capacity 392,255,000  Gallons 

Days  Supply  @  2,282,786  G.  P.  D.  if  no  water  came  from  Mountain  2.30 

Days  Supply  @  2,282,786  G.  P.  D.  in  Impounding  Reservoir 169.53 

Total  Days  Supply  Stored  @  2,282,786  G.  P.  D 171.83 

Miles  of  Mains  in  Borough  Limits 

14  Inch  0.42  Miles  4  Inch  11.82  Miles 

12  Inch  2.53  Miles  2  Inch  0.57  Miles 

10  Inch  4.05  Miles  1%   Inch  0.18  Miles 

8  Inch  4.36  Miles  1  Inch  0.37  Miles 

6  Inch  13.80  Miles 

Total  of  all  Mains  in  Borough  Limits 38.10  Miles 
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Miles  of  Mains  outside  Borough  Limits 

16  Inch    2.43  Miles  6  Inch    1.03  Miles 

14  Inch    17.81  Miles  4  Inch    0.09  Miles 

12  Inch    1.29  Miles 

Total  of  all  Mains  outside  Borough  Limits    22.65  Miles 

Total  of  all  Mains  inside  and  outside  Borough  Limits   ....   60.75  Miles 

Total  Number  of  Fire    Hydrants    on   System    239 

Total  Number  of  Sewer   Flush   Tanks   on   System    125 

Active   Services 

8  Inch  5  1%   Inch  20 

6  Inch  10  I1/*   Inch  29 

4  Inch  27  1  Inch  222 

3  Inch  4  %  Inch  3,312 

2%   Inch  1  i/2   Inch  92 

2  Inch   32 

Total   of   all   Active    Services    3,754 

Inactive   Services 

2  Inch   4  %   Inch   74 

1  Inch   11  Yz   Inch   2 

Total  of  all  Inactive    Services    91 

Total  of  Active   and    Inactive    Services    3,815 

Valves  inside   Borough   Limits    642 

Valves  outside   Borough   Limits    80 

Total  Valves  in   System    722 

Number  of  Domestic  Consumers  inside  Borough   Limits    3,371 

Number  of  Domestic  Consumers  outside  Borough  Limits    210 

Total  Number  of  Domestic  Consumers    3,581 

Number  of  Industrial    Consumers    39 

Number  of  Railroad  Consumers   4 

Number  of  Public  Consumers    40 

Number  of  Free   Consumers    29 

Total  Number  of  Metered  Consumers — Active    3,693 

Meters  on  System  January  1,  1942 

8  Inch    4  1V2   Inch   26 

6  Inch   6  1 14   Inch   2 

4  Inch    17  1  Inch   30 

3  Inch    13  %   Inch   102 

2  Inch    28  %   Inlch   3,552 

Total  Number  of  Meters   on   System    3,780 
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Data  for  Year  1941 

Total  Cubic  Feet  Registered  by  Master  Meters    111,095,600 

Total  Cubic  Feet  Furnished  Domestic    Consumers     30,051,751 

Total  Cubic  Feet  Furnished  Industrial  Consumers    30,437,707 

Total  Cubic  Feet  Furnished  Industrial  Consumers  —  Siloam  3,036,527 

Total  Cubic  Feet  Furnished  Railroad   Consumers    7,617,774 

Total  Cubic  Feet  Furnished  Public  Consumers   4,377,885 

Total  Cubic  Feet  Furnished  Free    Consumers     4,816,262 

Estimated   Total   Cubic   Feet   Furnished   for   Fire,   Flushing 
Streets,    Sewers,    Trenches,    Fire    Hydrants,    and    Sewer 

Flush   Tanks    5,657,500 

Total  Cubic  Feet  Accounted   For    82,958,879 

Total  Cubic  Feet  Lost  between  Master  Meter  and  Consumer  28,136,721 

Percentage  Lost  between  Master  Meter  and  Consumer   ....  25.3% 

50%  of  Loss  is  in  Mains    14,068,360 

45%   of  Loss  is  in  Service   Pipes    12,661,525 

5%  of  Loss  is  due  to  Under-registration  of  Meters    1,406,836 

Average  Cubic  Feet  Registered  by  Master  Meters  per  Day  304,371 

Average  Cubic  Feet  Used  by  Consumers  per  Day    227,284 

Average  Cubic  Feet  Unaccounted   For  per   Day    77,087 

Average  Gallons  Registered  by  Master  Meters  per  Day  ....  2,282,786 

Average  Gallons  per  Day  per  Domestic   Consumer     172 

Average  Gallons  Per  Day  per  Industrial  Consumer    17,637 

Average  Gallons  per  Day  per  Railroad   Consumer    39,133 

Average  Gallons  per  Day  per  Public   Consumer    2,249 

Average  Gallons  per  Day  per  Free  Consumer   3,413 

Estimated  Average  Gallons  Used  Per  Day  for  Fire,  Flushing 
Streets,    Sewers,    Trenches,    Fire    Hydrants,    and    Sewer 

Flush   Tanks    116,250 

Average  Gallons  per  Day  Used  for  All  Purposes   1,704,635 

Average  Gallons  per  Day  Unaccounted  For    578,151 

Average  Gallons  ner  Capita  per  Day  Domestic     39.8 

Average  Gallons  r»er  Capita  per .  Day  Industrial    44.4 

Average  Gallons  per  Capita  per  Day  Railroad     - .             10.1 

Average  Gallons  per  Capita  per  Day  Public     5.8 

Average  Gallons  per  Capita  per  Day  Free    6.4 

Average  Gallons  per  Capita  per  Day  Flushing     Fire     Hy- 
drants, Etc 7.5 

Total  Average  Gallons  per  Capita  per  Day  Consumption   .  .  114.0 

Received    from    Water    Sale    for    Domestic    Purposes    Inside 

Borough $  29,883.80 

Received  from  Water   Sale  for  Domestic   Purposes   Outside 

Borough    $     5,111.59 

Total  Received  from  Water  Sale  for  Domestic   Purposes    .  .  $  34,995.39 

Total  Received  from  Water  Sale  for  Industrial    Purposes    .  $  12,158.57 
Total  Received  from  Water  Sale  for  Industrial    Purposes — 

Siloam     $        906.15 

Total  Received  from  Water  Sale  for  Railroad    Purposes    .  .  $     ?  K2*.3^ 

Total  Received  from  Water  Sale  for  Public  Purposes    $     2,243.69 

Total  Received  from  Sale  of  Meters,  Cocks,  and  Accessories  $  14,763.23 

Total  Received  from  All  Sources    $  67,595.39 
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Total    Credits    for    Water    Furnished    Free    Consumers    and 

Other  Borough  Departments    $     9,145.22: 

Total  Receipts   and    Credits    $  76,740.61 

Cash  Receipts  from  Water  Sale  for  All  Purposes  1941     ...  $  52,832.16 

Cash  Receipts  from  Water  Sale  for  All  Purposes  1940     ...  $  51,805.44 

Increase  in  Receipts  from  Water  Sale  for  the  Year $     1,026.72 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1941    $  14,763.23 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1940    $  10,631.00 

Increase  in  Receipts  from  Sale  of  Meters,  etc.,  for  the  Year  .  $     4,132.23 

Average  Received  per  1,000  Cubic  Feet  from  Domestic,  In- 
cluding Minimum   Charges    $  1.16 

Average  Received  per  1,000  Gallons  from  Domestic,  Includ- 
ing Minimum  Charges    $  .16 

Average  Received  per  1,000  Cubic  Feet  from  Industrial,  In- 
cluding Minimum   Charges    $  .39 

Average  Received  per  1,000  Gallons  from  Industrial,  Includ- 
ing Minimum  Charges    $  .05 

Average  Received  per  1,000  Cubic  Feet  from  Railroads,  In- 
cluding Minimum   Charges    $  .33 

Average  Received  per  1,000  Gallons  from  Railroads,  Includ- 
ing Minimum  Charges    $  .04 

Average  Received  per  1,000  Cubic  Feet  from  Public,  Includ- 
ing Minimum  Charges    $  .51 

Average  Received  per  1,000  Gallons  from  Public,  Including 

Minimum  Charges    $  .07 

Average  Received  per  Quarter  per  Domestic  Inside  Bor- 
ough        $  2.22 

Average  Received  per  Quarter  per  Domestic  Outside  Bor- 
ough        $  6.08 

Average  Received  per  Quarter  per  Public  Consumer $  14.02 

Average  Received  per  Month  per  Industrial  Consumer $  27.92 

Average  Received  per  Month  per  Railroad  Consumer   $  52.67 

Received  from  Water  Sale  per  Mile  of  Main  Inside  Bor- 
ough        $     1,252.51 

Received  from  Water  Sale  per  Mile  of  Main  Outside  Bor- 
ough        $        225.68 

Received  from  Water  Sale  per  Mile  of  Main  Inside     and 

Outside   Borough   Limits    $        869.66 

Total  Lost  in  Bad  Accounts,  1941    $  0.00 

Percent  Lost  in  Bad  Accounts,  1941   $  0.00 

Receipts  and  Credits  for  1940      $  71,374.00 

Receipts  and  Credits  for  1941      $  76,741.00 

Increase  for  the  Year    $     5,367.00 
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RATES    FOR    WATER 

Within    Borough    Limits 

Rate  Per 
1,000  Cu.  Ft. 

First  20,000  Cu.  Ft.  used  per  Month   $1.00 

Next         400,000  Cu.  Ft.  used  per  Month    0.30 

All  over  420,000  .Cu.  Ft.  used  per  Month    0.28 

Minimum  Charges 

Single  houses,  or  dwellings,  shall  pay  a  Minimum  Charge  of  $1.50 
per  Quarter. 

Double  houses  served  by  one  meter  shall  pay  a  Minimum  Charge  of 
$3.00  per  Quarter. 

Industries  and  Railroads  shall  pay  a  Minimum  Charge  of  $0.50  per 
Month  for  each  and  every  service. 

All  Charges  are  payable  net  on,  or  before,  the  25th  of  the  Month 
following  the  end  of  the  Month  or  Quarter.  If  not  paid  on,  or  before, 
the  25th  of  the  Month  following  the  end  of  the  Month  or  Quarter,  a 
penalty  of  five  (5%)  per  cent  shall  be  added. 

If  bills  are  not  paid  on,  or  before,  the  30th  of  the  Month  following 
the  Month  or  Quarter  for  which  the  bill  was  rendered,  the  water  will  be 
turned  off. 

Outside    Borough    Limits 

Per  Thousand  Cubic  Feet   $2.50 

Minimum  Charges 

Single     houses  outside  of  the  Borough — $2.35  per  Quarter. 
Double    houses  outside  of  the  Borough — $4.70  per  Quarter. 
The  same  regulation  shall  apply,  and  the  same  penalties  shall  be 
inflicted  for  non-payment  as  provided  for  within  the  Borough. 

BALANCE  SHEET 

WATER  DEPARTMENT 

Assets 
Fixed  Capital 

Fixed  Capital  Installed $1,351,602.43 

Construction    Work    in    Pro- 
gress       1,664.24 

Total    Fixed    Capital    ..  $1,353,266.67 

Current  Assets 

Cash     (Borough    Treasurer's 

Account)    $      14,666.23 

Accounts     Receivable     from 

Consumers     11,639.61 

Materials  and  Supplies    4,647.64 

Total   Current  Assets    .    $      30,953.48 

Total  Assets $1,384,220.15 
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Liabilities 
Municipal  Ownership 

Net    Worth,    Water    Depart- 
ment     $    931,181.63 

Funded  Debt 

Bonds— 3%    Serial  Bonds    ..  23,000.00 

Current  Liabilities 

Advance  from  Electric  Light 

Department $      11,203.95 

Assessments    for    Line    Con- 
struction       15,100.33 

Total  Current  Liabilities    26,304.28 

Reserves 

Reserve    for    Renewals    and 

Replacements    182,375.65 

Surplus 

Unappropriated   Surplus    .  .  .  221,358.59 

Total    Liabilities    .  .  $1,384,220.15 

RECAPITULATION    OF   NET   WORTH 

Net     Investment,     December 

31,   1940     $1,124,527.80 

Additions  during  1941 

W.  P.  A.  Labor  Contributed 

for    construction    $        1,552.76 

Bonds  Redeemed  by  General 

Borough     12,000.00 

Net  Income  for  Year 29,459.66 

43,012.42 

Total    Additions     .  .  $1,167,540.22 

Deductions  during  1941 

Contribution  to  General  Bor- 
ough      15,000.00 


Net     Worth,     December    31, 

1941     $1,152,540.22 

REVENUE    AND    EXPENSE    STATEMENT 
WATER     DEPARTMENT 

Operating   Revenues 

Metered  Domestic  Sales    ...      $      35,506.10 
Metered  Commercial  Sales   .  6,031.06 
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Metered  Industrial    Sales    .  . 

Metered  Public  Sales   

Sales  for  Private  Fire   Pro- 
tection     

Consumers'    Discounts    For- 
feited   and    Penalties    Im- 
posed      

Total     Operating     Rev- 

15,848.28 
3,201.74 

91.46 

70.12 

60,748.76 

Operating  Expenses 

Water  Collection  System: 

Operating  Labor   .- $ 

Maintenance    

423.53 

378.41 

801  94 

Purification   System : 

Operating  Labor   $ 

Supplies  and  Expenses    .  . 
Maintenance    

846.52 

1,244.99 

339.15 

2,430.66 
621.31 

Pumping  System: 

Supplies    and    Expenses    .      $ 
Maintenance    

248.51 
372.80 

Distribution  System: 

Operating  Labor     (Gen- 
eral)         $ 

Operating  Labor      (Reser- 
voir)      

Maintenance  of  Mains  and 
Pipes     

Maintenance     of     Storage 
Reservoirs,  etc 

Maintenance     of     Meters, 
Vaults,  etc 

585.37 
423.54 
545.48 
221.66 
1,030.53 
515.25 

Maintenance  of  other  Dis- 
tribution  Property    .... 

3,321.83 

General  Expenses 

Office   Salaries    $        5,635.21 

Salaries  of  Meter  Readers   .  836.26 

Office  Supplies  and  Expenses  300.06 

Other  General  Property  Ex- 
penses       427.05 

Taxes    522.98 

Other   General   Expenses    .  .  17.50 

Insurance     177.52 

Maintenance     of     General 

Properties    565.99 

Depreciation     12,925.09 

21,407.66 

Total     Operating     Ex- 
penses       $      28,583.40 
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INCOME    STATEMENT 
WATER   DEPARTMENT 

Operating    Revenues    $      60,748.76 

Operating  Expenses 

Water  Collection   System    . .  $           801.94 

Purification  System 2,430.66 

Pumping    System    621.31 

Distribution    System    3,321.83 

General  Operating  Expenses  21,407.66 
Total     Operating     Ex- 
penses      28,583.40 

Operating  Income   .  $      32,165.36 

Non-Operating  Revenues     .  .  $        2,198.53 

Non-Operating  Expenses     .  .  1,773.88 

Non-Operating  Income  .    424.65 

Net   Income    $      32,590.01 

Net  Income  Deductions 

Interest    $           442.63 

Free    Water   to   Borough    .  .  2,687.72 


Balance    of   Net   Income 


3,130.35 
$      29,459.66 


ANALYSIS  OF  FIXED  CAPITAL 
WATER   DEPARTMENT 


Siloam    Property     

Organization     

Water  Collection  System, 
Rights  of  Way 

Water  Collection  System, 
Water  Diversion  Rights    . 

Water  Collection  System, 
Impounding  Reservoirs    .  . 

Water  Collection  System, 
Collection  Reservoirs  and 
Intake   Wells    

Water  Collection  System, 
Aqueducts  and  Supply 
Mains    

Purification  System,  Chemi- 
cal  Treatment   Plant    .... 

Purification  System,  Water 
Testing    Equipment    

Pumping  System,  Structures 


Balance 
Dec.  31,  1940 

Additions 
1941 

Balance 
Dec.  31,  1941 

$        4,595.00 
11,024.28 

$        4,595.00 
11,024.28 

3,143.00 

3,143.00 

40,400.00 

40,400.00 

194,524.78 

194,524.78 

51,084.39 

51,084.39 

407,718.29 

407,718.29 

2,799.63 

2,799.63 

31.50 
5,208.85 

31.50 

5,208.85 
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11,994.02 

11,994.02 

405,038.66  $ 

7,504.01 

412,542.67 

25,517.41 

851.88 

26,369.29 

11,107.75 

11,107.75 

3,329.00 

3,329.00 

738.19 

738.19 

8,493.12 

79.56 

8,572.68 

33,566.50 

33,566.50 

11,024.28 

11,024.28 

34,065.04 

34,065.04 

63,913.91 

63,913.91 

645.15 

645.15 

Pumping     System,     Pumps 

and    Pump    Equipment    .  .  12,469.80  12,469.80 

Distribution   System,   Rights 

of  Way    404.00  404.00 

Distribution  System,  Trans- 
mission Mains    330.43  330.43 

Distribution  System,  Stor- 
age Reserve  Tanks,  etc.    . 

Distribution  System,  Distri- 
bution  Mains    

Distribution  System,  Fire 
Hydrants    

Distribution  System,  Foun- 
tains and  Troughs    

Other  General  Structures   .  . 

General  Office  Equipment  .  . 

Other  Genera]  Equipment  .  . 

Engineering  and  Superin- 
tendence during  Construc- 
tion   ,. 

Administrative  and  Legal 
Expenses  during  Construc- 
tion      

Interest  during  Construction 

Development    Cost    

Filters    

$1,342,521.83     $        9,080.60     $1,351,602.43 
WATER    DEPARTMENT— CREDIT    ACCOUNTS    1941 

Metered  Water,  Light  Plant     $  711.42 

Metered  Water,  Fire  Houses  125.14 
Market  House,  Meter  Room 

and  Police  Headquarters   .  142.54 

Memorial    Fountains    232.27 

Comfort   Station    290.68 

Borough    Farm    14.22 

Disposal    Plant    . 383.63 

Borough  Garage    14.25 

Parks  and  Playgrounds  .  . .  277.53 
East      Queen      Street      and 

South     Fourth     Street 

Properties    12.00 

$        2,203.68 

Free  Water  Per  Agreements 

Penn  Hall  Farm   $  98.32 

Kennedy  Farm 15.59 

Children's    Home    (75%)     ..  59.71 

Hospital    (75%)     296.20 

Salvation    Army    14.22 

$  484.04 

$        2,687.72 

Note:  This  amount  $2,687.72  used  in  Comparative  Income  Statement  as 
Free  Water  furnished  in  1941. 
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Free  Unmetered  Water  Furnished  the  Following  in  1941 

$ 


233  Fire  Hydrants  at  $15.00 
plus   6   added  during  year 

Sewer  Flush  Tanks    (125)    . 

Flushing  Storm  Sewers  and 
Street  Work   

Road  Roller  and  Street 
Sweeper     


3,562.50 
2,120.00 

750.00 

25.00 


$        6,457.50 


Note:  This  amount  $6,457.50  does  not  appear  in  any  other  statement. 


WATER    LIENS 

Balance  to  be  collected  Jan- 
uary 1,  1941   $        1,684.05 

Water    Assessments    entered 

as   Liens   1941    658.62 

Interest  Accrued   2.75 

Collected    during    1941     $  45.60 

Interest  Collected    2.75 

Balance  to  be  collected  Jan- 
uary 1,  1942   2,297.07 

WATER    ASSESSMENTS 

Balance  to  be  collected  Jan- 
uary 1,  1941    $  949.44 

Assessments     made     during 

1941     8,142.04 

Interest  Accrued    26.17 

Collected    during    1941     $        7,129.46 

Interest  Collected    26.17 

Liens  entered  1941    658.62 

Balance  to  be  collected  Jan- 
uary   1,    1942    1,303.40 


$        2,345.42 


-     $        2,345.42 


$        9,117.65 


$        9,117.65 


HARRY  R.   GEARHART, 
ALBERT   S.   HENNEBERGER, 
HERBERT    C.    KEEFER, 

Auditors. 
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HISTORICAL  SKETCH  OF   CHAMBERSBURG  ELECTRIC 
LIGHT  DEPARTMENT 

On  August  29,  1874,  the  following  named  persons  applied  for  a 
Charter  to  furnish  electric  current  for  lighting  in  the  Borough  of  Cham- 
bersburg,  under  the  name  of  "The  Franklin  Electric  Company": 


James    McKnight    and    Agent 

B.  Frank  Gilmore 
William    McKnight 
J.  Spoonhour 
William    Nixon 
William   Sellers 

M.  A.  Foltz 

C.  H.   Fulwiler 


B.  M.  Nead 
Van    T.   Haulman 
Samuel  L.  Hawbaker 
W.    Lynn   Ritchey 
George  A.  Britsch 
D.  Alonzo  Orr 
William  Orr 
John  Hart 


John  A.  Orr 


The  stock  in  this  Company  was  stated  at  $25.00  a  share,  but  just 
how  much  stock  was  issued  is  not  a  matter  of  record. 

There  is  some  doubt  as  to  the  year  this  Company  started  to  furnish 
current  in  Chambersburg,  but  that  it  was  in  business  in  Chambersburg 
has  been  established  beyond  question.  How  extensive  their  business 
was  at  that  time,  it  is  now  impossible  to  state. 

The  plant  consisted  of  a  belt  driven  generator  using  a  steam  traction 
engine  as  power,  and  the  equipment  was  located  in  the  old  brick  and 
weatherboard  building  known  as  the  "Ebersole  Building",  which  stood 
immediately  on  the  West  bank  of  the  Conococheague  Creek  on  the  South 
side  of  Lincoln  Way  West,  and  which  has  just  recently  been  demolished 
by  the  Western  Maryland  Railway  Company.  This  was  the  first  electric 
plant  that  was  ever  operated  in  Chambersburg,  and  certainly  could  not 
have  stayed  in  business  very  long.  Some  of  the  citizens  of  Chambers- 
burg remember  distinctly  seeing  these  electric  lamps  suspended  above 
the  streets,  and  at  that  time  were  impressed  with  the  fact  that  they 
did  not  blow  out  when  the  wind  blew. 

In  the  year  1883  there  was  constructed,  in  the  shops  of  the  Cumber- 
land Valley  Railroad  Company,  a  portable  electric  light  plant  which 
consisted  of  boiler,  steam  engine,,  and  one  arc  lamp  generator  with  a 
capacity  of  fifteen  2,000  candle-power  open  arc  lamps.  This  car 
operated  successfully  under  the  supervision  of  Charles  S.  Hull  from  the 
very  beginning,  and  in  1884  lighted  arc  lamps  around  the  Public  Square 
for  the  Centennial,  and  this  same  year  lighted  the  grounds  for  a  base- 
ball game  which  was  played  at  night.  This  game  was  played  in  a  field 
lying  East  of  Third  Street  and  South  of  King  Street,  just  about  where 
the  Byer  Brothers'  Green  House  is  located  at  the  present  time. 

In  1889  this  portable  electric  light  plant  was  rebuilt,  under  the 
supervision  of  Mr.  Hull,  for  a  capacity  of  forty  2,000  candle-power  open 
arc  lamps.  This  plant  was  frequently  used  for  the  lighting  of  impor- 
tant construction  work  along  the  Cumberland  Valley  Railroad,  as  well 
as  the  lighting  of  serious  wrecks.  It  was  also  used  for  the  lighting  of 
the  Granger's  Picnic  Grounds  at  Williams  Grove,  and  many  of  us  recall 
the  lighting  of  the  Mt.  Alto  Park  Grounds.  Mr.  Hull  was  a  mechanical 
genius,  and  one  of  the  beautiful  things  he  created,  with  this  car  and  an 
arc  lamp,  was  a  fountain  which  sprayed  steam  of  different  colors  up 
above  the  car  roof.  Mr.  Charles  S.  Hull  will  be  remembered  as  a  kindly 
old  gentlemen,  and  one  of  the  first  to  take  up  seriously  the  possibility 
of  electric  lighting  in  this  section. 
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On  November  29,  1889,  after  a  vote  had  been  taken  by  the  citizens 
of  Chambersburg  to  increase  the  indebtedness  of  the  Borough  by  an 
amount  not  exceeding  $10,000.00  for  the  purpose  of  installing  an  Electric 
Light  Plant  to  light  the  streets  of  the  Borough,  a  contract  was  placed 
for  the  necessary  electrical  equipment  with  the  Thompson-Houston 
Electric  Light  Company  at  a  price  of  $9,797.50.  This  plant  was  installed 
solely  for  furnishing  lighting  for  the  streets  of  the  town.  The  plant  was 
operated  from  dark  in  the  evening  until  twelve  o'clock  midnight,  except 
on  moonlight  nights  when  it  was  not  operated  at  all. 

In  1893,  the  Borough  went  into  the  commercial  phase  of  furnishing 
current  to  consumers.  It  was  a  far  step  from  this  first  plant  to  the 
present  up-to-date  efficient  plant,  and  the  citizens  of  Chambersburg  are 
certainly  to  be  congratulated  on  having  had  sufficient  intelligence  to 
keep  this  valuable  utility  for  their  very  own. 

AVAILABLE    FOR    DISTRIBUTION 

1931—  6,206,845  kilo-watt  hours. 

1932—  5,876,722  kilo-watt  hours. 

1933—  6,285,080  kilo-watt  hours. 

1934—  7,253,250  kilo-watt  hours. 

1935—  7,926,377  kilo-watt  hours. 

1936—  9,439,105  kilo-watt  hours. 
1937—10,472,343  kilo-watt  hours. 
1938—10,191,690  kilo-watt  hours. 
1939—11,590,400  kilo-watt  hours. 
1940—13,729,150  kilo-watt  hours. 
1941—16,243,700  kilo-watt  hours. 

During  the  year  1941,  the  peak  load  on  the  Electric  Light  Plant 
reached  4,000  kilo-watts,  which  involved  the  operation  of  two  2,500 
Kilo-Watt  Turbine-Generators.  The  total  generated  in  kilo-watt  hours 
during  the  year  was  17,167,401  kilo-watt  hours,  or  approximately 
16%  increase  in  kilo-watt  hours  generated  over  the  year  1940. 

When  the  trend  toward  these  tremendous  increases  in  output  and 
demands  on  equipment  was  observed  in  1940,  Council  authorized  the 
making  of  the  necessary  studies,  to  determine,  as  nearly  as  possible,  the 
demands  that  may  be  made  in  the  Plant  in  the  near  future,  in  order  that 
such  steps  as  might  be  necessary  could  be  taken  to  meet  the  demands 
for  energy.  These  studies  were  started  early  in  1940,  and  consumed  a 
great  amount  of  labor  and  time.  The  studies,  with  all  supporting  data, 
have  been  completed,  and  a  final  report  made  by  the  Consulting  Engineer, 
Mr.  A.  C.  Wood  on  December  18,  1941.  On  February  9,  1942,  Council 
authorized  Mr.  Wood  to  proceed  with  the  plans  and  specifications 
covering  the  enlargement  and  improvement  as  he  had  recommended, 
and  the  year  1942  will  see  the  actual  construction  work  in  progress. 

The  total  cash  and  credits  in  this  Department  for  1941  were  $377,- 
654.03,  and  the  total  operating  and  non-operating  expenses  were 
$155,344.71,  including  $35,375.52  for  depreciation,  leaving  a  total  gross 
profit  of  $222,309.32. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Ac- 
counting and  Bookkeeping  System  was  installed  for  this  Department, 
which  involved  the  making  of  an  appraisal.  The  Reproduction  Value 
New,  less  accrued  depreciation  as  of  December  31,  1941,  was  $655,261.07. 
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BRONZE    TABLET    AT    ELECTRIC     LIGHT    PLANT 


PHYSICAL  DATA  ON  BOROUGH  OF  CHAMBERSBURG— ELECTRIC 
LIGHT  DEPARTMENT— 1941 

Population  of  Chambersburg — 1941    15,000 

Number  of  Light  and  Power  Consumers 5,299 

K.  W.  Hrs.  Generated    17,167,401 

K.  W.  Hrs.  Used  by  Station  Auxiliaries    923,701 

K.  W.  Hrs.  Available  for  Distribution    16,243,700 

K.  W.  Hrs.  Increase  over  1940    2,514,550 

K.  W.  Hrs.  Furnished  to  Street  Arc  Lamps   243,200 

K.  W.  Hrs.  Furnished  to  Street  Incandescent   Lamps    366,451 

K.  W.  Hrs.  Furnished  to  Disposal  Plant    96,032 

K.  W.  Hrs.  Furnished  to  Office    Building     18,095 

K.  W.  Hrs.  Furnished  to  Fire    Department    22,225 

K.  W.  Hrs.  Furnished  to  Street    Department    Municipal 

Garage 4,953 

K.  W.  Hrs.  Furnished  to  Police     Headquarters     and     Police 

,    Booth  on  Square    5,339 

K.  W.  Hrs.  Furnished  to  Public  Comfort  Station    7,043 

K.  W.  Hrs.  Furnished  to  Christmas   Decorations   on   Square  2,397 

K.  W.  Hrs.  Furnished  to  Traffic   Signals    14,149 

K.  W.  Hrs.  Furnished  to  Friendship    Christmas    Lighting    .  374 

K.  W.  Hrs.  Furnished  to  Friendship   Block   Party    310 

K.  W.  Hrs.  Furnished  to  Junior  Christmas  Lighting   310 

K.  W.  Hrs.  Furnished  to  Good  Will  Christmas  Lighting    .  .  269 

K.  W.  Hrs.  Furnished  to  Good  Will  Block  Party    280 

K.  W.  Hrs.  Furnished  to  Franklin    Block   Party    280 

K.  W.  Hrs.  Furnished  to  Franklin    Christmas    Lighting    .  .  .  712 

K.  W.  Hrs.  Furnished  to  C.  V.  Christmas    Lighting    217 

K.  W.  Hrs.  Furnished  to  C.  V.  Block    Party    210 

K.  W.  Hrs.  Furnished  to  Fifth     Ward     Playground     Block 

Party     110 

K.  W.  Hrs.  Furnished  to  Henninger   Field    . 708 

K.  W.  Hrs.  Furnished  to  Community     Band     Concerts     and 

Aluminum    Drive    122 

K.  W.  Hrs.  Furnished  to  Light  Plant— Fire  Alarm  Battery  378 

K.  W.  Hrs.  Furnished  to  Light  Plant— Storage   Shed    68 

K.  W.  Hrs.  Furnished  to  White    Way    —    Flood    Lights    on 

Square     38,530 

K.  W.  Hrs.  Furnished  to  "The  Park  of  the  Valiant"   1,474 

K.  W.  Hrs.  Furnished  to  American   Red   Cross    316 

K.  W.  Hrs.  Furnished  to  Municipal  Market    2,487 

K.  W.  Hrs.  Furnished  for    Emergency    Lighting    at    Light 

Plant    3,236 

K.  W.  Hrs.  Furnished  to  Residential  Light    Consumers    . .  .  2,976,552 

K.  W.  Hrs.  Furnished  to  Commercial  Light  Consumers    .  .  .  2,650,583 

K.  W.  Hrs.  Furnished  to  Power  Consumers    8,520,398 


Total  K.  W.  Hrs.  Sold  to  All  Consumers 14,147,533 

K.  W.  Hrs.  Furnished    Free 830,275 

Total  K.  W.  Hrs.  Sold  or  Furnished  Free   14,977,808 
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Total  K.  W.  Hrs.  Lost  in  Distribution    1,265,892 

Percent  Lost  in  Distribution 7.78% 

Total  Number  of  Active  Residential     Light    Consumers    — 

January  1,  1942 4,168 

Total  Number  of  Active  Commercial    Light    Consumers    — 

January  1,  1942    868 

Total  Number  of  Active  Power    Consumers    —    January    1, 

1942 263 

Total  Number  of  All  Active  Consumers 5,299 

Amount  Paid  by  Residential  Light  Consumers   , $117,232.11 

Amount  Paid  by  Commercial  Light  Consumers    $  94,863.15 

Amount  Paid  by  Power  Consumers    $119,260.13 

Total   Paid   by   All   Consumers $331,355.39 

Amount;  Received  from  Sale  of  Lamps,  Miscellaneous $  4,251.63 

Amount  Received  from  Jobbing    Work $  567.34 

Amount  Received  from  Penalties    Imposed $  143.43 

Amount  Received  from  Interest  on  Consumers'  Deposits    .  .  $  324.78 

Amount  Received  from  Material   Returned    $  542.14 

Amount  Received  from  Miscellaneous    Sources     $  12.30 

Total  Cash  Received  from  All  sources $337,197.01 

Credit  for  Light,  Power,  Supplies  Furnished  Other  Depart- 
ments Free $  40,457.02 

Total  Cash  Received  from  All  Sources  and  Credit $377,654.03 

Decrease  in  Receipts  from  Residential  Light  over  1940....  $  2,497.11 
Decrease  in  Receipts  from  Commercial  Light  over  1940  .  .  $  4,603.08 
Increase  in  Receipts  from  Power   over    1940    $  17,164.46 

Increase  in  K.  W.  Hrs.  Furnished  for  Light  over  1940  ....  402,422 

Increase  in  K.  W.  Hrs.  Furnished  for  Power  over  1940 2,076,994 

K.    W.    Hrs.  Sold    per    Consumer    per    Year    —    Residential 

Light 714 

K.  W.  Hrs.  Sold  per  Consumer  per  Year     —      Commercial 

Light     .* 3,053 

K.  W.  Hrs.  Sold  per  Consumer  per  Year — Power     32,397 

K.  W.  Hrs.  Sold  per  Capita  per  year— Residential    Light    .  198 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Commercial  Light  .  176 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Power     568 

Received  per  Consumer  per  Year — Residential  Light     $  28.12 

Received  per  Consumer  per  Year — Commercial  Light    $  109.28 

Received  per  Consumer  per  Year — Power $  453.46 

Received  per  Capita  per  Year — Residential  Light     $  7.81 

Received  per  Capita  per  Year — Commercial  Light    $  6.32 

Received  per  Capita  per  Year — Power    $  7.95 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge 

— Residential  Light 3.93  cents 
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BOILER  ROOM,  MUNICIPAL  ELECTRIC  LIGHT  PLANT— 1941 


Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge 

— Commercial  Light   3.57  cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge 

— Power   1.39  cents 

Total  Amount  of  Bills  Rendered  Net    $337,210.70 

Total  Amount  of  Bills  Collected   Net    $337,197.01 

Loss  in  Bad  Accounts   $  13.69 

Percentage  Lost  in  Bad  Acounts    00405% 


First 
Next  ■ 
Next 
All  over 


RATES    FOR    ELECTRIC    CURRENT 

Residential    Lighting 

Rate  per 
K.  W.  H. 

40  K.  W.  Hrs.  used  per  Month  5,4  cents 

60  K.  W.  Hrs.  used  per  Month  4.0  cents 

100  K.  W.  Hrs.  used  per  Month  3.0  cents 

200  K.  W.  Hrs.  used  per  Month  2.0  cents 


Residential    Lighting    Where    Ranges    or    Refrigerators    Are    in    Service 

Rate  per 
K.  W.  H. 

First  30  K.  W.  Hrs.  used  per  Month  5.4  cents 

Next  60  K.  W.  Hrs.  used  per  Month  3.6  cents 

Next  100  K.  W.  Hrs.  used  per  Month  2.7  cents 

All  over  190  K.  W.  Hrs.  used  per  Month  1.8  cents 

Commercial    Lighting 

Rate  per 
K.  W.  H. 

First  75  K.  W.  Hrs.  used  per  Month  5.8  cents 

Next  350  K.  W.  Hrs.  used  per  Month  4.9  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month  3.1  cents 

All    over  1,925  K.  W.  Hrs.  used  per  Month  2.0  cents 

Minimum  Charges 

All  of  the  above  rates  are  subject  to  a  monthly  Minimum  Charge  of 
seventy-five  ($.75)  cents  for  each  kilo-watt,  or  fraction  thereof,  of  con- 
nected load,  with  the  exception,  however,  that  in  computing  the  capacity 
of  all  electric  ranges,  the  capacity  of  the  largest  element  of  the  range 
shall  be  used  for  determining  the  monthly  Minimum  Charge,  but  in  no 
event  will  a  Monthly  Minimum  Charge  on  any  range  be  less  than  $2.00 
per  month. 

Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council,  on, 
or  before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered.     Minimum  Charges  are  not  subject  to  discount. 
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Secondary    Power 

Rate  per 
K.  W.  H. 

First  500  K.  W.  Hrs.  used  per  Month  .  .  2.7  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month 1.8  cents 

Next  3,000  K.  W.  Hrs.  used  per  Month  1.62  cents 

Next  5,000  K.  W.  Hrs.  used  per  Month  1.44  cents 

All   over  10,000  K.  W.  Hrs.  used  per  Month  1.26  cents 

Minimum  Charges 

Minimum  Charges  on  motor  installations  for  Secondary  Power  pur- 
poses shall  be  as  follows. 

1st  Motor  Installed $1.25  per  H.  P.  Installed  per  Month 

2nd  Motor  Installed   $1.00  per  H.  P.  Installed  per  Month 

3rd  Motor  Installed   $  .90  per  H.  P.  Installed  per  Month 

4th  Motor  Installed $  .80  per  H.  P.  Installed  per  Month 

5th  Motor  Installed $  .70  per  H.  P.  Installed  per  Month 

6th  Motor  Installed $  .60  per  H.  P.  Installed  per  Month 

All  over  Six  Motors  Installed    .  .  $  .50  per  H.  P.  Installed  per  Month 

Primary    Light    and    Power 

Rate  per 
K.W.H. 

First  10,000  K.  W.  Hrs.  used  per  Month   1.44  cents 

Next  20,000  K.  W.  Hrs.  used  per  Month   1.26  cents 

Next  40,000  K.  W.  Hrs.  used  per  Month   1.08  cents 

All  over  70,000  K.  W.  Hrs.  used  per  Month   0.81  cents 

Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council  on, 
or  before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered. 

Demand  Charges 

Demand  charges  shall  be  determined  and  billed  monthly,  based  on 
the  highest  registration  during  the  Month  of  a  demand  meter  having  a 
15  minute  interval,  and  shall  be  as  follows: 

First  200  K.  W.  of  Demand  per  Month     $1.50  per  K.  W. 

All    over      200  K.  W.  of  Demand  per  Month     $1.00  per  K.  W. 

Power  Factor  Clause 

When  the  average  power  factor  is  found  to  be  lower  than  eighty 
(80%)  per  cent,  the  monthly  kilo-watt  Demand  shall  be  corrected  and 
determined  as  follows:  Kilo-watt  Demand  as  measured,  divided  by  aver- 
age power  factor  of  load,  multiplied  by  allowable  power  factor  of  eighty 
(80%)   per  cent. 
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Primary    Light    and    Power 

Energy    Rates 

First    Block    1.35  cents  per  K.  W.  Hr. 

Second  Block 1.17  cents  per  K.  W.  Hr. 

Third  Block    1.00  cents  per  K.  W.  Hr. 

Fourth  Block 0.50  cents  per  K.  W.  Hr.  r 

The  kilo-watt  hours  to  be  billed  for  under  Blocks  No.  1,  No.  2,  and 
No.  3,  will  be  determined  by  multiplying  the  "ON  STATION  PEAK 
DEMAND"  of  the  customer  by  70. 

The  kilo-watt  hours  to  be  billed  for  under  Block  No.  4  will  be  the 
difference  between  the  total  kilo-watt  hours  billed  for  under  Blocks  No. 
1,  No.  2,  and  No.  3,  and  the  total  kilo-watt  hours  consumed  during  the 
Month. 

Discount 

The  above  Energy  Rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  the  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council 
on,  or  before,  the  20th  of  the  Month  following  that  for  which  the  bill 
was  rendered. 

Determination  of  Demand 

For  the  purpose  of  application  of  this  rate,  the  hours  of  "STATION 
PEAK"  will  be  from  7:00  A.  M.  to  6:00  P.  M.  on  all  week  days  except 
Saturdays,  when  it  will  be  from  7:00  A.  M.  to  12:00  Noon.  On  Sundays 
and  holidays,  there  will  be  no  "STATION  PEAK"  period. 

The  Demand  will  be  determined  by  means  of  a  Graphic  Demand 
Meter.  The  maximum  monthly  "Demand"  to  be  used  for  "Billing  De- 
mand" will  be  the  highest  corrected  15  minute  kilovolt  Ampere  Demand 
occurring  across,  or  during,  the  "STATION  PEAK."  Demands  occur- 
ring across,  or  during,  "STATION  OFF  PEAK"  will  not  be  billed  for. 

The  Demand  as  indicated  by  the  Graphic  Demand  Meter  will  be 
subject  to  corrections  for  Power  Factor  as  follows: 

Indicated  Kilo-watt  Demand  divided  by  the  Average  Power 
Factor  of  Load,  and  multiplied  by  allowable  Power  Factor  of 
eighty  (80%)  per  cent. 

Corrected  Demand  will  be  billed  for  as  follows: 

First  200  Kilovolt  Amperes  of  Demand  per  Month     $1.50  per  K.  V.  A. 

All   over      200  Kilovolt  Amperes  of  Demand  per  Month     $1.00  per  K.  V.  A. 

Discount 

The  Demand  Charges  are  not  subject  to  discount,  but  if  not  paid  on, 
or  before,  the  20th  of  the  Month  following  the  Month  for  which  the  bill 
was  rendered,  a  ten  (10%)  per  cent  penalty  shall  be  added. 

The  charges  to  the  customer  under  this  schedule  will  not  be  subject 
to  rebate  on  account  of  cost  of  fuel  delivered  to  the  Electric  Light  Plant. 
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Minimum  Charges 

The  monthly  Minimum  Charge  under  these  rates  will  be  $3.00  per 
kilovolt  ampere  of  Corrected   Demand. 

The  annual  Minimum  Charge  under  these  rates  shall  not  be  less  than 
$10.00  per  kilo-watt  of  connected  load. 

The  service  furnished  under  this  schedule  will  be  approximately 
2,300  volt,  3  phase,  60  cycle  current,  and  metering  will  be  done  on  the 
primary  side  of  the  customer's  transformers.  The  customer  will  furnish, 
mount,  and  maintain  the  necessary  distribution  transformers,  and  also 
furnish,  install,  and  maintain  a  suitable  weather-proof  metal  metering 
cabinet.  The  Chambersburg  Electric  Light  Department  will  furnish, 
install,  and  maintain  all  metering  devices,  including  instrument  trans- 
formers. 

This  rate  is  available  to  all  industrial  light  and  power  customers 
who  have  a  "Corrected  Demand"  of  100  kilovolt  amperes,  or  over. 


Off    Peak    Electric    Water    Heating 


Rate  per 
K.  W.  .H 


Energy  Rate  per  K.  W.  Hr.  per  Month   1.0  cent 

Minimum  Charge 

This  rate  is  subject  to  a  monthly  Minimum  Charge  of  seventy-five 
($0.75)  cents  per  kilo-watt  of  heater  capacity,  based  on  largest  heating 
unit. 

Discount 

The  above  Energy  Rate  is  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  on,  or  before,  the  20th  of  the  Month  following  that 
for  which  the  bill  was  rendered.  Minimum  Charges  are  not  subject  to 
discount. 

This  ratev  applies  only  to  a  restricted  service  for  residential  and 
commercial  water  heating. 

This  rate  is  available  only  to  residential  and  commercial  consumers 
who  are  accessible  to  the  distributing  system  of  the  Borough  of  Cham- 
bersburg Electric  Light  Department. 

The  supply  of  service  under  this  schedule  shall  be  limited  to  operating 
periods  aggregating  not  more  than  twelve  hours  in  each  day,  or  from 
9:00  P.  M.  to  7:00  A.  M.  the  following  morning,  and  from  12:00  Noon 
to  2:00  P.  M.  This  period  may,  at  the  option  of  the  Borough,  be  further 
restricted  or  extended. 

Service  under  this  schedule  is  available  only  for  water  heaters  of 
not  more  than  3,000  watts  capacity,  which  shall  be  furnished,  installed, 
and  connected  up  by  the  consumer.  The  Borough  of  Chambersburg 
Electric  Light  Department  will  furnish  a  suitable  device  for  automati- 
cally restricting  the  supply  of  current  to  those  hours  which  the  Borough 
may  designate. 

This  service  will  be  supplied  through  a  separate  integrating  watt- 
hour  meter  and  no  other  appliances  other  than  the  water  heater  shall  be 
connected  to  this  service.     Service  will  be  supplied  at  either  220  volts 
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or  110  volts  single,  or  three  phase,  at  the  option  of  the  Borough  of  Cham- 
bersburg Electric  Light  Department. 

Water  heaters,  and  all  devices  connected  therewith  or  appurtenant 
thereto,  shall  be  so  designed  and  constructed  that  they  will  not,  under 
any  circumstances,  cause  radio  interference  by  their  operation.  In  the 
event  that  any  of  the  equipment  does  cause  radio  interference  by  reason 
of  its  operation,  the  Borough  shall  discontinue  furnishing  current  to  the 
installation  in  which  the  particular  radio  interference  originates,  until 
such  time  as  new  equipment  is  installed,  or  the  old  equipment  corrected 
for  radio  interference.  Water  heaters  must  be  controlled  automatically 
so  that,  under  no  circumstances,  shall  both  heating  elements  operate  at 
the  same  time. 

GENERAL    REGULATIONS 

Minimum  Charges 

Minimum  Charges  and  Demand  Charges  under  the  different  classes 
of  service  are  not  subject  to  discount,  but  if  they  are  not  paid  on,  or 
before,  the  20th  of  the  Month  following  the  Month  for  which  the  service 
was  rendered,  a  ten  (10%)  per  cent  penalty  shall  be  added. 

Lamps,  Supplies,  Etc. 

All  bills  rendered  by  the  Borough  of  Chambersburg  Electric  Light 
Department,  except  those  rendered  for  electric  energy,  are  not  subject  to 
discount,  but  if  not  paid  on,  or  before,  the  20th  of  the  Month  following  the 
Month  for  which  the  bill  was  rendered,  a  penalty  of  ten  (10%)  per  Cent 
shall  be  added. 

Deposits 

All  consumers  applying  for,  or  using,  any  class  of  service  in  proper- 
ties which  they  cannot  establish  ownership  shall  make  a  cash  deposit  with 
the  City  Clerk  in  amount  equal  to  the  estimated  bills  for  the  service  to 
be  supplied  in  any  two  consecutive.  Months.  The  Borough  may  at  any 
time  require  that  the  deposit  be  increased  to  cover  two  Months'  con- 
sumption based  on  the  amount  of  the  highest  Month's  billing.  The 
amount  of  the  deposit  may  be  reduced,  upon  request  of  the  consumer,  to 
an  amount  sufficient  to  cover  the  maximum  amount  of  the  billing  for  any 
two  consecutive  Months  during  the  preceding  year. 

There  are  at  the  present  time  66  electric  water  heaters  in  service 
in  Chambersburg,  which  are  working  out  entirely  satisfactory.  The 
refrigerator  load  has  developed  very  rapidly  during  1941,  there  being  at 
the  present  time  2,407  domestic  refrigerators  in  service.  The  electric 
range  work  is  progressing  in  a  very  satisfactory  manner,  there  being  at 
the  present  time  271  electric  ranges  in  service. 


67 


BALANCE    SHEET 

ELECTRIC   LIGHT   DEPARTMENT 

Assets 
Fixed  Capital 

Fixed  Capital  Installed $1,036,600.43 

Construction  Work  in  Prog- 
ress   16.25 

$1,036,616.68 


Funds  and  Special  Deposits 

Sinking  Fund  Assets   $    160,175.13 

Consumers'  Deposits    ......  26,884.65 

187,059.78 


Current  Assets 

Cash     (Borough    Treasurer's 

Account      $      53,855.82 

Accounts     Receivable     from 

Consumers     51,305.04 

Other    Accounts     Receivable 

(Water  Department)    11,203.95 

Materials  and  Supplies   ....  11,615.47 

1 27  980  28 

Total   Assets —     $1,351,656.74 


Liabilities 

Net    Worth    Electric    Light 
Department,      including 

earned  surplus   $    945,562.03 

$    945,562.03 


Current  Liabilities 

Consumers'   Deposits    $      24,755.35 

Reserves 


24,755.35 


Reserves   for    Renewals    and 

Replacements      S    381,339.36 

gg^  339  3g 

Total    Liabilities    - —     $1,351,656.74 
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RECAPITULATION  NET  WORTH,  INCLUDING  SURPLUS 

Balance    beginning    of    year 

January   1,   1941    $    934,415.64 

Additions 

Free  water  from  Water  De- 
partment         $  948.20 

Net  Income  for  year  1941  . .  224,925.21 

$1,160,289.05 

Deductions 

Contribution     to    Borough 

General  Fund     $    175,000.00 

Free  Electricity  to  Borough  39,727.02 

214,727.02 

Balance  January  1,  1942   .  $    945,562.03 


OPERATING  REVENUE  AND  EXPENSE  STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

Operating  Revenues 

Metered  Sales  for  Domestic 

Lighting     $    128,400.85 

Metered    Sales    for    Other 

Private  Lighting   103,512.18 

Metered  Sales  for  Domestic 

Power     132,463.65 

Metered     Sales    to     Other 

Electric    Utilities    6,355.79 

Metered    Sales    for    Other 

Municipal    Lighting    4,548.25 

Metered  Sales  for  Municipal 

Power 1,819.45 

Unmetered  Sales  for  Muni- 
cipal Street  Lighting 33,359.32 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed      143.43 

$    410,602.92 

Discounts  and  Allowances  to 

Consumers     37,713.13 

Total  Operating  Revenues    .  $    372,889.79 

Operating  Expenses 

Generating  System  Expenses 

Operating  Labor   $      20,687.38 

Fuel    64,936.53 

Water 948.20 

Lubricants     13.78 

Boiler    Plant    Supplies     and 
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Expenses      

139.28 
334.64 

221.00 

2,692.87 

1,254.33 

66.87 

Other  Supplies  and  Expenses 
Maintenance    of    Generating 

System   Structures    

Maintenance  of  Steam  Power 

Equipment     

Maintenance     of     Electric 
Equipment     

Maintenance    of    Other    Gen- 
erating System  Equipment 

91,294.58 

Distribution  System  Expenses 

Operating  Labor   $ 

1,866.25 

640.46 

27.75 
393.75 

4,702.94 

22.38 

14.47 

412.12 
2,041.26 

Supplies  and  Expenses  Over- 
head   and    Underground 
System     

Other  Supplies  and  Expenses 
Maintenance  of  Structures   . 
Maintenance    of    Overhead 

Equipment     

Maintenance  of  Underground 
Equipment     

Maintenance  of  Services   .  .  . 
Maintenance    of    Transform- 
ers      

Maintenance  of  Meters    .... 

Utilization  System  Expenses 

Operating  Labor    $ 

520.49 

Municipal     Street     Arc     and 
Incandescent  System  Sup- 
plies  and   Expenses    

Maintenance      of     Municipal 
Street   Arc    and    Incandes- 
cent System    

816.76 
1,135.54 

General  Expenses 

General      Administrative 

Salaries    $        7,614.97 

Salaries  of  Meter  Readers    .  1,189.23 

General     Administrative 

Supplies     582.74 

Other  General  Administra- 
tive   Expenses    222.78 

Garage    Labor    29.30 

Garage  Supplies  and  Ex- 
penses       271.86 
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10,121.38 


$        2,472.79 


Shop    and    Laboratory    Sup- 
plies  and  Expenses    25.10 

Insurance     947.64 

Maintenance     of     General 

Equipment     287.35 

Depreciation    35,375.52 

Total  General  Expenses    .  .  .    $      46,546.49 

Total  Operating  Expenses    .  $    150,435.54 


CONDENSED    INCOME    PROFIT    AND    LOSS    STATEMENT 
ELECTRIC     LIGHT    DEPARTMENT 

Operating    Revenues    $    372,889.79 

Operating  Expenses 

Generating  System  Operat- 
ing Expenses    $      91,294.88 

Distribution  System,  Operat- 
ing Expenses    10,121.38 

Utilization  System,  Operat- 
ing Expenses    2,472.79 

General  Administrative  Ex- 
Expenses .  9,609.72 

Other  General  Expenses    .  .  .  36,936.77 

Total  Operating  Expenses    .    $    150,435.54 

— $    150,435.54    v 

Operating  Income   $    222,454.25  w 

Non-Operating  Revenues 
(Includes  Interest  Reve- 
nues)         $        7,704.85 

Non-Operating   Expenses    .  .                                          4,909.17 
Non-Operating   Income    ....  2,795.68 

Gross  Income    '  $    225,249.93 

Gross  Income  Deductions 

Interest    $  324.72 

Net    Income •  $    224,925.21 


Net  Income  Deductions 

Free     Electricity     Furnished 

Borough     '      $      39,727.02 

Balance   of   Net   Income  $    185,198.19 
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ELECTRIC     LIGHT    DEPARTMENT 
ANALYSIS    OF    FIXED    CAPITAL 

Balance        Additions  and        Balance 
Account  Jan.  1,  1941      Retirements      Dec.  31, 1941 

Organization     $        7,605.25  S        7,605.25 

Generating  System,  Land     .  21,883.55     $  2.25  21,885.80 

Generating  System,    Power 

Plant    Structures     45,417.75  45,417.75 

Generating  System,  Rail- 
road Sidings  and  Trestles  6,067.16  6,067.16 

Generating  System,      Boiler 

Plant  Equipment 124,172.08  18.70  124,190.78 

Generating  System,  Turbo- 
Generators     300,534.50  300,534.50 

Generating  System,     Other 

Electric   Equipment    80,231.03  80,231.03 

Generating  System,  Coal 
Storage  and  Weighing 
Equipment     16,645.42  16,645.42 

Generating     System,     Other 

Power  Plant  Equipment   .  3,543.32  3,543.32 

Transmission  System,  Over- 
head Conductors    44.88  44.88 

Distribution     System,     Poles 

and   Fixtures    38,231.56  719.09  38,950.65 

Distribution  System,  Over- 
head  Conductors    48,263.59  6,848.02  55,111.61 

Distribution  System,  Over- 
head Transformers    47,792.44  3,300.87  51,093.31 

Distribution  System,  Trans- 
former Installation 6,267.33  87.56  6,354.89 

Distribution  System,  Over- 
head Services   20,471.20  1,252.63  21,723.83 

Distribution  System,  Under- 
ground  Conduits    1,183.69  1,183.69 

Distribution  System,  Under- 
ground Conductors    13,782.02  337.08  14,119.10 

Distribution  System,  Under- 
ground Transformers   ....  605.25  605.25 

Distribution  System,  Under- 
ground Transformer  In- 
stallation        82.93  82.93 

Distribution  System,  Under- 
ground   Services    7.81  7.81 

Distribution   System,  Meters  47,235.05  1,454.32  48,689.37 

Distribution    System,    Meter 

Installations    7,520.18  771.32  8,291.50 

Utilization  System,  Com- 
mercial   Arc    System    ....  2.16  2.16 

Utilization  System,  Munici- 
pal Street  Arc  System    .  .  18,535.38  18,535.38 
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Utilization  System,  Munici- 
pal    Street     Incandescent 

System     50,884.63  1,440.90  52,325.53 

Other  General— Land     600.00  600.00 

Other  General— Structures  .  2,590.00  2,590.00 
Other  General— Equipment  .  1,107.09  1,107.09 
General  Store  Equipment  .  184.22  184.22 
General  Shop  Equipment  .  .  277.40  277.40 
General  Garage  Equipment  6,329.78  6,329.78 
General  Laboratory  Equip- 
ment                    1,160.18                 118.68              1,278.86 

General  Tools  and  Equip- 
ment       612.39  72.41  684.80 

Engineering  and  Superin- 
tendence during  Construc- 
tion       24,025.55  24,025.55 

Administrative  and  Legal 
Expenses  during  Con- 
struction     : 7,605.25  7,605.25 

Interest  during  Construction  23,555.35  23,555.35 

Development    Cost    45,119.23  45,119.23 


$1,020,176.60     $      16,423.83     $1,036,600.43 

ELECTRIC    LIGHT    DEPARTMENT— SINKING    FUND 

Balance  in  Sinking  Fund 
(Four  Banks)  January  1, 
1941     $    107,588.86 

Transfer  from  Electric  Light 

Department     38,400.00 

Transfer  from  Water  De- 
partment      12,442.63 

Interest     Received      (Four 

Banks) 1,743.64 

$    160,175.13 

Balance  in  hands  of  Treas- 
urer, January  1,  1942 $    160,175.13 

FREE  LIGHTING  AND  POWER  USED  IN  BOROUGH  DURING  1941 
Light 


Public  Comfort  Station   .  . 

.      $           295.18 

Traffic  Signals    

738.95 

Street  Lighting  on  Square 

1,057.35 

Police  Headquarters  and  P 

0- 

lice  Booth  on  Square    .  . 

252.46 

City  Hall     

517.09 

City  Hall— Water  Heater 

30.87 

Friendship  Fire  Company 

213.14 

Junior  Fire  Company  .... 

252.81 

Good  Will  Fire  Company 

251.94 

Franklin  Fire  Company    . 

223.62 

Cumberland     Valley     Fii 

•e 

Company      

71.54 
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Municipal  Garage   153.91 

Henninger  Field 33.01 

Light  Plant,  Storage  Shed  9.30 
Light  Plant,  Fire       Alarm 

Battery  Charges    . 20.31 

Park  of  the  Valient 73.30 

Disposal  Plant   103.44 

Disposal  Plant,      Settling 

Pump    House 9.00 

Disposal  Plant,   Control   and 

Tool  House   9.00 

Disposal  Plant,  Pump  House  44.15 

Municipal  Market   82.82 

American  Red  Cross    20.26 

Emergency  Lighting  at  Plant  84.80 


Power 

Franklin  Fire  Company    ...      $ 
Municipal  Garage    

60.60 
71.46 

Municipal  Market    

11.47 

Disposal  Plant     

1,143.23 

Disposal  Plant    Final     Sett- 
ling Pump  House 

Disposal  Plant,   Control   and 
Tool  House   

398.77 
133.92 

4,548.25 


Arc  Lighting  of  Streets   ...      $        7,071.60 
Incandescent     Lighting     of 

Streets 26,287.72 


1,819.45 


33,359.32 


Total     $      39,727.02 

In  addition,  Credit  Account 
Labor  at^  Plant  —  Fire 
Alarm  Batteries,  365  (a) 
$2.00 $  730.00 


ELECTRIC    LIGHT    LIENS 


Balance  to  be  collected  Jan- 
uary   1,   1941    

Liens  entered  during  1941  .  . 
Costs  and  Penalty    

$ 

26.38 
33.00 

7.80 

Collected  during  1941    

Costs   Collected    

Balance  to  be  collected  Jan- 
uary 1,  1942   

$ 

2.25 

7.80 

57.13 

67.18 


67.18 
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ORNAMENTAL    STREET    LIGHTING    LIENS 


Balance  to  be  collected  Jan- 
uary  1,   1941    

Balance  to  be  collected  Jan- 
uary  1,    1942    


68.85 


68.85 


STATEMENT  OF  ASSETS  AND   LIABILITIES   OF  THE  BOROUGH 
OF  CHAMBERSBURG  AS  OF  JANUARY  I,  1942 

Cash  in  Treasurer's  Hands,  General  Bor- 
ough          $        8,171.38 

Cash  in  Treasurer's  Hands,  Water  Depart- 
ment   14,666.23 

Cash  in  Treasurer's  Hands,  Light  Depart- 
ment      53,855.82 

Cash  in  Treasurer's  Hands,  Light  Depart- 
ment Sinking  Fund   160,175.13 

Cash  in  Treasurer's  Hands,  Bond  Depart- 
ment      17,363.79 

Cash  in  Treasurer's  Hands,  Bond  Depart- 
ment  Sinking   Fund    4,373.45 

Cash  in   Treasurer's   Hands,  Borough  Fire 

Fund    50,834.16 

Cash   in   Collector's   Hands,   Electric   Light 

Consumers'  Deposit  Account 26,884.65 


336,324.61 


Tax     Duplicate, 

1928-1929  .... 
Tax     Duplicate, 

1938-1939  .... 
Tax     Duplicate, 

1939-1940     

Tax     Duplicate, 

1940-1941     

Tax     Duplicate, 

1941-1942     .... 


Borough 

$      25.52 

61.52 

87.11 

679.01 

$    853.16 


Bond 

70.53 

'  183,43 

313.71 

2,052.60 

2,620.27 


Investments  Borough   Fire  Fund    

Unpaid  Tax  Liens    

Unpaid  Paving  Liens    

Unpaid  Sewer  Assessments    

Unpaid  Sewer    Liens     

Unpaid  Water  Assessments    

Unpaid  Water    Liens 

Unpaid  Electric  Light  Current  Liens    .... 

Unpaid  Ornamental  Street  Lighting  Liens 

Water    Department    Current    Assets,    Less 

Cash  in  Treasurer's  Account   


Borough 
and  Bond 


202.62 


202.62     $        3,676.05 

5,000.00 
5,131.48 
1,487.14 
1,737.99 
7,332.51 
1,303.40 
2,297.07 

57.13 

68.85 

16,287.25 
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Light    Department     Current    Assets,    Less 

Cash  in  Treasurer's  Account    62,920.51 

Value  of  Water  Distributing   System    1,169,226.78 

Value  of  Light    Plant    and    Distribution 

System    655,261.07 

Value  of  Disposal    Plant   and    Main    Trunk 

System    324,650.00 

Value  of  Lateral    Sewers    267,871.00 

Value  of  Fire  Houses  and  Apparatus    ....  127,562.00 

Value  of  Office    Building    55,856.00 

Value  of  Police    Headquarters     10,000.00 

Value  of  Henninger  Field   16,000.00 

Value  of  Street    Department,    Storage 

House  and   Equipment    25,300.00 

Value  of  new  Market  House    39,600.00 

Value  of  Fourth    Street   Properties    3,000.00 

Value  of  Public  Comfort  Station    5,500.00 

Value  ofWest   Washington   Street   Parking 

Lot     7,500.00 

Total  Assets    ■ 


,150,950.84 


Liabilities 


3%  Improvement  and  Re- 
funding Bonds,  Issued  De- 
cember  1,   1935    

Bonds  Redeemed  and  Can- 
celled  1936    $        7,000.00 

Bonds  Redeemed  and  Can- 
celled  1937    14,000.00 

Bonds  Redeemed  and  Can- 
celled  1938    11,000.00 

Bonds  Redeemed  and  Can- 
celled  1939    11,000.00 

Bonds  Redeemed  and  Can- 
celled   1940    12,000.00 

Bonds  Redeemed  and  Can- 
celled  1941    12,000.00 

Balance   Outstanding    .  . 


150,000.00 


67,000.00 


$      83,000.00 


2%  Improvement  Bonds,  is- 
sued September  1,  1938  .  . 

Bonds  Redeemed  and  Can- 
celled  1940    

Balance   Outstanding    


24,000.00 


145,000.00 
24,000.00 


$    121,000.00 


The  above  balances  are  the 
present  actual  indebted- 
ness of  The  Burgess  and 
Town  Council  of  the  Bor- 
ough of  Chambers  burg 
created     without     the 
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authority    of    the    vote    of 
electors  thereof. 

Electric  Light  Consumers' 
Deposit  Account    

Assets  in  Excess  of  Liabili- 
ties       


$      26,884.65 

2,920,066.19 

$3,150,950.84 


HARRY   R.    GEARHART, 
ALBERT   S.   HENNEBERGER, 
HERBERT    C.    KEEFER, 

Auditors. 


GOVERNMENTAL   TAXES    PAID   BY    CITIZENS 
OF    CHAMBERSBURG 

Stated    in    Mills 

For  Public   School   Purpose    21  Mills 

For  County  and  Institutional  Purpose .  6  Mills 

For  Borough   Bond   Purpose 3  Mills 

For  General  Borough  Purpose    1  Mill 


WHERE    A    TAX    DOLLAR    GOES    TO 
I  2 


3      4r 


(1)  Public  Schools  Receive   67.75  cents  out  of  each  tax  dollar 

(2)  State  and   County   Receives    19.35  cents  out  of  each  tax  dollar 

(3)  Borough  Bond  Purpose  Receives   ..      9.68  cents  out  of  each  tax  dollar 

(4)  General  Borough   Purpose  Receives     3.22  cents  out  of  each  tax  dollar 

Borough  Purposes— Taxes  1    Mill  Levied,   1941    $8,364.00 

Borough  Purposes — Taxes  Levied,  1941  per  Capita    .      $8,364.00 

=   .557 

15,000 
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VALUE    OF    SERVICES    RECEIVED    FOR    $1.00    OF    BOROUGH 
TAXES    LEVIED    1941 


Costs 


Taxes  Levied 

for 

Borough  Purposes 


Borough   Administration    ...  $  72,480.25  divided  by  $8,364.00  =  $  8.665 

Police  Services    $  22,954.63  divided  by  $8,364.00  =  $  2.744 

Public  Health  Services   $     2,711.56  divided  by  $8,364.00  =  $  .324 

Fire  Protection  Services    ...  $  49,903.26  divided  by  $8,364.00  =  $  5.966 
Street  Department     Services  $  57,322.28  divided  by  $8,364.00  =  $  6.853 
Street  Lighting,     Miscellane- 
ous   Services    $  34,486.37  divided  by  $8,364.00  =  $  4.123 

Sanitary    Sewerage    Services  $  25,740.98  divided  by  $8,364.00=$  3.077 
Comfort  Station  Services    .  .  $     1,333.08  divided  by  $8,364.00  =  $  .159 
Parks    and    Playground    Ser- 
vices       $  10,070.13  divided  by  $8,364.00  =  $  1.203 

Total      $277,002.54  divided  by  $8,364.00  =  $33.11 


VALUE  OF  SERVICES  RECEIVED  PER  CAPITA 


Estimated  Population  15,000 
Population 

Borough  Administration    $  72,480.25  divided  by  15,000  =  $  4.832 

*Police    Services    $  22,954.63  divided  by  15,000  =  $  1.530 

Public  Health  Services    $     2,711.56  divided  by  15,000  =  $     .180 

Fire  Protection  Services   $  49,903.26  divided  by  15,000  =  $  3.326 

Street  Department  Services   .  .  $  57,322.28  divided  by  15,000  =  $  3.821 
Street  Lighting  —  Miscellane- 
ous   Services    $  34,486.37  divided  by  15,000  =  $  2.299 

Sanitary  Sewerage  Services  .  .  $  25,740.98  divided  by  15,000  =  $  1.716 

Comfort  Station  Services   $     1,333.08  divided  by  15,000  =  $     .088 


Parks  and  Playground  Services 

$  10,070.13 

divided  by 

15,000z 

=  $     .671 

Total     

$277,002.54 

divided  by 

15,000  = 

-$18.46 

*Not  included  in  Police  Services  is  the  Parking  Meter  Account,  the 
Revenue  from  which,  including  collections  and  fines,  etc.,  amounted  to 
$15,704.39,  and  the  expenses  of  which,  including  operation  and  main- 
tenance of  Parking  Lot,  amounted  to  $11,966.04. 


Note:  The  Citizens  of  Chambersburg  received  in  these  services  $277,- 
002.54  of  Value  for  which  Taxes  were  levied  for  Borough  pur- 
poses in  the  amount  of  $8,364.00.  If  you  do  not  operate  your 
Electric  Light  and  Water  Utilities  at  a  handsome  profit,  the  whole 
cost  of  these  services  would  have  to  be  paid  for  by  Taxes,  which 
would  mean  an  increase  in  Taxes  for  Borough  purposes  of  33.11 
times  what  they  were  in  1941. 
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E.  W.  Davis    Secretary 

James  G.  Bietsch    Treasurer 

Edmund   C.   Wingerd    Solicitor 

Edgar  W.  Diehl   Tax  Collector 

Harry  R.  Gearhart    Auditor 

Albert  S.   Henneberger    Auditor 

Herbert   C.   Keefer    Auditor 

Margaret  E.  Wingert   Chief  Bookkeeper 

H.  S.  Byers   Chief  of  Police 

Robert  Monn    Superintendent  of  Water  and  Sewer 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz    Assistant  Borough  Engineer 

William  L.  Grove Plumbing  Inspector 

Robert  Rinick    Market  Master 


COMMITTEES  OF  COUNCIL 


FINANCE  COMMITTEE 

Stephen  McC.  Nelson,  Chairman 
John    C.    Sierer 
J.   Foy  Williams 
Earle  McL.  Miller 
C.   H.   Pensinger 


WATER   AND   LIGHT 
COMMITTEE 

C.   H.   Pensinger,   Chairman 
R.  F.  Angle 
B.  F.   Small 

STREET    COMMITTEE 

R.    F.   Angle,   Chairman 

B.  F.  Small 

A.  R.  Zimmerman 


BOROUGH    PROPERTY 
COMMITTEE 

Stephen  McC.  Nelson,  Chairman 
C.   H.   Pensinger 
R.  F.  Angle 
Earle  McL.  Miller 
B.  F.  Small 

PUBLIC  COMFORT  STATION 
COMMITTEE 

T.    C.    McCULLOUGH,    Chairman 
G.  S.  Klenzing 
Earle  McL.  Miller 

INDUSTRIAL    COMMITTEE 

G.  S.  Klenzing,  Chairman 
T.  C.  McCullough 
J.  Roy  Williams 


FIRE     COMMITTEE 

J.  Roy  Williams,  Fire  Marshal 
A.  R.  Zimmerman 
Earle  McL.  Miller 


SEWER  COMMITTEE 

B.   F.   Small,   Chairman 
Earle  McL.  Miller 
John    C.    Sierer 
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PARKS     AND     PLAYGROUNDS 
COMMITTEE 

A.  R.  Zimmskmvn,  Chairman 
J.  Roy  Williams 
G.  S.  Klenzing 
C.   H.   Pensinger 
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HISTORICAL 

Chambersburg  was  founded  by  Benjamin  Chambers  at  "Fawling 
Spring  on  Cannogogige,"  in  1734,  and  in  1764  Benjamin  Chambers 
writes,  "there  is  a  town  laid  out  on  Conegogig  Creek."  The  Town  was 
incorporated  by  an  Act  of  the  General  Assembly  of  the  State  of  Penn- 
sylvania, March  21,  1803,  and  the  first  Burgess  and  Town  Council  con- 
sisted of  the  following:  Chief  Burgess — Major  John  Holiday;  Council- 
men — Edward  Crawford,  Esq.,  Andrew  Dunlap,  Christian  Oister,  John 
Shryock,  and  Patrick  Campbell.  It  has  grown  slowly,  but  its  growth 
has  been  steady,  and  its  accomplishments  enduring.  Today  it  bears  the 
rather  enviable  reputation  of  being  one  of  the  outstanding  boroughs  in 
the  State  of  Pennsylvania,  and  its  citizens  enjoy  more  vital  services  at 
a  much  lower  cost  than  any  other  borough  in  the  State. 


POLICE  DEPARTMENT 

The.first  police  force  for  the  Borough  of  Chambersburg  was  estab- 
lished January  16,  1818,  by  the  following  action  of  Town  Council,  "Be  it 
ordained,  etc.,  That  four  men  shall  be  employed  to  watch  and  patrol  the 
streets  of  the  Borough  during  the  night,  from  nine  o'clock  until  day- 
break, for  the  term  of  three  months  from  this  date,  to  guard  the  property 
of  the  inhabitants,  as  far  as  in  their  power,  from  incendiaries,  thieves, 
and  plunderers,  and  to  arrest  and  detain  all  vagrants  and  night  walkers 
until  the  morning,  unless  he,  she,  or  they  can  give  satisfactory  account 
of  their  purpose,  and  the  occasion  of  their  being  found  on  the  street — 
and  also  call  the  hour." 

The  Council  entered  into  an  article  of  agreement  dated  January  17, 
1818,  with  Robert  Allison,  as  Captain;  William  McElhaney,  Jacob  Hecker- 
man,  and  Dan  McAllister,  Privates;  to  patrol  the  town  from  nine  o'clock 
until  daybreak,  call  the  hour,  and  light  any  lamps  that  are,  or  may  be, 
erected,  for  which  the  Captain  was  to  receive  $18.00  per  month,  and 
each  Private  $15.00  per  month,  and  the  Council  was  to  furnish  each  one 
with  a  sufficiently  warm  watch  coat. 

From  the  following  proclamation,  it  is  evident  that  126  years  ago 
the  sources  of  amusement  for  the  good  people  of  Chambersburg  were 
more  varied,  permanent,  and  better  protected  than  they  are  today: 

"To  Robert  Allison,  High   Constable 

Sir :  You  are  hereby  authorized  to  attend  the  Theatre  in  the 
Borough  of  Chambersburg  and  Protect  the  Manager  thereof  whilst  act- 
ing from  any  disorderly  Person  or  Persons — and  if  any  Person  or  Per- 
sons attempt  to  disturb  said  actors  during  their  performs — you  are 
hereby  Commanded  to  bring  him  or  them  before  me  or  any  Justice  of 
the  Peace  in  said  Borough  to  be  dealt  with  according  to  Law.     Fail  not. 

Given  under  my  hand  and  seal  this  19th  day  of  July,  1816. 

(Signed)    PATRICK   CAMPBELL,   Burgess." 

From  this  very  modest  beginning,  the  Police  Department  has  de- 
veloped into  a  highly  efficient  and  very  completely  equipped  organization, 
consisting  of  a  Chief,  two  Sergeants,  and  twelve  Patrolmen.  Their 
equipment  consists  of  a  Hardinge  Police  Register  System,  dictograph, 
finger  printing  outfit,  Colts  38  calibre  revolvers,  tear  gas  guns,  tear  gas 
hand  grenades,  two  police  cars,  two  motorcycles,  and  the  most  modern  of 
Police  Short  Wave  Radio  transmissions. 


During  the  year  1942,  the  Police  Department  answered  1,844  calls. 
This  is  exclusive  of  all  calls  answered  by  the  Chief.  There  was  a  total 
number  of  2,899  arrests  made  for  various  offenses.  The  arrests  for 
drunk  and  disorderly  conduct  totaled  584.  There  were  19  actual  cases 
of  breaking-  in  and  larceny  reported,  and  3  arrests  were  made  in  these 
19  cases.  The  night  patrol  reported  271  store  doors  left  open  by  owners 
on  leaving  stores.  The  total  amount  of  fines  collected  by  the  Borough 
was  $2,390.00,  $1,512.00  of  which  was  Parking  Meter  fines. 


FIRE   DEPARTMENT 

In  1790,  one  hundred  and  fifty-two  years  ago,  when  the  village  of 
Chambersburg  consisted  entirely  of  either  log  or  frame  houses,  and  the 
fire  hazard  was  great  because  of  wood  fires  upon  the  open  hearth,  the 
necessity  of  providing  protection  from  fire  was  first  discussed,  and  the 
Friendship  Fire  Company,  an  organization  of  citizens  equipped  with 
buckets,  was   formed. 

Since  that  time,  with  the  expansion  of  the  village  from  a  few  houses 
to  a  borough  of  the  first  magnitude,  the  formation  of  additional  com- 
panies became  necessary,  and  their  equipment,  from  bucket,  to  hand 
pump,  to  hose  reel,  to  steam  fire  engine,  and,  during  the  past  sixteen 
years,  to  modernized  motor  drawn  and  motor  driven  apparatus,  has  kept 
pace  with  the  times. 

Today,  the  Fire  Department  consists  of  five  companies,  advantage- 
ously located,  and  equipped  with  three  American  LaFrance  Pumpers, 
one  Ward  LaFrance  Flood  Light  Truck  and  Pumper,  an  aerial  truck  with 
85  foot  ladders,  a  City  Service  truck  with  booster  pump,  two  Peter  Pirsch 
Combination  Booster  and  Squad  Wagons,  a  squad  and  chemical  car, 
and  an  ambulance. 

The  companies  are  entirely  volunteer,  only  the  drivers  of  the 
apparatus  receiving  pay  from  the  Borough.  The  fire  houses  and 
equipment  are  owned  by  the  Borough,  and  under  the  care  of  the  Property 
Committee  and  the  Fire  Committee  of  the  Borough  Council. 

In  addition  to  the  above  mentioned  equipment,  the  town  is  complete- 
ly covered  by  the  Gamewell  Fire  Alarm  System,  consisting  of  60  fire 
alarm  boxes,  5  station  house  indicators  and  gongs,  and  one  general 
alarm,  all  storage  battery  operated.  Two  hundred  and  forty  latest 
type  fire  plugs  are  installed  at  the  most  advantageous  points. 

The  Department  answered  69  General  Alarms  sounded  by  the  Game- 
well  System  during  the  year.  In  addition  to  these  system  alarms,  the 
companies  responded  to  silent  alarms  and  individual  calls  as  follows: 

Franklin   Company    18 

Junior   Company    26 

Good   Will    Company    20 

Cumberland  Valley  Company    10 

Friendship  Company    13 

The  Franklin  Fire  Company  Community  Pumper  answered  36  calls 
for  rural  fires. 

The  fire  loss  in  the  Borough  of  Chambersburg  for  1942  was 
$30,240.00. 

The  Good  Will  Ambulance  responded  to  1,066  calls  during  the  year. 
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STREET  DEPARTMENT 

On  March  30,  1734,  Benjamin  Chambers  was  given  a  grant  to  take, 
settle,  and  improve  400  acres  of  land  at  the  mouth  of  the  Falling  Spring 
and  the  Conococheague  Creek,  but  this  tract  was  not  sub-divided  until 
1764  when  it  was  laid  out  as  a  town  and  called  Chambers  Town,  which 
name  was  changed  to  Chambersburg  when  Franklin  County  was  erected 
in  1784. 

The  limits  of  the  town  at  that  time  were  on  the  North  by  the  Falling- 
Spring;  on  the  East  by  Second  Street;  and  on  the  South  by  approximately 
Liberty  Street;  and  on  the  West  by  the  Conococheague  Creek. 

In  the  beginning  of  the  19th  Century  no  streets  had  been  graded  or 
paved,  although  each  property  owner  was  required  to  maintain  a  walk  in 
front  of  his  own  property.  The  original  plan  of  the  inhabitants  was  to 
make  Second  Street  the  principal  business  street,  but  this  was  changed 
to  Main  Street  after  considerable  influence  was  exerted  by  those  property 
owners.  , 

Prior  to  1813,  the  Lincoln  Highway  and  Main  Street  were  repaired 
by  the  Turnpike  Company,  by  turnpiking  which  consisted  of  placing  one 
foot  of  broken  stone  covered  with  gravel  and  clay.  The  first  record  of  a 
contract  awarded  by  the  Borough  was  in  1813  to  repair  the  Lincoln 
Highway  and  Main  Street  near  the  "Diamond." 

The  first  covered  storm  sewer  was  built  in  Burkhart  Avenue  from 
Main  Street  to  the  Creek  in  1823.  This  sewer  had  an  inside  height  of 
4%  feet  and  a  width  of  SV2  feet. 

The  extension  of  this  form  of  street  repairs,  grading,  and  sewers 
continued  with  some  modification  until  1912  when  the  present  brick 
paving  was  laid,  and  plans  adopted  to  continue  this  paving  four  blocks 
each  year.  This  plan  was  not  followed,  due  to  the  increased  cost  of 
materials. 

In  1918  a  general  plan  of  macadam  construction  and  surface  oiling 
was  adopted,  and  the  Lincoln  Highway  and  Main  Street  were  paved  first 
with  water-bound  macadam,  and  treated  with  road  oil.  This  is  the  first 
year  that  a  large  quantity  of  road  oil  was  used  as  a  maintenance  and 
construction  material.  Prior  to  this  time,  oil  was  used  as  a  dust  pre- 
ventive and  partially  paid  for  by  the  property  owners  abutting  on  the 
streets  treated. 

This  plan  was  continued  until  1927  and  1928,  when  the  Lincoln 
Highway  and  Main  Street  were  again  repaved  with  reinforced  cement 
concrete. 

Work  in  the  Street  Department  during  1942  consisted  of  the  usual 
maintenance  work,  such  as  patching,  oiling,  sweeping,  and  removing 
refuse  from  streets  and  alleys;  snow  and  ice  removal;  control  of  dust 
and  weeds  on  streets  and  alleys;  maintenance  and  repair  of  bridges; 
operation  and  maintenance  of  Street  Department  Garage;  and  the  back- 
filling of  ditches  that  were  opened  for  the  purpose  of  new  installation 
or  renewal  of  water,  sewer,  and,  or,  gas  service  to  properties. 

War  time  limitations  on  the  use  of  materials  prevented  the  com- 
pletion of  any  construction  work,  except  that  which  had  been  started 
and  that  which  was  considered  essential.  The  following  construction 
projects  were  completed  during  1942: 
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Street  Construction:  The  following  streets  were  paved  with  water- 
bound  macadam: 

Coldbrook  Avenue — South  of  Lortz  Avenue   480  Sq.  Yards 

Cumberland  Avenue — from  Sixth  Street  to  Borough 

Limits 1,170  Sq.  Yards 

Total     1,650  Sq.  Yards 

Alley  Construction:  Sections  of  four  alleys  were  paved  with  cement 
concrete,  having  a  total  area  of  1,583  square  yards. 

Storm  Sewer  Construction:  No  new  projects  were  undertaken 
during  1942.  Storm  sewers  on  Miller  Street,  High  Street,  Garber  Street 
and  Hollywell  Avenue,  which  were  started  during  1941,  and  are  listed  in 
that  report,  were  completed. 


STREET   DEPARTMENT  REPORT 

FOR  THE  YEAR  ENDING  DECEMBER  31,  1942 

In  presenting  this  report  of  the  Street  Department  activities  during 
1942,  we  feel  it  is  interesting  to  show  in  addition  a  comparative  report  of 
the  works  completed  during  the  past  twenty-four  years.  The  progress 
in  Highway  construction  and  maintenance  has  made  necessary  large 
expenditures  for  drainage  structures  and  bridges. 

Comparative  report  of  streets,  alleys,  sewers,  bridges,  as  of  1918 
and  1942,  showing  works  completed  by  the  Street  Department  during 
the  past  twenty-four  years: 

STREET  SURFACES 

1918  1942 

Square  Yards  Type  Square  Yards 

3,850 Oil  Treated  Water-Bound  Macadam 418,090 

0 Oil  Treated  Bituminous   Macadam    46,515 

0 Reinforced   Cement  Concrete    72,663 

14,712 Brick  on  Cement  Concrete  Base 14,712 

0 Bituminous  Concrete  12,935 

302,400 Stone  and  Cinder 38,675 

188,200 Clay  or  Slate 3,586 

96,965 Not   opened    941 

Total— 608,117  Square  Yards,  or  31.39  Miles. 

ALLEY   SURFACES 

1918  1942 

Miles  Type  Miles 

0 Reinforced  Cement   Concrete    1.74 

0 Bituminous  Concrete   3.46 

0 Oil  Treated  Macadam   7.20 

4.10 Stone  and  Macadam    8.27 

17.90 Clay,  Slate,  or  Not  Opened  1.36 

Total— 22.0  Miles. 
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UNDERGROUND  SURFACE  WATER  DRAINS 

1918  1942 
Linear  Feet                                            Type                                            Linear  Feet 

2,610 12"  Terra  Cotta  Pipe  2,610 

200 18"  Terra  Cotta  Pipe   4,380 

0 15"  Terra  Cotta  Pipe   260 

2,650 24"  Terra  Cotta  Pipe 4,993 

0 .36"  Terra  Cotta  Pipe 452 

0 12"  Concrete  Pipe 831 

0 15"  Concrete  Pipe    350 

0 . 18"  Concrete  Pipe 2,253 

775 24"  Concrete  Pipe    2,514 

0 36"  Concrete  Pipe 800 

0 .  .  .18"  Iron  Pipe 1,050 

0 3'  x  2.5'  Cement  Concrete  Box 1,662 

0 4'  x  3'  Cement  Concrete  Box 1,467 

0 3'  x  3'  Cement  Concrete  Box 8,385 

0.  , 4'  x  4'  Cement  Concrete  Box  . 6,726 

0 . 2'  x  2'  Cement  Concrete  Box 150 

0 1.5'  x  3.5'  Cement  Concrete  Box   720 

0 1.75'  x  3.5'  Cement  Concrete  Box 113 

0 1.5'  x  4.5'  Cement  Concrete  Box     252 


6,235 Totals    . . 39,968 

31.  ... , Inlets 311 


ENGINEERING  DEPARTMENT 

The  office  of  the  Borough  Engineer  in  Chambersburg  was  created  by- 
Ordinance  approved  by  The  Burgess  and  Town  Council  on  June  14,  1909. 

The  Town  Council  appoints  the  Borough  Engineer,  and  they  are  the 
judges  of  what  assistants  shall  be  furnished.  He  shall  furnish  all 
engineering  for  all  departments  unless  otherwise  directed  by  Council; 
To  make  profiles  and  plans  of  all  streets,  alleys,  sewers,  bridges,  and  to 
keep  proper  records  of  same;  to  have  charge  of  all  Borough  property 
not  under  the  supervision  of  the  Manager  of  Utilities;  to  have  general 
supervision  over  all  work  of  the  Street  Department,  and  to  report 
monthly  to  the  Borough  Council  of  all  works  completed;  to  keep  records 
of  locations  of  water,  sewer,  and  gas  pipes;  to  furnish  and  supply  maps, 
charts,  profiles,  plans,  specifications,  estimates,  data,  and  advice  to  Town 
Council,  all  committees,  and  officers  of  the  Borough. 


MUNICIPAL  MARKET 

The  first  Market  House  and  Town  Hall  was  erected  in  Chambersburg 
in  1830  on  land  purchased  from  Andrew  Hemphill  and  Ruth,  his  wife, 
on  May  3,  1830,  for  $630.00.  This  lot  had  a  frontage  on  Queen  Street 
of  64  feet  and  a  depth  on  Second  Street  of  110  feet.  Apparently  there 
was  some  doubt  of  the  construction  as  one  of  the  provisions  of  the  sale 
of  the  ground  provided  that  if  a  Market  House  or  Town  Hall  was  not 
erected  until  April  1,  1833,  Hemphill  could  repurchase  the  ground  at  the 
same  price  that  he  received. 
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The  Market  House  and  Town  Hall  was  enlarged  later  in  1874.  Dur- 
ing 1930  other  alterations  were  made  when  additional  office  space  was 
required  and  after  interest  in  the  market  had  decreased  to  such  an  ex- 
tent that  ample  room  still  remained  to  conduct  this  market.  However, 
when  the  market  session  was  changed  to  Friday  afternoons  and  evenings 
a  considerable  increase  in  attendance  resulted  and  the  demand  for  larger 
quarters  and  parking  facilities  were  apparent. 

At  a  meeting  of  the  Burgess  and  Town  Council  held  on  November 
12,  1940,  the  preparation  of  plans  for  a  new  market  building  to  be  located 
on  South  Third  Street  was  authorized  and  on  April  15,  1941,  the  general 
contract  was  awarded.  The  first  market  was  held  on  November  7,  1941, 
in  the  completed  structure. 

The  building  is  one  story,  150  feet  long  and  50  feet  wide  with  a  full 
basement.  The  entire  construction  is  of  concrete  foundations  and  brick 
walls  faced  with  glazed  tile  in  the  market  room.  Steel  trusses  support 
the  roof  which  provides  a  ceiling  height  of  twenty  feet  in  the  center  and 
fifteen  feet  on  the  sides.  Fluorescent  lighting  is  provided  for  the  market 
room,  concrete  walks  are  laid  on  three  sides  of  the  building,  and  a  maca- 
dam paved  parking  lot  to  accommodate  fifty  cars  is  provided  on  the 
North  side. 

The  Municipal  Market  was  in  operation  for  the  full  year  with  a  large 
attendance  at  all  Friday  markets  but  with  very  few  dealers  or  buyers 
attending  the  Tuesday  markets,  with  the  result  that  the  Tuesday 
markets  were  eventually  discontinued. 

From  November,  1941,  to  May,  1942,  there  were  40  dealers  renting 
396  linear  feet  of  space.  From  May,  1942,  to  November,  1942,  there 
were  30  dealers  renting  318  linear  feet  of  space  and  from  November  1, 
1942,  to  May  1,  1943,  there  were  28  dealers  renting  318  linear  feet  of 
space,  although  for  the  past  several  months  some  of  these  dealers  have 
not  been  attending  market.  A  decrease  in  the  number  of  dealers  attend- 
ing markets  was  expected  due  to  wartime  rationing  and  labor  shortage. 

The  Franklin  County  and  Borough  Control  Center  is  located  in  a 
portion  of  the  basement  of  this  building  and  the  balance  of  the  base- 
ment is  being  used  as  a  recreation  center. 

The  total  cost  of  the  Market  Room  and  equipment  was  $28,686.35; 
the  total  cost  of  the  basement  was  $13,500.18;  making  the  total  value 
of  the  building  $42,186.53. 

Operating  costs  of  the  market  for  the  fourteen  month  period  ending 
December  31,  1942,  were  as  follows: 

Soap,    telephones,    towels,    paper    cups,    insect 
spray,    advertising,    light    bulbs,    mops,    . 

brooms,    etc $  317.41 

Coal    417.79 

Removal  of  ashes  and  refuse 106.88 

Cleaning  materials    77.84 

Janitor   Services    242.78 

Fire  insurance 87.67 

Painting 32.53 

Salary  of  Market  Master   332.82 

Electric    current    303.27 

Water 8.65 

Total   operating   Expenses    $  1,927.64 

Income    from    rentals    of   space   for   the    same 

fourteen  months  period  amounted  to $  2,333.75 
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PUBLIC  COMFORT  STATION 

A  Public  Comfort  Station  was  built  by  the  Borough  of  Chambers- 
burg,  and  the  Commissioners  of  Franklin  County  in  1932  at  a  total  cost 
of  $10,689.03,  and  is  maintained  jointly  by  them.  The  operation  costs 
and  repairs  are  divided.  In  1942  the  costs  were  $1,358.10,  of  which  the 
Borough  paid  $679.08.  In  addition,  the  Borough  furnished  water  and 
electricity  in  the  amount  of  $526.92,  and  the  County  Commissioners 
furnished  heat  and  janitor  service,  without  charge. 

Two  attendants  are  employed,  and  are  on  duty  each  day  during  the 
hours  of  operation  to  maintain  order  and  keep  the  station  in  an  orderly 
and  sanitary  manner. 

The  use  made  of  this  station  has  greatly  exceeded  the  estimates 
made  by  the  original  promoters,  and  the  records  kept  show  that  more 
than  2,000  persons  attended  this  station  in  one  day. 


PARKS  AND  PLAYGROUNDS 

The  Burgess  and  Town  Council  at  the  present,  as  well  as  those  in 
the  past,  recognized  leisure  time  activities  and  recreation  as  an  essential 
governmental  function  and  have  adopted  a  plan  for  expansion  and  im- 
provement that  will  eventually  provide  for  Chambersburg  a  system  of 
Parks,  Athletic  Fields,  Playgrounds  and  Play  Areas  to  conform  to 
standards  set  by  the  National  Recreation  Association. 

The  playground  system  was  started  through  the  efforts  of  churches, 
civic  organizations  and  citizens  who  together  formed  small  associations 
to  secure  sites,  equipment  and  voluntary  supervision  for  play  areas  for 
small  children.  Much  of  their  equipment  was  made  by  members  of  these 
associations  and  by  funds  for  materials  secured  from  festivals  and 
contributions.  As  the  value  of  these  areas  were  proven  the  demand  for 
expansion  increased  and  the  Borough  of  Chambersburg  then  assumed 
the  obligations  of  maintenance  and  operation,  assisted  by  the  various 
citizens'  committees. 

The.  present  playground  program  is  designed  for  a  twelve  week 
period  during  the  months  of  June,  July  and  August  and  is  under  the 
direction  of  the  Parks  and  Playgrounds  Committees  of  the  Town 
Council,  together  with  the  Borough  Engineer,  Playground  Supervisor, 
seven  girl  leaders  and  an  Athletic  Director. 

The  playground  system  consists  of  three  combination  athletic  fields 
and  playgrounds  and  four  play  areas  distributed  over  the  Borough  at 
locations  as  accessible  as  possible  to  the  more  densely  populated  sections. 

During  the  past  few  years  several  Community  Hymn  Sings  were 
sponsored  during  the  winter  months  jointly  by  the  North  Eastern  Branch 
Franklin  County  Christian  Endeavor  Union,  the  Chambersburg  High 
School,  and  the  Borough  Department  of  Parks  and  Playgrounds.  These 
were  largely  attended  and  received  considerable  favorable  comment. 

The  summer  program  has  been  expanded  from  year  to  year  and 
larger  attendances  have  been  noted  in  all  the  various  activities  sponsored 
by  this  Department. 


HISTORY   OF   THE   CHAMBERSBURG   HEALTH   BOARD 


The  first  meeting  of  the  Chambersburg  Health  Board  was  held  in 
Council  Hall,  September  26,  1893.  The  following  men — Dr.  Johnston 
McLanahan,  A.  J.  White,  J.  Brua  Hoyer,  and  George  Denton  were  sworn 
in  as  members  by  Burgess  George  A.  Wood.  Dr.  John  A.  Bouse  was 
appointed  Health  Officer. 

Dr.  Johnston  McLanahan  was  elected  President  of  the  Board,  which 
office  he  held  until  October  3,  1912. 

Among  the  first  duties  of  the  Board  were  the  enacting  of  local 
sanitary  measures  which,  in  conjunction  with  the  State  regulation, 
began  functioning  shortly  after  its  inception. 

The  Health  Board  was  the  outcome  of  an  Act  of  the  General  As- 
sembly of  May  9,  1893,  authorizing  Chambersburg  such  a  Board.  Those 
who  served  as  members  of  this  Board,  until  the  present  date,  are  as 
follows : 

Dr.  Johnston  McLanahan 

A.  J.  White 

Dr.  John  A.  Bouse 

Daniel  O.  Gehr 

Dr.  Helen  Stewart 

Paul    Walker 

J.  Brua  Hoyer 

Capt.  W.  H.  Mackey 

Daniel  Harmony 

T.  C.  Karper 

George  F.  Arris 


H.  A.  Logue 
E.  E.  Foust 
Dr.  J.  J.  Eckel 
Dr.  Paul  D.  Allen 
Morris  Lloyd 
W.  0.  Nicklas 
Jacob  G.  Schaff 
Milton  G.  McDowell 
George  Denton 
W.  L.  Ritchey 
Dr.  H.  M.  Miley 


Thomas   K.   Scheller 
Dr.  Guy  P.  Asper 
Dr.    B.    M.    Beattie 
J.   W.   Rearick 
C.   P.   Miller 
George  K.  Lenher 
Herman   Kraiss 
Dr.  L.  H.  Seaton 
H.  A.  Kottcamp 
James  C.  Clark 
F.  Lester  Marshall 


Mr.  Morris  Lloyd  succeeded  Dr.  Johnston  McLanahan  as  President 
in  1914,  there  being  no  record  from  October,  1912  to  1914,  and  continued 
in  this  office  until  his  death  in  1932,  his  successor  being  Dr.  B.  M.  Beattie. 

The  duties  of  the  Health  Board  have  varied  with  conditions  of  the 
times,  but  the  main  actions  have  always  been  the  maintaining  of  sanitary 
health  measures  concerning  the  public. 

The  records  of  1893  show  considerable  controversy  about  the  keeping 
of  hogs  within  the  Borough.  With  the  advent  of  the  sanitary  sewer, 
the  abolishing  of  cesspools  and  the  connecting  of  houses  to  the  sewer 
gave  rise  to  a  great  many  problems. 

Contagious  diseases  and  their  control  have  always  been  one  of  the 
chief  duties  of  the  Health  Board. 

Other  duties  are  seeing  that  the  milk  supply  is  brought  to  the  con- 
sumer in  the  best  possible  condition  as  a  palatable,  healthful,  product, 
free  of  preservatives  or  adulterations,  issuing  of  health  certificates  to 
those  who  work  or  are  employed  in  restaurants,  drug  stores,  hotels, 
eating  houses,  etc.,  nuisances  affecting  the  public  are  corrected,  and  the 
general  civic  conditions  of  the  city  are  observed. 

During  the  year  1942,  the  Chambersburg  Health  Board,  through  its 
Health  Officer,  investigated  1,718  calls,  issued  523  Health  Certificates  to 
employees  in  places  handling  food  stuffs  within  the  Borough,  cared  for 
199  common  nuisances,  granted  7  permits  to  milk  dealers,  and  issued  25 
permits  to  haulers  of  garbage  and  refuse.  Four  hundred  and  ninety-four 
cases  of  contagious  diseases  were  reported  to  the  Board  during  the  year 
1942. 

Thirty  connections  were  made  to  the  Sanitary  Sewer. 
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Sediment  testing  of  milk  was  made  quarterly,  and  the  preservative 
test  made  annually. 

Anyone  whose  milk  registered  unsatisfactory  on  two  successive 
testings  were  refused  the  privilege  of  selling  milk  within  the  Borough 
for  local  distribution. 

The  Board  meets  the  last  Monday  of  each  month  in  regular  session 
with  additional  special  meetings. 

The  members  are  Dr.  B.  M.  Beattie,  President;  Dr.  L.  H.  Seaton, 
Mr.  John  B.  Minehart,  Mr.  Paul  Walker,  Mr.  F.  Lester  Marshall,  and 
Mr.  Frank  Croft,  Health  Officer. 


HISTORICAL  SKETCH  OF  CHAMBERSBURG  SANITARY 
SEWER  DEPARTMENT 

When  the  Borough  of  Chambersburg  decided  in  1910  and  1911  to 
obtain  its  water  supply  from  the  State  Forest  at  Caledonia,  it  was 
necessary  to  obtain  a  permit  from  the  Pennsylvania  State  Health  Depart- 
ment, and  when  the  State  Health  Department  issued  this  permit,  it 
granted  to  Chambersburg  the  right  to  the  water  of  Birch  Run,  but  it 
also  provided  that,  for  this  right,  the  Borough  of  Chambersburg  was  to 
install  a  Sanitary  Sewerage  System  with  a  proper  Disposal  Plant  of  a 
capacity  sufficient  to  take  care  of  the  town  for  twenty  years  to  come. 

The  same  Bond  Issue,  providing  funds  for  the  construction  of  the 
water  supply  line  between  the  mountain  and  Chambersburg,  provided 
also  for  sufficient  bonds  to  put  in  a  Sanitary  Sewerage  System  in  Cham- 
bersburg. This  system  was  constructed,  and  was  put  in  service  August 
1,  1912.  As  building  operations  developed  in  the  town,  new  laterals 
have  been  run,  and  at  the  present  time  the  entire  system  consists  of: 

LATERALS 

21.805  miles  8" 

6.636  miles  10" 

.263  miles  12" 

.23     miles  15" 

.074  miles  18" 


Total     29.008  miles 


TRUNK    LINES 

238.0  feet  10" 
4,432.5  feet  12" 

2.138.3  feet  15" 

3.099.4  feet  18" 
4,014.9  feet  24" 

1,631.2  feet  20"  x  30"  concrete 


Total  15,554.3  feet 

At  the  present  time  there  is  a  total  of  168,824.76  feet,  or  31.97  miles 
of  sewers,  126  Flush  Tanks,  765  Manholes,  and  3315  buildings  are  con- 
nected with  the  system. 
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There  are  no  charges  for  sewer  service  rendered  by  the  Borough  of 
Chamber sburg,  and  this  is  a  rather  outstanding  achievement  when  you 
stop  to  think  that  charges  for  sewer  service  run  from  $8.00  to  $36.00 
per  year  in  the  state  of  Pennsylvania. 

The  State  Health  Department  insists  on  a  very  high  standard  of 
quality,  for  the  effluent  from  the  Disposal  Plant,  and  weekly  reports  are 
made  to  the  Department  showing  each  day's  operation. 

During  1942,  requests  were  received  from  property  owners  for  the 
extension  of  the  Sanitary  Sewer  Service  for  a  total  of  400  feet  of  8" 
Street  Lateral  Sewers. 

The  sewers  actually  constructed  in  1942  were  as  follows: 

South  Coldbrook  Avenue 100'  of  8"  lateral  sewer 

Highland   Avenue    300'  of  8"  lateral  sewer 

Total     400' 

The  total  sewerage  handled  at  the  Sanitary  Sewage  Disposal  Plant 
during  1942  was  516,255,354  gallons.  The  total  cost  for  the  operation 
and  maintenance  of  the  Plant  during  the  year  1942  was  $13,398.98.  The 
average  cost  for  handling  the  sanitary  sewage  during  1942  was  2.59 
cents   per  1,000   gallons. 


ANNUAL  REPORT  OF  THE  PLUMBING  INSPECTOR 

During  the  year  1942  the  Plumbing  Inspector  had  submitted  to  him 
145  sets  of  plans  covering  plumbing  and  house  and  building  drainage 
for  his  approval.  He  inspected  and  tested  the  plumbing  and  fixtures 
in  31  new  buildings  covering  310  fixtures.  There  were  31  buildings 
converted  into  apartment  houses  during  the  year,  which  involved  the 
inspection,  approval,  and  testing  of  155  fixtures.  There  were  70 
alterations  in  buildings,  which  covered  the  inspection,  testing,  and 
approval  of  229  fixtures.  There  were  5  automatic  gas  water  heaters 
installed,  covering  the  inspection,  testing,  and  approval  of  5  fixtures. 
There  were  2  electric  hot  water  heaters  installed,  covering  the  inspection, 
testing  and  approval  of  2  fixtures.  This  makes  a  total  of  838  fixtures 
that  were  inspected,  tested,  and  approved,  by  the  Plumbing  Inspector 
during  the  year  1942.  There  were  6  buildings  inspected  outside  of  the 
Borough,  having  72  fixtures.     859  inspection  trips  were  made. 
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STATEMENT  OF    RECEIPTS   AND   EXPENDITURES    OF 

THE  BOROUGH  OF  CHAMBERSBURG,  PENNSYLVANIA, 

FROM  JANUARY  1st,  1942,  TO  JANUARY  1st,  1943 

Receipts 

Balance    in    Treasurer's    Account 

January    1,    1942     $     8,171.38 

Edgar   W.    Diehl,    1942-1943    Tax 

Duplicate    $     7,378.66 

Edgar   W.    Diehl,    1941-1942    Tax 

Duplicate    333.80 

Edgar   W.    Diehl,    1940-1941    Tax 

Duplicate    25.52 

Edgar   W.   Diehl,    1939-1940    Tax 

Duplicate    54.70 


$     7,792.68 


Licenses^  Peddlers    $          10.00 

Licenses,  Beverages 4,825.00 

Sewer  Permits    110.00 

Building  Permits    47.00 

Digging  Permits 10.50 

Plumbers  License 17.50 


Parking  Meter  Fines    $     1,512.00 

Miscellaneous   Fines    878.00 


5,020.00 


2,390.00 


Market  Master   1,718.75 

Tax   Liens    1,197.05 

Lateral  Sewers    3,394.40 

Ambulance  Collections . .  950.84 

Pole  Tax 233.80 

Street  Paving  Liens  and  Interest.  $       -366.14 

Sale  of  Materials   1,514.04 

Rental  of  Equipment    366.08 

Resurfacing    Private    Driveways, 

Parking  Lots  and  Streets    546.22 

Construction    of    Concrete    Curbs 

and    Sidewalks    28.24 

Extension  of  Gas  Mains 155.20 

Rent  from  Properties   319.69 

Miscellaneous  Street   3.35 

3,298.96 

Rental  of  Borough  Farm 240.00 

Sewer  Liens  and  Interest   1,787.65 

Henninger  Field  Plavground  As- 
sociation      398.42 

Insurance    Refund    1,847.21 

Parking  Meter  Receipts   15,924.77 

Parking  Meter  Repairs    53.61 
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Miscellaneous   Police   Department  118.20 
Miscellaneous   Sewer  Department  3.16 
Miscellaneous  Fire  Department..  54.03 
Miscellaneous     Engineering     De- 
partment       142.95 

Transfer     from     Electric     Light 

Department    145,000.00 


Expenditures 
Salaries 

Clerks  and  Bookkeepers $     3,884.46 

Borough  Engineer 2,771.50 

Drafting  Department    3,960.20 

Treasurer   300.00 

Borough  Attorney   . ,  1,500.00 

Burgess 345.00 

Auditors ,  375.00 

Market  Master 1,447.44 

Plumbing    Inspector 1,650.00 


Board  of  Health 

Salary   $     1,650.00 

Supplies 213.25 


Police  Department 

Salaries     $  21,321.75 

Salaries  Emergency  Police 

Guards     13,046.40 

Equipment    and    Supplies 758.55 

Maintenance      and      Repairs      to 

Motor    Equipment    279.99 

Uniforms 707.25 

Telephone   and   Telegraph    225.27 

Traffic  Signs,  Signals  and  Re- 
pairs      1,127.91 

Fuel     183.36 

Gas   and   Oil    491.89 

Maintenance      and      Repairs      to 

Buildings .  367.65 

Insurance    124.60 

Advertising    47.94 

Clerical      Expenses      and      Extra 

Labor     829.99 

Emergency  Lighting  and  Con- 
struction  for   Guards    1,672.13 

Medical    Expenses    129.50 

Miscellaneous     209.90 
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$199,737.86 


16,233.60 


1,863.25 


41,524.08 


Parking  Meter  Account 

Salaries     $     4,448.00 

Collection  of  Fines 431.50 

Removal   of  Snow 1,279.97 

Erection  of  Fence  (Parking  Lot) .  149.08 

Rent  of  Parking  Lot    150.00 

Maintenance  of  Parking  Meters.  301.27 


Street  Department 

Maintenance  of  Streets: 

Patching $     3,960.04 

Surface   Oiling 1,033.03 

Cleaning  and  Removing  Refuse  3,795.56 

Operating — Motor    Sweeper    . .  1,821.77 

Snow  Removal    3,017.94 

Miscellaneous    600.44 

Maintenance  of  Alleys: 

Patching 2,497.51 

Surface   Oiling 368.09 

Cleaning  and  Removing  Refuse  12.75 

Dust— Weed  Control 946.94 

Miscellaneous 382.65 

Maintenance  and  Repairs: 

Storm  Sewers   453.78 

Bridges 252.81 

Operation— Garage    2,258.41 

Purchase  and  Repairs  to  Tools  552.47 
Operation      and      Repairs      to 

Equipment 3,357.84 

Engineering  and  Supervision    .  396.00 

Administrative  Insurance  ....  856.05 
Maintenance     and     Repairs     to 

Properties     66.02 

Rack-filling    Ditches    524.97 

Construction  of  Streets    11,651.43 

Construction  of  Alleys     3,961.58 

Construction   of   Storm   Sewers  3,187.85 

Purchase  of  Major  Equipment.  1,224.84 

Damages 145.00 


Disposal  Plant 

Salary $     1,118.32 

Office      Supplies,      Printing      and 

Postage 48.00 

Insurance  on  Truck   20.00 

Labor  at  Pump  House 4,957.16 

Gasoline    76.48 

Oil  Waste  and  Packing   43.11 

Chlorine— Chemical   Treatment    .  993.04 
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»,759.82 


47,325.77 


Lamps   3.42 

Fuel   130.68 

Maintenance   of  Truck    18.70 

Maintenance  and  Repairs,  Build- 
ing and  Grounds    497.35 

Maintenance  and  Repairs,  Pumps  21.82 

Maintenance    and    Repairs,    Tools 

and    Instruments    38.10 

Maintenance  and   Repairs,  Tanks 

and  Filter  Beds    1,525.53 

Maintenance  and  Repairs,  Sludge 

Beds     1,418.29 

Electric  Equipment   7.12 


$  10,917.12 


Fire  Department 
No.  1     Friendships: 

Driver's    Salary $     2,268.84 

Supplies    121.60 

Repairs  to  Equipment 654.10 

Repairs   to   Building    686.38 

Telephone  25.80 

Laundry    9.13 

Coal   150.25 

Insurance 36.82 

Gas   and   Oil    40.32 

Miscellaneous     65.64 


$     4,058. 


No.  2     Juniors: 

Driver's    Salary    

Supplies    

Repairs   to  Equipment 
Repairs  to  Building  .  . 

Telephone     

Laundry    

Coal   

Insurance    

Gas   and   Oil    

Miscellaneous     


,158.85 

119.79 

131.35 

63.94 

37.80 

7.23 

62.56 

59.28 

66.23 

49.97 


$     4,757.00 


No.  3     Good  Wills: 

Driver's     Salary     $     3,853.88 

Supplies    222.77 

Repairs   to   Equipment    316.02 

Repairs  to  Building 27.52 

Telephone 25.80 

Laundry    29.25 

Coal   136.63 

Insurance    59.27 

Gas  an  Oil   52.93 

Miscellaneous     85.23 
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S     4,809.30 


No.  4     Franklin: 

Driver's  Salary $     2,268.97 

Supplies    ,  57.42 

Repairs  to  Equipment    220.95 

Repairs  to  Building- 12.50 

Telephone 27.60 

Laundry    12.86 

Coal     162.01 

Insurance    59.27 

Gas   and   Oil    27.92 

Miscellaneous    93.04 

No.  5     Cumberland  Valley: 

Driver's    Salary    $     2,268.96 

Supplies    89.67 

Repairs  to  Equipment    67.34 

Repairs  to  Building 3.44 

Telephone 25.80 

Laundry    7.92 

Coal     113.75 

Insurance    36.81 

Gas   and  Oil    15.31 

Miscellaneous     59.56 


General  Fire  Department 

Maintenance  and  Repairs  to  alarm 

system     $        645.01 

Miscellaneous    71.78 

Sewers 

Salaries     $     1,126.08 

Maintenance  and  Repairs    792.90 

Extension  of  Sewers   365.39 


Miscellaneous 

Office      Supplies,      Printing      and 

Postage $     1,807.74 

Supplies,  Engineering  Depart- 
ment      1,082.71 

Maintenance,  City  Hall    2,971.67 

Maintenance,  Borough  Farm    . . .  50.40 

Maintenance,  Operation  Munici- 
pal  Market    5,373.99 

Insurance,     Fire,     Accident     and 

Compensation    2,932.27 

Maintenance  and  Operation  Parks 

and  Playgrounds    7,074.39 

Improvements,  Parks  and  Play- 
grounds       816.79 

Premium,  Surety  Bond 255.00 

Coyle  Free  Library,  Appropria- 
tion      3,250.00 


2,932.54 


$     2,688.56 


716.79 


$     2,284.37 
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Maintenance  of  Ambulances    ....  585.47 

Telephone 383.88 

Maintenance   of   Comfort   Station  684.12 

War   Damage   Insurance    .......  1,513.07 

Expense,   Chambersburg   Defense 

Council,    Sirens    and    one-third 

cost   of  manning   Control   Cen- 
ter      4,741.28 

Salary,   Caretaker  of  Incinerator  1,101.92 

Maintenance   of  Incinerator    ....  61.07 

Repairs  to  Incinerator  Road   ....  101.32 
Telephones,          Secretary          and 

Plumbing    Inspector .  57.54 

Christmas    Lighting    97.46 

Appropriation,        Spanish        War 

Veterans 75.00 

Recording  Liens,  Legal  Expenses  228.70 

Dues — Borough  Association    ....  33.00 
Expenses — Borough     Officials     at 

Convention 990.34 

Tax  Collector's  Expenses .  86.64 

Borough  Solicitor's  Expenses   .  .  .  17.15 

Air  Raid  Warden's  Office    ......  62.94 

Lamp  Storage  Room 150.19 

Expenses,  Clean-up  Week   382.11 

Fire  Insurance  Tax  Refund    ....  1,847.21 
Appropriation    —    Chambersburg 

Hospital 3,469.47 

Transfer  to   Borough   Fire   Fund  5,000.00 

Tax    Collector's    Commissions .  .  .  249.36 

Miscellaneous 135.83 

$  47,670.03 

$194,541.11 

Balance    in    hands    of    Treasurer 

January    1,    1943 5,196.75 


$199,737.86 


BOROUGH   FIRE   FUND 


January  1,  1942,  Balance  in  Fire 
Fund    

$5,000.00  Borough  of  Mercers- 
burg  Bonds 

Transfer  from  General  Borough 
Account     

Interest    from    Time    Certificates 

Interest — Coupons  Mercersburg 
Bonds     

$5,000.00  Borough  of  Mercersburg 
Bonds     

$50,000.00  U.  S.  War  Savings 
Bonds,    Series    "F"    

Balance  in  Fire  Fund  Account, 
January  1,  1943    


$  50,834.16 

5,100.15 

5,000.00 
510.12 

212.50 

$  61,656.93 

$     5,100.15 

37,000.00 

19,556.78 

$  61,656.93 
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TAX    COLLECTOR'S    ACCOUNT 

Borough         Bond         Borough         Bond  Total 


Dr. 


Duplicate  1928- 
1929  as  shown 
by  Auditors' 
Report  January 
1,   1942    $      202.62 

Cr. 

January  1,  1943, 
Balance  out- 
standing on  du- 
plicate jointly 
collected  by  Geo. 
H.  Bitner  and 
Paul   D.   Tarner  $      202.62 

Dr. 

Duplicate  1938- 
19/39  Taxes, 
Balance  as 
shown  by  Audi- 
tors' Report 
January  1,  1942  $        25.52  $        70.53 

Cr. 

Amount  paid 
Treasurer  by 
Edgar  W.  Diehl, 
Collector     $        25.52  $        70.53 

Dr. 

Duplicate  1939- 
1940  Taxes, 
Balance  as 
shown  by  Audi- 
tors' Report 
January  1,  1942  $        61.52  $      183.43 

Cr. 

Amount    paid 

Treasurer    by 

Edgar  W.  Diehl, 

Collector  $        54.70  $      162.94 

Tax  Liens  entered.  6.82  20.49  61.52  183.43 
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Dr. 

Duplicate  1940- 
1941  Taxes, 
Balance  as 
shown  by  Audi- 
tors' Report 
January  1,  1942  87.11  313.71 

Cr. 

Tax  Liens  entered  6.82  20.49 


Balance  outstand- 
ing, January  1, 
1943   $        80.29  $      293.22 

Dr. 

Duplicate  1941- 
1942  Taxes 
Balance  as 
shown  by  Audi- 
tors' Report 
January  1,  1942  $      679.01  $  2,052.60 

Penalty  added   . . .  23.42  71.02  702.43       2,123.62 


Cr. 

Amount    paid 
Treasurer    by 
Edgar  W.  Diehl, 
Collector     $ 

Exonerations    al- 
lowed by  Council 

Tax  Liens  entered 

333.80  $  1,020.01 

217.48          650.07 

6.82            20.49  $      558.10  $  1,690.57 

Balance    outstand- 
ing   January    1, 
1943,    and    ac- 
cepted by  Coun- 
cil to  be  entered 
as  Liens    

Dr. 

Duplicate  1942- 
1943     

$      144.33  $      433.05 
8,049.76     24.144.38 

Cr. 

Amount  collected 
to  November  1, 
1942   $  7,354.70  $22,040.69 

Abatement  on 
amount  collec- 
ted to  Novem- 
ber   1,    1942    ..  387.09       1,160.03 
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Collected    Novem- 
ber   1,    1942,    to 
January  1,  1943 

23.96 

71.88 

7,765.75     23,272.60 

Balance  to  be  col- 
lected    January 
1,   1943    

January   1,    1943, 
1928-1929     

SUMMARY 

Bo 
Duplicate 

$ 
TAX   DU 

rough 

80.29  $ 
144.33 
284.01 

284.01  $      871.78 

PLICATE 

Borough 
Bond       and  Bond 

$      202.62 

January   1,    1943, 
1940-1941     .  .      . 

January    1,    1943, 
1941-1942     .  .      . 

Duplicate 

$ 

Duplicate 

293.22 
433.05 

January   1,    1943, 
1942-1943 

Duplicate 

871.78 

Total 


$      508.63  $  1,598.05  $      202.62  $  2,309.30 

BOND  DEPARTMENT 
Receipts 

Balance    in    hands    of    Treasurer 

January  1,  1942    $17,363.79 

Tax    Duplicate,    1942-1943,    Edgar    W. 

Diehl,    Collector    $22,112.57 

Tax    Duplicate,    1941-1942,    Edgar    W. 

Diehl,    Collector    1,020.01 

Tax    Duplicate,    1939-1940,    Edgar    W. 

Diehl,    Collector    162.94 

Tax    Duplicate,    1938-1939,    Edgar    W. 

Diehl,    Collector    70.53 


23,366.05 

$40,729.84 


Expenditures 


Bonds  Redeemed    $13,000.00 

Interest  Paid,  Coupons    4,857.00 

State    Tax    38.64 

Commission    Account    Corporate    Loan 

Report,  James  G.  Bietsch,  Treasurer  2.03 

Commissions,  Edgar  W.  Diehl      ......  747.70 

Balance  in  hands  of  Treasurer  January 

1,   1943    22,084.47 


$40,729.84 


BOND  DEPARTMENT— SINKING  FUND 


Balance  in  Sinking  Fund  January  1,  1942   $  4,373.45 

Interest    Received     43.83 

$  4,417.28 

Balance  in  Sinking  Fund  January  1,  1943   4,417.28 

4,417.28 
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Balance  to  be  col- 
lected   January 


Liens  entered 
during-  1942    .  . 

Penalty  added    .  . 

Interest  collected, 
1942      


TAX    LIENS 

Borough 
Borough         Bond        and  Bond    Interest         Total 

2,234.44  $  2,869.71  $ 

27.33                       $  5,131.48 

20.46            61.47 
6.02              4.02 

81.93 
10.04 

$      270.97          270.97 

$  2,260.92  $  2,935.20  $        27.33  $      270.97  $  5,494.42 

Amount    collected 

1942      414.91  511.14  270.97       1,197.02 


$  1,846.01  $  2,424.06  $        27.33  $  4,297.40 

Tax  Liens  not  re- 
vived       5.57  3.02  8.59 


Balance  to  be  col- 
lected January 
1,    1943    $  1,840.44  $  2,421.04  $        27.33  $  4,288.81 

LATERAL  SEWER  ASSESSMENTS 

Balance  to  be  collected  January  1,  1942    $  1,737.99 

Assessments  made  during  1942    1,834.75 

Interest    accrued     23.70 

$  3,596.44 

Collected  during  1942    $  3,252.73 

Interest   collected    23.70 

Liens   entered   1942    232.01 

Balance  to  be  collected  January  1,  1943    88.00 

$  3,596.44 


LATERAL  SEWER  LIENS 

Balance  to  be  collected  January  1,  1942 $  7,332.51 

Sewer  Assessments  entered  as  Liens  232.01 

Interest    accrued      585.41 

Costs   accrued    22.00 

$  8,171.93 

Collected    during    1942     $  1,320.21 

Interest  collected    585.41 

Costs    collected    22.00 

Balance  to  be  collected  January  1,  1943 6,244.31 

$  8,171.93 
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PAVING   LIENS 

Balance  to  be  collected  January  1,  1942    $  1,487.14 

Interest  accrued    112.74 

Costs     11.40 

$  1,611.28 

Collected    during    1942 $      250.24 

Interest   collected    115.90 

Costs  collected    11.40 

Balance  to  be  collected  January  1,  1943    1,233.74 

$  1,611.28 

HARRY  R.  GEARHART, 
ALBERT   S.   HENNEBERGER, 
HERBERT  C.  KEEFER, 

Auditors. 


HISTORICAL   SKETCH   OF   CHAMBERSBURG   WATER 
DEPARTMENT 

The  first  attempt  made  to  furnish  water  under  pressure,  to  the 
citizens  of  Chambersburg,  was  made  by  the  Chambersburg  Water 
Company,  of  which  Mr.  James  Riddle  was  President,  in  1817.  This 
company  furnished  water,  under  pressure,  through  a  wooden  pipe  system, 
which  consisted  simply  of  pine  logs  with  suitable  hole  bored  through 
them  from  end  to  end,  and  the  logs  fastened  together  end  to  end  by  a 
heavy  brass  tapered  ferrule.  Water  was  furnished  until  1875  or  1876.  The 
pump  for  this  system  was  located  on  the  South  side  of  the  Falling  Spring 
at  a  point  almost  directly  in  line  with  the  buildings  of  the  Chambersburg 
Hospital,  and  the  dwelling  house  on  the  farm  now  owned  by  the  T.  B. 
Wood  Estate,  and  was  driven  by  a  water  wheel.  The  reservoir  was 
located  where  the  present  buildings  of  the  Chambersburg  Hospital  now 
stand,  and  during  the  construction  of  the  new  portion  of  the  Hospital, 
traces  of  the  old  reservoir  structure  were  uncovered,  and  some  of  the  old 
wooden  pipe  was  dug  up.  The  pressure  under  which  this  water  was 
furnished  must  have,  of  necessity,  been  quite  low,  and  the  old  records  show 
that  the  system,  as  a  whole,  was  not  satisfactory. 

On  March  1,  1875,  the  following  men  were  elected  to  the  Chambers- 
burg Town  Council:  W.  B.  Gilmore,  Jacob  H.  Miller,  Samuel  M.  Worley, 
J.  P.  Culbertson,  John  C.  Gerbig,  John  Suesserote,  Thomas  Cook,  and 
David  Harmony,  with  G.  W.  Nitterhouse  as  Burgess.  On  July  17,  1875, 
this  body  took  action  setting  Friday,  August  20,  1875,  as  an  election  day 
for  voting  on  a  bond  issue  not  to  exceed  $60,000.00,  for  the  purpose  of 
erecting  a  suitable  water  works.  This  election  was  duly  held,  and  the 
official  count  reported  at  a  special  meeting  of  Council  held  August  21, 
1875,  was  as  follows: 

In  favor  of  the  Bond  Issue 648 

Not  in  favor  of  the  Bond  Issue 317 

This  was  the  beginning  of  the  Borough  of  Chambersburg  entering 
into  the  business  of  supplying  water  to  its  citizens. 
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Bids  were  received  for  the  necessary  equipment  on  September  25, 
1875,  and  the  contract  was  awarded  to  H.  P.  M.  Birkenbine  at  a  price  of 
$53,850.00  which  covered  a  one  million  gallon  pump,  boiler,  one  million 
gallon  reservoir,  28  fire  plugs,  5,400  feet  of  10  inch  pipe,  1,750  feet  of  8 
inch  pipe,  7,693  feet  of  6  inch  pipe,  and  18,500  feet  of  4  inch  pipe,  or  a 
total  of  6.3  miles  of  pipe.  It  is  a  matter  of  some  interest  to  note  that 
all  of  this  old  pipe  and  some  of  the  old  Birkenbine  fire  plugs  are  still  in 
service  in   Chambersburg   today. 

This  action  on  the  part  of  the  Borough  was  contested  by  the  Cham- 
bersburg Water  Company,  but,  in  the  end,  all  of  the  actions  of  Council 
were  upheld  by  the  Courts. 

This  first  pumping  plant,  a  steam  operated  one,  was  located  on  the 
West  Bank  of  the  Conococheague  Creek  almost  directly  opposite  the 
foundry  of  the  Wolf  Company,  and  has  always  been  known  locally  as  the 
Birkenbine  Pumping  Plant.  In  1891,  a  water  driven  pumping  plant 
was  installed  at  the  C.  B.  Gish  mill,  afterward  known  as  Siloam,  and 
another  reservoir  constructed  with  a  capacity  of  2,000,000  gallons,  on 
the  farn^  of  Joseph  Horst.  A  2,000,000  gallon  steam  pumping  plant  is 
held  in  rWdiness  to  operate  at  Siloam,  and  can  be  placed  in  service  in 
ten  hours  in  an  emergency. 

In  1910  and  1911,  the  Conococheague  Creek  at  Siloam,  as  a  source  of 
water  supply,  was  abandoned  by  the  Borough,  and  a  supply  brought  in  by 
gravity  from  the  State  Forest  at  Caledonia.  This  was  a  vast  improve- 
ment over  any  of  the  other  supplies  that  the  Borough  of  Chambersburg 
had  been  using  but  the  drought  of  1931,  1932,  1933  brought  very  forcibly 
to  the  attention  of  the  authorities  that  the  supply  might,  under  certain 
conditions,  become  quite  inadequate.  To  guard  against  any  shortage 
of  water  that  might  possibly  occur,  the  Borough  of  Chambersburg  pro- 
ceeded to  build  a  storage  dam,  at  Caledonia  across  the  Birch  Run  Valley, 
which  holds  387,000,000  gallons  of  water.  This  dam  will  be  held  entirely 
full  at  all  times  for  emergency  purposes,  and  will  supply  the  town,  when 
using  2,000,000  gallons  of  water  per  day  for  193  days,  if  there  was  not 
a  drop  of  water  flowing  into  the  dam  in  all  that  time. 

During  the  dry  summer  and  fall  of  1941  the  streams  were  so  low 
that  they  could  not  furnish  the  Borough's  demand  for  water,  and  the 
387,000,000  gallon  storage  was  drawn  on  for  121,000,000  gallons,  be- 
tween August  4,  1941,  and  February  14,  1942. 

During  the  year,  the  following  water  main  extensions  were  con- 
structed on  the  front  foot  assessment  plan: 

South    Coldbrook    Avenue 129'  of  6"  line 

Highland    Avenue     291'  of  6"  line 

Total 420' 

The  total  cash  and  credits  in  this  Department  for  1942  were 
$86,108.87,  and  the  total  operating  and  non-operating  expenses  were 
$32,534.50,  including  depreciation  amounting  to  $13,013.19,  which  leaves 
a  total  gross  profit,  exclusive  of  interest  charges,  of  $53,574.37. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Account- 
ing and  Bookkeeping  System  was  installed  for  this  Department,  after 
the  making  of  a  complete  appraisal.  The  Reproduction  Value  New,  less 
Accrued  Depreciation,  as  of  December  31,  1942,  is   $1,158,881.39. 

41 


PHYSICAL   DATA   OF   BOROUGH   OF   CHAMBERSBURG 

WATER   DEPARTMENT 

JANUARY  1,  1943 

Population  of  Borough 15,500 

(Census  Population — 15,005,  and  495  was  added  for  Schools  and  Colleges) 

Area  of  Water  Shed 17.75  Square  Miles 

Elevation  of  Impounding    Reservoir  1,091.75  Feet  above  Sea  Level 

Elevation  of  Intake  Dam    975  Feet  above  Sea  Level 

Elevation  of  Dull  Hill  Reservoir    801  Feet  above  Sea  Level 

Elevation  of  Horst  Reservoir 712  Feet  above  Sea  Level 

Elevation  of  Reservoir  Hill  Reservoir 707  Feet  above  Sea  Level 

Elevation  of  Memorial   Square    615  Feet  above  Sea  Level 

Total  Head  from  Intake  to  Town   360  Feet 

Present  24  Hour  Capacity  from  Michaux  State  Forest 
by  Gravity  with  40  Pounds  Average  Residual 
Pressure  in  Chambersburg    5,500,000  Gallons 

Emergency  Steam  Operated  Plant  at 

Siloam,  Capacity 2,500,000  Gallons  in  24  Hours 

Storage  Capacity  of  Impounding  Reservoir 387,000,000  Gallons 

Storage  Capacity  of  Dull  Hill  Reservoir 2,200,000  Gallons 

Storage  Capacity  of  Horst   Reservoir    2,000,000  Gallons 

Storage  Capacity  of  Reservoir  Hill   Reservoir    ....  1,000,000  Gallons 

Storage  Capacity  of  Stand  Pipe    55,000  Gallons 

Total   Storage  Capacity    392,255,000  Gallons 

Days  Supply  @  2,508,326  G.  P.  D.  if  no  water  came  from  Mountain  2.10 

Days  Supply  @  2,508,326  G.  P.  D.  in  Impounding  Reservoir 154.29 

Total  Days  Supply  Stored  @  2,508,326  G.  P.  D 156.38 

Miles  of  Mains  in  Borough  Limits 

14   Inch    0.42   Miles           4  Inch   11.82  Miles 

12   Inch    •'.     2.53    Miles           2  Inch   0.57  Miles 

10   Inch 4.05   Miles      1V2  Inch  0.18  Miles 

8   Inch    4.36    Miles           1  Inch   0.37  Miles 

6   Inch    13.88   Miles 

Total  of  all  Mains  in  Borough  Limits  38.18  Miles 

Miles  of  Mains  Outside  Borough  Limits 

16   Inch    2,43   Miles         6   Inch    1.03    Miles 

14   Inch    17.81   Miles         4   Inch    0.09    Miles 

12   Inch    1.29    Miles 

Total  of  all  Mains  Outside  Borough  Limits 22.65  Miles 

Total  of  all  Mains  Inside  and  Outside  Borough  Limits 60.83  Miles 

Total  Number  of  Fire  Hydrants  on   System   240 

Total  Number  of  Sewer  Flush  Tanks  on  System   126 
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Active  Services 

8  Inch    

6  Inch   

4   Inch    

3   Inch    

2  Ms   Inch    

2  Inch    

5 
11 

28 
4 
1 

32 

1V2 

1V4 
1 

% 

y2 

Inch    

Inch    

Inch    

Inch    

Inch    

20 

30 

223 

3,348 

92 

Total    of    All    Active 

Services    

\.   3794 

Inactive  Services 

2   Inch    

1   Inch    

4 
11 

y2 

Inch    

Inch    

73 

2 

Total  of  all   Inactive 

90 

Total  of  all  Active  and  Inactive  Services 

3.884 

Valves  inside  Borough   Limits    646 

Valves  outside  Borough  Limits 80 

Total  Valves  in  System    726 

Number  of  Domestic  Consumers  inside  Borough  Limits    3,390 

Number  of  Domestic  Consumers  outside  Borough  Limits   220 

Total  Number  of  Domestic  Consumers    3,610 

Number  of  Industrial    Consumers     42 

Number  of  Railroad    Consumers    . 4 

Number  of  Public  Consumers 40 

Number  of  Free  Consumers    29 

Total  Number  of  Metered  Consumers — Active 3,725 

Meters  on  System  January  1,  1943 


8  Inch 
6  Inch 
4  Inch 
3  Inch 
2    Inch 


4 

8 

18 

13 
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IV2 

1 
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Inch  26 

Inch  2 

Inch  30 

Inch  104 

Inch  3,583 


Total  Number  of  Meters  on   System 
Data  for  Year  1942 


3,818 


Total  Cubic  Feet  Registered  by   Master  Meters    

Total  Cubic  Feet  Furnished  Domestic    Consumers     

Total  Cubic  Feet  Furnished  Industrial  Consumers 

Total  Cubic  Feet  Furnished  Industrial     Consumers — Siloam 

Total  Cubic  Feet  Furnished  Railroad   Consumers    

Total  Cubic  Feet  Furnished  Public    Consumers    

Total  Cubic  Feet  Furnished  Free  Consumers    

Estimated  Total  Cubic  Feet  Furnished  for  Fire,  Flushing 
Streets,  Sewers,  Trenches,  Fire  Hydrants,  and  Sewer 
Flush  Tanks 

Total  Cubic  Feet  Accounted  For 


122,071,867 

31,911,747 

33,501,999 

3,685,205 

10,318,686 
4,454,081 
5,577,421 


5,657,500 
91,421,434 
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Total  Cubic  Feet  Lost  Between  Master  Meter  and  Consumer 
Percentage  Lost  between  Master  Meter  and  Consumer   .... 


30,650,433 
25.1% 


50%  of  Loss  is  in  Mains    15,325,217 

45%  of  Loss  is  in  Service  Pipes 13,792,694 

5%  of  Loss  is  due  to  Under-registration  of  Meters    1,532,522 

Average  Cubic  Feet  Registered  by  Master  Meters  per  Day  334,443 

Average  Cubic  Feet  Used  by  Consumers  per  Day    250,470 

Average  Cubic  Feet  Unaccounted  For  per  Day   83,973 

Average  Gallons  Registered  by  Master  Meters  per  Day  ....  2,508,326 

Average  Gallons  per  Day  per  Domestic  Consumer   182 

Average  Gallons  per  Day  per  Industrial  Consumer    18,193 

Average  Gallons  per  Day  per  Railroad   Consumer    53,007 

Average  Gallons  per  Day  per  Public  Consumer 2,288 

Average  Gallons  per  Day  per  Free  Consumer   3,952 

Estimated  Average  Gallons  Used  per  Day  for  Fire,  Flushing 
'     Streets,    Sewers,   Trenches,    Fire    Hydrants,    and    Sewer 

Flush  Tanks 116,250 

Average  Gallons  per  Day  Used  for  All  Purposes   1,954,246 

Average  Gallons  per  Day  Unaccounted  For    554,080 

Average  Gallons  per  Capita  per  Day  Domestic   42.3 

Average  Gallons  per  Capita  per  Day  Industrial 49.3 

Average  Gallons  per  Capita  per  Day  Railroad    13.7 

Average  Gallons  per  Capita  per  Day  Public     5.9 

Average  Gallons  per  Capita  per  Day  Free   7.4 

Average  Gallons  per  Capita  per  Day  Flushing     Fire      Hy- 
drants, Etc 7.5 

Total  Average  Gallons  per  Capita  per  Day  Consumption   . .  126.1 

Received   from    Water    Sale   for    Domestic    Purposes    Inside 

Borough    $  30,575.58 

Received  from  Water  Sale  for  Domestic   Purposes   Outside 

Borough    $  6,910.84 

Total  Received  from  Water  Sale  for  Domestic  Purposes    .  .  $  37,486.42 

Total  Received  from  Water  Sale  for  Industrial  Purposes  .  .  $  13,119.73 
Total  Received  from  Water  Sale  for  Industrial  Purposes — 

Siloam $  1,103.89 

Total  Received  from  Water  Sale  for  Railroad    Purposes    .  .  $  3,336.93 

Total  Received  from  Water  Sale  for  Public    Purposes    $  2,280.79 

Total  Received  from  Sale  of  Meters,  Cocks  and  Accessories  $  19,414.97 

Total  Received  from  All  Sources    $  76,742.73 

Total  Credits    for    Water    Furnished    Free    Consumers    and 

Other  Borough  Departments $  9,366.14 

Total  Receipts  and  Credits   $  86,108.87 

Cash  Receipts  from  Water  Sale  for  All  Purposes  1942    ...    $  57,327.76 

Cash  Receipts  from  Water  Sale  for  All  Purposes  1941    ...    $  52,832.16 

Increase  in  Receipts  from  Water  Sale  for  the  Year $  4,495.60 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1942 $  19,414.97 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1941    $  14,763.23 

Increase  in  Receipts  from  Sale  of  Meters,  Etc.  for  the  Year.  .   $  4,651.74 
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Average  Received  per  1,000  Cubic  Feet  from  Domestic,  In- 
cluding Minimum  Charges $  1.17 

Average  Received  per  1,000  Gallons  from  Domestic,  Includ- 
ing Minimum  Charges $  .16 

Average  Received  per  1,000  Cubic  Feet  from  Industrial,  In- 
cluding Minimum  Charges  $  .38 

Average  Received  per  1,000  Gallons  from  Industrial,  Includ- 
ing Minimum  Charges $  .05 

Average  Received  per  1,000  Cubic  Feet  from  Railroads,  In- 
cluding Minimum  Charges $  .32 

Average  Received  per  1,000  Gallons  from  Railroads,  Includ- 
ing Minimum  Charges $  .04 

Average  Received  per  1,000  Cubic  Feet  from  Public,  Includ- 
ing Minimum  Charges    $  .51 

Average  Received  per  1,000  Gallons  from  Public,  Including 

Minimum  Charges   $  .07 

Average  Received  per  Quarter  per  Domestic  Inside  Bor- 
ough     $  2.26 

Average  Received  per  Quarter  per  Domestic  Outside  Bor- 
ough         $  7.85 

Average  Received  per  Quarter  per  Public  Consumer $  14.25 

Average  Received  per  Month  per  Industrial  Consumer   ....    $  28.22 

Average  Received  per  Month  per  Railroad  Consumer    $  69.52 

Received  from  Water  Sale  per  Mile  of  Main  Inside  Bor- 
ough         $     1,320.51 

Received  from  Water  Sale  per  Mile  of  Main  Outside  Bor- 
ough             $        305.11 

Received  from  Water  Sale  per  Mile  of  Main  Inside        and 

Outside   Borough    Limits    $        942.42 

Total  Loss  in  Bad  Accounts,  1942 $  0.00 

Percent  Lost  in  Bad  Accounts,  1942 $  0.00 

Receipts  and  Credits  for  1941   $  76,741.00 

Receipts  and  Credits  for  1942     $  86,109.00 

Increase  for  the  Year $     9,368.00 

RATES  FOR  WATER 

Within  Borough  Limits 

Rate  per 
1,000  Cu.  Ft. 

First  20,000  Cu.  Ft  Used  per  Month    $1.00 

Next         400,000  Cu.  Ft.  Used  per  Month 0.30 

All  over  420,000  Cu.  Ft.  Used  per  Month 0.28 

Minimum  Charges 

Single  houses,  or  dwellings,  shall  pay  a  Minimum  Charge  of  $1.50 
per  Quarter. 

Double  houses  served  by  one  meter  shall  pay  a  Minimum  Charge  of 
$3.00  per  Quarter. 

Industries  and  Railroads  shall  pay  a  Minimum  Charge  of  $0.50  per 
Month  for  each  and  every  service. 
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All  Charges  are  payable  net  on,  or  before,  the  25th  of  the  Month 
following  the  end  of  the  Month  or  Quarter.  If  not  paid  on,  or  before,  the 
25th  of  the  Month  following  the  end  of  the  Month  or  Quarter,  a  penalty 
of  five  (5f/c)  per  cent  shall  be  added. 

If  bills  are  not  paid  on,  or  before,  the  30th  of  the  Month  following 
the  Month  or  Quarter  for  which  the  bill  was  rendered,  the  water  will  be 
turned    off. 

Outside  Borough  Limits 

Per    Thousand    Cubic    Feet    $2.50 

Minimum  Charges 

Single  houses  outside  of  the  Borough — $2.35  per  Quarter. 
Double  houses  outside  of  the  Borough — $4.70  per  Quarter. 
The  same  regulations  shall  apply,  and  the  same  penalties  shall  be 
inflicted  for  non-payment  as  provided  for  within  the  Borough. 


BALANCE  SHEET 
WATER  DEPARTMENT 

Assets 
Fixed  Capital 

Fixed  Capital  Installed        .      $1,354,270.23 

Total  Fixed  Capital    .      $1,354,270.23 

Funds  and  Special  Deposits 

Sinking    Fund    Assets     $      12,989.71 

Current  Assets 

Cash    (Borough  Treasurer's 

Account)     $      29,985.77 

Accounts     Receivable     from 

Consumers 12,512.94 

Materials  and  Supplies    .  .  .  5,919.53 

Total  Current  Assets    .    $      48,418.24 

Total  Assets    $1,415,678.18 

Liabilities 

Municipal  Ownership 

Net  Worth,  Water  Depart- 
ment      $    944,181.63 

Funded  Debt 

Bonds — 3%  Serial  Bonds   .  .  10,000.00 

Curent  Liabilities 

Assessments  for  Water  Line 

Construction     12,636.79 
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Reserves 

Reserve    for    Renewals    and 

Replacements     195,388.84 

Surplus 

Unappropriated  Surplus  .  .  .  253,470.92 

Total    Liabilities    .  $1,415,678.18 


RECAPITULATION  OF  NET  WORTH 

Net    Investment,    December 

31,  1941    $1,152,540.22 

Additions  during  1942 

Bonds  Redeemed  by  General 

Borough      $      13,000.00 

Net  Income  for'  Year    32,112.33 

45,112.33 

$1,197,652.55 

Deductions  During  1942 

Deductions    during   1942    .  .  None 

Net    Worth,    December    31, 

1942     $1,197,652.55 


REVENUE   AND   EXPENSE   STATEMENT 
WATER   DEPARTMENT 

Operating  Revenues 

Metered  Domestic  Sales     .  .      $      37,304.40 

Metered  Commercial     Sales  6,637.15 

Metered  Industrial  Sales    .  .  18,274.30 

Metered  Public  Sales    3,391.74 

Sales  for  Private  Fire  Pro- 
tection       99.05 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed       72.15 

Total     Operating     Rev- 
enues         $      65,778.79 


Operating  Expenses 

Water  Collection  System: 

Operating  Labor    $  476.63 

Maintenance    2,127.36 

2,603.99 
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Purification  System: 

Operating    Labor     $  953.25 

Supplies  and   Expenses    .  1,468.86 

Maintenance      448.77 

2,870.88 

Pumping  System: 

Supplies  and  Expenses     .      $  190.84 

Maintenance      41.09 

231.93 

Distribution  System: 

Operating  Labor  (Gen- 
eral)            $  572.19 

Operating  Labor  (Reser- 
voir)        476.62 

Maintenance    of    Mains 

and   Pipes    84.09 

Maintenance    of    Storage 

Reservoirs      152.53 

Maintenance     of     Meters, 

Vaults     1,097.44 

Maintenance  of  other  Dis- 
tribution   Property    ....  569.27 

2,952.14 

General  Expenses 

Office  Salaries  $        6,214.80 

Salaries    of   Meter    Readers  1,012.58 

Office    Supplies    and    Ex- 
penses       322.73 

Other  General  Property  Ex- 
penses       694.73 

Taxes      527.15 

Other  General  Expenses    .  .  60.11 

Insurance     199.81 

Maintenance    of    General 

Properties    577,12 

Depreciation      13,013.19 

Total  General   Expenses    .  .    22,622.22 

Total   Operating   Ex- 
penses       $      31,281.16 

INCOME  STATEMENT 
WATER  DEPARTMENT 
Operating  Revenues 

Operating  Income    $      65,778.79 

Operating  Expenses 

Water  Collection  System   .  .      $        2,603.99 

Purification   System    2,870.88 

Pumping  System    231.93 
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Distribution    System     

General  Operating  Expenses 
Total  Operating  Expenses 
Net    Operating    Income 
Non-Operating  Revenues    . 
Non-Operating  Expenses    .  . 
Net     Non-Operating     In- 
come     

Net    Income     

Other  Deductions 

Interest     

Free  Water  to  Borough    .  . 

Total  Deductions    

Balance   of   Net   Income    to 

Surplus     


2,952.14 
22,622.22 


1,886.13 
1,253.34 


31,281.16 


632.79 


$  142.60 

2,875.49 


$      34,497.63 


632.79 


$      35,130.42 


$        3,018.09 
$      32,112.33 


WATER  DEPARTMENT 
ANALYSIS  OF  FIXED  CAPITAL 


Siloam  Property 

Organization     

Water  Collection  System, 
Rights    of   Way    

Water  Collection  System, 
Water  Diversion  Rights   . 

Water  Collection  System, 
Impounding   Reservoirs 

Water  Coll  e  ction  System , 
Collection  Reservoirs  and 
Intake  Wells    

Water  Collection  System, 
Aqueducts  and  Supply 
Mains      

Purification  System,  Chemi- 
cal   Treatment   Plant    . 

Purification  System,  Water 
Testing  Equipment    

Pumping  System,  Structures 

Pumping  System,  Pumps 
and    Pumping   Equipment 

Distribution  System,  Rights 
of    Way    

Distribution  System,  Trans- 
mission   Mains    

Distribution  System,  Stor- 
age Reserve  Tanks,  etc. 

Distribution  System,  Distri- 
bution   Mains    


Balance 
Dec.  31,  1941 

Additions 
1942 

Balance 
Dec.  31,  1942 

$        4,595.00 
11,024.28' 

$        4,595.00 
11,024.28 

3,143.00 

3,143.00 

40,400.00 

40,400.00 

194,524.78 

194,524.78 

51,084.39 

407,718.29 
2,799.63 

31.50 

5,208.85 

12,469.80 
404.00 
330.43 

11,994.02 
412,542.67 
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1,995.73 


51,084.39 

407,718.29 

2,799.63 

31.50 
5,208.85 

12,469.80 
404.00 
330.43 

11,994.02 
414,538.40^ 


Distribution  System,  Fire 
Hydrants     

Distribution  System,  Foun- 
tains and  Troughs   

Other  General  Structures  .  . 

General    Office    Equipment    . 

Other  General  Equipment  . 

Engineering  and  Superin- 
tendence during  Con- 
struction      

Administrative  and  Legal 
Expenses  during  Con- 
struction      

Interest  during  Construc- 
tion       

Development  Cost    

Filters 


26,369.29 


207.97 


26.S77.26 


11,107.75 
3,329.00 

738.19 
8,572.68 

24.00 

11,107.75 
3,329.00 

738.19 
8,596.68 

33,566.50 

33,566.50 

11,024.28 

11,024.28 

34,065.04 

63,913.91 

645.15 

440.10 

34,065.04 

63,913.91 

1,085.25 

$1,351,602.43     $ 

2,667.80 

$1,354,270.23 

WATER  DEPARTMENT— CREDIT  ACCOUNTS  1942 


Metered  Water,  Light  Plant    $ 

902.78 

Metered  Water,  Fire  Houses 

119.73 

Market    House,    City    Hall, 

Meter    Room,    and    Police 

Headquarters    

142.87 

Memorial  Fountains    

240.73 

Comfort  Station   

232.80 

Borough    Farm     

12.93 

Disposal    Plant     

493.55 

Borough   Garage    

14.61 

Parks   and   Playgrounds    . 

263.79 

East    Queen    Street    and 

South    Fourth    Street 

Properties    

12.00 

,435.79 


Free  Water  Per  Agreements 


Penn  Hall  Farm    

Kennedy  Farm   , 

.      $ 

82.23 
14.73 

Children's  Home    (75%)    . 
Hospital    (75%)     

48.33 
276.26 

Salvation  Army   

18.15 

439.70 


$        2,875.49 


Note:   This  amount  $2,875.49  used  in  Comparative  Income  Statement  as 
Free  Water  Furnished  in  1942. 
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Free  Unmetered  Water  Furnished  the  Following  in  1942 

239  Fire  Hydrants  at  $15.00 

plus  1  added  during  year     $        3,590.00 

125  Sewer  Flush  Tanks  at 
$16.96,  plus  1  added  dur- 
ing   year    2,125.65 

Flushing  Storm  Sewers  and 

Street  Work 750.00 

Road   Roller   and   Street 

Sweeper    25.00 

$        6,490.65 

Note:   This  amount  $6,490.65  does  not  appear  in  any  other  statement. 


WATER  ASSESSMENTS 

Balance  to  be  collected  Jan- 
uary 1,  1942   $        1,357.00 

Assessments     made     during 

1942     750.82 

Interest  Accrued    13.06 

<g        2  120  88 

Collected   during  1942      ...      $        1,507.90 

Interest   Collected    13.06 

Liens  entered  1942    478.92 

Balance  to  be  collected  Jan- 
uary 1,  1943   121.00 

$        2,120.88 


WATER  LIENS 

Balance  to  be  collected  Jan- 
uary  1,    1942    $        2,297.07 

Assessments  entered  as  liens 

1942     478.92 

Interest    Accrued     120.35 

Costs     34.31 

$        2,930.65 

Collected  during  1942    . . .  .  $           656.88 

Interest    collected     121.85 

Costs    collected     34.31 

Balance  to  be  collected  Jan- 
uary   1,    1943    2,117.61 

$        2,930.65 

HARRY  R.  GEARHART, 
ALBERT   S.   HENNEBERGER, 
HERBERT  C.  KEEFER, 

Auditors. 
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HISTORICAL  SKETCH  OF  CHAMBERSBURG  ELECTRIC 
LIGHT  DEPARTMENT 

On  August  29,  1874,  the  following  named  persons  applied  for  a 
Charter  to  furnish  electric  current  for  lighting  in  the  Borough  of  Cham- 
bersburg,  under  the  name  of  "The  Franklin  Electric  Company": 

James  McKnight  and  Agent  B.  M.  Nead 

B.  Frank  Gilmore  Van  T.  Haulman 
William  McKnight  Samuel  L.  Hawbaker 
J.  Spoonhour  W.  Lynn  Ritchey 
William  Nixon  George  A.  Britsch 
William  Sellers  D.  Alonza  Orr 

M.   A.   Foltz  William  Orr 

C.  H.  Fulwiler  John  Hart 

John  A.   Orr 

The  stock  in  this  Company  was  stated  at  $25.00  a  share,  but  just 
how  much  stock  was  issued  is  not  a  matter  of  record. 

There  is  some  doubt  as  to  the  year  this  Company  started  to  furnish 
current  in  Chambersburg,  but  that  it  was  in  business  in  Chambersburg 
has  been  established  beyond  question.  How  extensive  their  business  was 
at  that  time,  it  is  now  impossible  to  state. 

The  plant  consisted  of  a  belt  driven  generator  using  a  steam  traction 
engine  as  power,  and  the  equipment  was  located  in  the  old  brick  and 
weatherboard  building  known  as  the  "Ebersole  Building",  which  stood 
immediately  on  the  West  bank  of  the  Conococheague  Creek  on  the  South 
side  of  Lincoln  Way  West,  and  which  has  just  recently  been  demolished 
by  the  Western  Maryland  Railway  Company.  This  was  the  first  electric 
plant  that  was  ever  operated  in  Chambersburg,  and  certainly  could  not 
have  stayed  in  business  very  long.  Some  of  the  citizens  of  Chambers- 
burg remember  distinctly  seeing  these  electric  lamps  suspended  above 
the  streets,  and  at  that  time  were  impressed  with  the  fact  that  they  did 
not  blow  out  when  the  wind  blew. 

In  the  year  1883  there  was  constructed,  in  the  shops  of  the  Cumber- 
land Valley  Railroad  Company,  a  portable  electric  light  plant  which 
consisted  of  boiler,  steam  engine,  and  one  arc  lamp  generator  with  a 
capacity  of  fifteen  2,000  candle-power  open  arc  lamps.  This  car 
operated  successfully  under  the  supervision  of  Charles  S.  Hull  from  the 
very  beginning,  and  in  1884  lighted  arc  lamps  around  the  Public  Square 
for  the  Centennial,  and  this  same  year  lighted  the  grounds  for  a  base- 
ball game  which  was  played  at  night.  This  game  was  played  in  a  field 
lying  East  of  Kennedy  Street  and  North  of  King  Street,  just  about  where 
the  Byer  Brothers'  Green  House  is  located  at  the  present  time. 

In  1889  this  portable  electric  light  plant  was  rebuilt,  under  the 
supervision  of  Mr.  Hull,  for  a  capacity  of  forty  2,000  candle-power  open 
arc  lamps.  This  plant  was  frequently  used  for  the  lighting  of  impor- 
tant construction  work  along  the  Cumberland  Valley  Ralilroad,  as  well 
as  the  lighting  of  serious  wrecks.  It  was  also  used  for  the  lighting  of 
the  Granger's  Picnic  Ground  at  Williams  Grove,  and  many  of  us  recall 
the  lighting  of  the  Mt.  Alto  Park  Grounds.  Mr.  Hull  was  a  mechanical 
genius,  and  one  of  the  beautiful  things  he  created,  with  this  car  and  an 
arc  lamp,  was  a  fountain  which  sprayed  steam  of  different  colors  up 
above  the  car  roof.  Mr.  Charles  S.  Hull  will  be  remembered  as  a  kindly 
old  gentleman,  and  one  of  the  first  to  take  up  seriously  the  possibility 
of  electric  lighting  in  this  section. 
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On  November  29,  1889,  after  a  vote  had  been  taken  by  the  citizens 
of  Chambersburg  to  increase  the  indebtedness  of  the  Borough  by  an 
amount  not  exceeding  $10,000.00  for  the  purpose  of  installing  an  Electric 
Light  Plant  to  light  the  streets  of  the  Borough,  a  contract  was  placed 
for  the  necessary  electrical  equipment  with  the  Thompson-Houston 
Electric  Light  Company  at  a  price  of  $9,797.50.  This  plant  was  installed 
solely  for  furnishing  lighting  for  the  streets  of  the  town.  The  plant  was 
operated  from  dark  in  the  evening  until  twelve  o'clock  midnight,  except 
on  moonlight  nights  when  it  was  not  operated  at  all. 

In  1893,  the  Borough  went  into  the  commercial  phase  of  furnishing 
current  to  consumers.  It  was  a  far  step  from  this  first  plant  to  the 
present  up-to-date  efficient  plant,  and  the  citizens  of  Chambersburg  are 
certainly  to  be  congratulated  on  having  had  sufficient  intelligence  to 
keep  this  valuable  utility  for  their  very  own. 


AVAILABLE  FOR   DISTRIBUTION 

1932—  5,876,722  kilo-watt  hours. 

1933—  6,285,080  kilo-watt  hours. 

1934—  7,253,250  kilo-watt  hours. 

1935—  7,926,377  kilo-watt  hours. 

1936—  9,439,105  kilo-watt  hours. 
1937—10,472,343  kilo-watt  hours. 
1938—10,191,690  kilo-watt  hours. 
1939—11,590,400  kilo-watt  hours. 
1940—13,729,150  kilo-watt  hours. 
1941—16,243,700  kilo-watt  hours. 
1942—18,996,100  kilo-watt  hours. 

During  the  year  1942,  the  peak  load  on  the  Electric  Light  Plant 
reached  4,150  kilo-watts,  which  involved  the  operation  of  two  2,500 
Kilo-Watt  Turbine-Generators.  The  total  generated  in  kilo-watt  hours 
during  the  year  was  20,046,547  kilo-watt  hours,  or  approximately 
16  %  increase  in  kilo-watt  hours  generated  over  the  year  1941. 

When  the  trend  toward  these  tremendous  increases  in  output  and 
demands  on  equipment  was  observed  in  1940,  Council  authorized  the 
making  of  the  necessary  studies,  to  determine,  as  nearly  as  possible,  the 
demands  that  may  be  made  on  the  Plant  in  the  near  future,  in  order  that 
such  steps  as  might  be  necessary  could  be  taken  to  meet  the  demands 
for  energy.  These  studies  were  started  early  in  1940,  and  consumed  a 
great  amount  of  labor  and  time.  The  studies,  with  all  supporting  data, 
were  completed,  and  a  final  report  made  by  the  Consulting  Engineer, 
Mr.  A.  C.  Wood,  on  December  18,  1941.  On  February  9,  1942,  Council 
authorized  Mr.  Wood  to  proceed  with  the  plans  and  specifications 
covering  the  enlargement  and  improvement  as  he  had  recommended. 

Unfortunately,  just  about  the  time  the  plans  and  specifications  were 
ready  to  be  released  for  bids,  the  War  Production  Board  froze  all  such 
equipment,  and  bids  could  not  be  secured.  The  load  on  the  Electric 
Light  Plant  continued  to  grow,  and  it  was  apparent  that  the  generating 
capacity  of  the  plant  would  have  to  be  augmented  in  some  manner,  if  the 
demands  upon  it  were  to  be  met.  Negotiations  were  started  with  the 
South  Penn  Power  Company,  a  subsidiary  of  the  Potomac  Edison 
Company,  which  resulted  in  arrangements  being  made  to  secure  a  tem- 
porary supply  of  2,500  kilo-watts,  which,  it  is  felt,  will  be  sufficient  to 
meet  all  demands  on  the  plant  until  such  time  as  the  markets  will  again 
become  stabilized  and  the   equipment  available.     It  is  anticipated  that 
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the  Borough  of  Chambersburg  will  be  taking  energy  from  this  source  by 
the  beginning  of  September,  1943. 

The  total  cash  and  credits  in  this  Department  for  1942  were 
$408,739.50,  and  the  total  operating  and  non-operating  expenses  were 
$166,224.61,  including  $35,767.33  for  depreciation,  leaving  a  total  gross 
profit  of  $242,514.89. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Ac- 
counting and  Bookkeeping  System  was  installed  for  this  Department, 
which  involved  the  making  of  an  appraisal.  The  Reproduction  Value 
New,  less  accrued  depreciation  as  of  December  31,  1942,  was  $623,966.37. 


PHYSICAL  DATA  ON  BOROUGH  OF  CHAMBERSBURG— ELECTRIC 
LIGHT    DEPARTMENT— 1942 

Population  of  Chambersburg — 1942    15,000 

Number  of  Light  and  Power  Consumers  5,382 

K.  W.  Hrs  Generated 20,046,547 

K.  W.  Hrs.  Used   by    Station    Auxiliaries    1,050,447 

K.  W.  Hrs.  Available  for  Distribution 18,996,100 

K.  W.  Hrs.  Increase  over  1941    2,752,400 

K.  W.  Hrs.  Furnished  to  Street  Arc  Lamps   242,700 

K.  W.  Hrs.  Furnished  to  Street  Incandescent  Lamps 363,020 

K.  W.  Hrs.  Furnished  to  Disposal  Plant   111,632 

K.  W.  Hrs.  Furnished  to  Office  Building   19,140 

K.  W.  Hrs.  Furnished  to  Fire  Department   22,018 

K.  W.  Hrs.  Furnished  to  Street  Department    Municipal 

Garage 4,932 

K.  W.  Hrs.  Furnished  to  Police    Headquarters    and    Police 

Booth  on   Square    6,845 

K.  W.  Hrs.  Furnished  to  Public  Comfort  Station   7,320 

K.  W.  Hrs.  Furnished  to  Traffic  Signals    13,924 

K.  W.  Hrs.  Furnished  to  Friendship  Block    Party    411 

K.  W.  Hrs.  Furnished  to  Friendship  Turkey   Raffle    65 

K.  W.  Hrs.  Furnished  to  Good   Will    Block   Party    579 

K.  W.  Hrs.  Furnished  to  Franklin  Block   Party    249 

K.  W.  Hrs.  Furnished  to  Cumberland  Valley  Block  Party..  229 
K.  W.  Hrs.  Furnished  to  Fifth     Ward     Playground     Block 

Party     103 

K.  W.  Hrs.  Furnished  to  Henninger  Feld .  171 

K.  W.  Hrs.  Furnished  to  Community  Band  Concerts   5 

K.  W.  Hrs.  Furnished  to  North     End      Playground     Block 

Party     50 

K.  W.  Hrs.  Furnished  to  Pennsylvania     Soldiers     Orphans 

Industrial  School— Airplane  Model  Display 3 

K.  W.  Hrs.  Furnished  to  Stevens    Playground    Block    Party  208 

K.  W.  Hrs.  Furnished  to  Light  Plant— Fire  Alarm  Battery  371 

K.  W.  Hrs.  Furnished  to  Light  Plant  Storage    Shed 82 

K.  W.  Hrs.  Furnished  to  White      Way — Flood      Lights      on 

Square 38,166 

K.  W.  Hrs.  Furnished  to"  The  Park  of  the  Valiant"   1,053 

K.  W.  Hrs.  Furnished  to  Emergency     Lighting     at     Light 

Plant    52,448 

K.  W.  Hrs.Furnished  to  Municipal  Market    12,904 

K.  W.  Hrs.  Furnished  to  American  Red  Cross 786 
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K.  W.  Hrs.  Furnished  to  D.  Harvey  Diehl— Bomb  Shelter .  .  32 

K.  W.  Hrs.  Furnished  to  Parking     Lot — West    Washington 

Street 13,743 

K.  W.  Hrs.  Furnished  to  Residential  Light  Consumers 3,388,666 

K.  W.  Hrs.  Furnished  to  Commercial  Light  Consumers    .  .  .        2,848,200 
K.  W.  Hrs.  Furnished  to  Power  Consumers 10,527,037 

Total  K.  W.  Hrs.  Sold  to  all  Consumers  .  .      16,763,903 

K.  W.  Hrs.  Furnished  Free    913,189' 

Total  K.  W.  Hrs.  Sold  or  Furnished  Free .      17,677,092 

Total  K.  W.  Hrs.  Lost  in  Distribution 1,319,008 

Percent  Lost  in  Distribution 6.94% 

Total   Number  of  Active   Residential    Light   Consumers   — 

January  1,  1943 4,267 

Total  Number  of  Active  Commercial    Light    Consumers    — 

January  1,  1943 852 

Total  Number  of  Active  Power  Consumers — January  1,  1943  263 

Total  Number  of  all  Active  Consumers   5,382 

Amount  Paid  by  Residential  Light  Consumers $124,804.72 

Amount  Paid  by  Commercial  Light  Consumers $  96,169.09 

Amount  Paid  by  Power  Consumers $138,649.05 

Total  Paid  by  All  Consumers . .   $359,622.86 

Amount  Received  from  Sale  of  Lamps — Miscellaneous    ....  $  5,071.13 

Amount  Received  from  Jobbing  Work $  652.87 

Amount  Received  from  Penalties  Imposed $  67.81 

Amount  Received  from  Sale  of  Scrap,  Miscellaneous  $  894.03 

Amount  Received  from  Interest  on  Consumers'  Deposits  ...  $  234.46 

Total  Cash  Received  from  All  Sources $366,543.16 

Credit  for  Light,  Power,  Supplies  Furnished  Other  Depart- 
ments Free ......$  42,196.34 

Total  Cash  Received  from  All  Sources  and  Credit  .... . .   $408,739.50 

Increase  in  Receipts  from  Residential  Light  over  1941 $     7,572.61 

Increase  in  Receipts  from  Commercial  Light  over  1941....  $     1,305.94 

Increase  in  Receipts  from  Power  over  1941   $  19,388.92 

Increase  in  K.  W.  Hrs  Furnished  for  Light  over  1941.....  673,272 

Increase  in  K.  W.  Hrs  Furnished  for  Power  over  1941 ....       2,026,012 

K.   W.   Hrs.    Sold   per   Consumer   per   Year  —   Residential 

Light .  794 

K.  W.   Hrs.   Sold   per   Consumer  per   Year  —   Commercial 

Light -. 3,343 

K.  W.  Hrs.  Sold  per  Consumer  per  Year — Power 40,026 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Residential   Light . .  225 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Commercial  Light  .  189 

K.  W.  Hrs  Sold  per  Capita  per  Year— Power 702 
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Received  per  Consumer  per  Year— Residential  Light  ,. .  .   $  29.24 

Received  per  Consumer  per  Year — Commercial    Light    .  .    $  112.87 

Received  per  Consumer  per  Year — Power    $  527.18 

Received  per  Capita  per  Year — Residential  Light   $  8.32 

Received  per  Capita  per  Year — Commercial    Light                $  6.41 

Received  per  Capita  per  Year — Power    $  9.24 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge — 

Residential  Light 3.68  cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge — 

Commercial  Light    3.37  cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge — 

Power 1.31  cents 

Total  Amount  of  Bills  Rendered  Net $366,569.80 

Total  Amount  of  Bills  Collected  Net $366,543.16 

Loss  in  Bad  Accounts    $          26.64 

Percentage  Lost  in  Bad  Accounts   .. , 00702% 


First 
Next 

Next 
All  over 


RATES  FOR  ELECTRIC  CURRENT 
Residential   Lighting 

Rate  per 
K.W\  H. 

40  K.  W.  Hrs.  used  per  Month 5.4  cents 

60  K.  W.  Hrs.  used  per  Month 4.0  cents 

100  K.  W.  Hrs.  used  per  Month 3.0  cents 

200  K.  W.  Hrs.  used  per  Month 2.0  cents 


Residential    Lighting    Where    Ranges    or    Refrigerators    Are    in    Service 

Rate  per 
K.  W.  H. 

First  30  K.  W.  Hrs.  used  per  Month 5.4  cents 

Next  60  K.  W.  Hrs.  used  per  Month 3.6  cents 

Next  100  K.  W.  Hrs.  used  per  Month. 2.7  cents 

All  over  190  K.  W.  Hrs.  used  per  Month 1.8  cents 

Commercial   Lighting 

Rate  per 
K.  W.  H. 

First  75  K.  W.  Hrs.  used  per  Month 5.8  cents 

Next  350  K.  W.  Hrs.  used  per  Month 4.9  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month 3.1  cents 

All  over  1,925  K.  W.  Hrs.  used  per  Month 2.0  cents 


Minimum  Charges 

All  of  the  above  rates  are  subject  to  a  monthly  Minimum  Charge  of 
seventy-five  ($0.75)  cents  for  each  kilo-watt,  or  fraction  thereof,  of  con- 
nected load,  with  the  exception,  however,  that  in  computing  the  capacity 
of  all  electric  ranges,  the  capacity  of  the  largest  element  of  the  range 
shall  be  used  for  determining  the  monthly  Minimum  Charge,  but  in  no 
event  will  a  Monthly  Minimum  Charge  on  any  range  be  less  than  $2.00 
per  month. 
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Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council,  on, 
or  before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered.     Minimum  Charges  are  not  subject  to  discount. 

Secondary  Power 

Rate  per 
K.  W.  H. 

First  500  K.  W.  Hrs.  used  per  Month 2.7  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month 1.8  cents 

Next  3,000  K.  W.  Hrs.  used  per  Month 1.62  cents 

Next  5,000  K.  W.  Hrs.  used  per  Month 1.44  cents 

All  over  10,000  K.  W.  Hrs.  used  per  Month 1.26  cents 

Minimum  Charges 

Minimum  Charges  on  motor  installations  for  Secondary  Power  pur- 
poses shall  be  as  follows: 

1st  Motor  Installed   $1.25  per  H.  P.  Installed  per  Month 

2nd  Motor  Installed   $1.00  per  H.  P.  Installed  per  Month 

3rd  Motor  Installed  $  .90  per  H.  P.  Installed  per  Month 

4th  Motor  Installed  $  .80  per  H.  P.  Installed  per  Month 

5th  Motor  Installed   $  .70  per  H.  P.  Installed  per  Month 

6th  Motor  Installed  $  .60  per  H.  P.  Installed  per  Month 

All  over  Six  Motors  Installed    . .  $.50  per  H.  P.  Installed  per  Month 

Primary  Light  and  Power 

Rate  per 
K.  W.  H. 

First  10,000  K.  W.  Hrs.  used  per  Month 1.44  cents 

Next  20,000  K.  W.  Hrs.  used  per  Month 1.26  cents 

Next  40,000  K.  W.  Hrs.  used  per  Month 1.08  cents 

All  over  70,000  K.  W.  Hrs.  used  per  Month 0.81  cents 


Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council  on,  or 
before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered. 


Demand  Charges 

Demand  Charges  shall  be  determined  and  billed  monthly,  based  on 
the  highest  registration  during  the  Month  of  a  demand  meter  having  a 
15  minute  interval,  and  shall  be  as  follows: 

First         200  K.  W.  of  Demand  per  Month     .  .$1.50  per  K.  W. 
All  over  200  K.  W.  of  Demand  per  Month     .  .  $1.00  per  K.  W. 
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Power   Factor  Clause 

When  the  average  power  factor  is  found  to  be  lower  than  eighty 
(80%)  per  cent,  the  monthly  kilo-watt  Demand  shall  be  corrected  and 
determined  as  follows:  Kilo-watt  Demand  as  measured,  divided  by 
average  power  factor  of  load,  multiplied  by  allowable  power  factor  of 
eighty   (80%)   per  cent. 

PRIMARY    LIGHT   AND   POWER 

Energy   Rates 

First  Block   1.35  cents  per  K.  W.  Hr. 

Second  Block    1.17  cents  per  K.  W.  Hr. 

Third  Block    1.00  cents  per  K.  W.  Hr. 

Fourth  Block 0.50  cents  per  K.  W.  Hr. 

The  kilo-watt  hours  to  be  billed  for  under  Blocks  No.  1,  No.  2,  and 
No.  3,  will  be  determined  by  multiplying  the  "ON  STATION  PEAK 
DEMANDS  of  the  customer  by  70. 

The  kilo-watt  hours  to  be  billed  for  under  Block  No.  4  will  be  the 
difference  between  the  total  kilo-watt  hours  billed  for  under  Blocks  Nc^ 
1,  No.  2,  and  No.  3,  and  the  total  kilo-watt  hours  consumed  during  the 
Month. 

Discount 

The  above  Energy  Rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  the  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council 
on,  or  before,  the  20th  of  the  Month  following  that  for  which  the  bill 
was  rendered. 

Determination  of  Demand 

For  the  purpose  of  application  of  this  rate,  the  hours  of  "STATION 
PEAK"  will  be  from  7:00  A.  M.  to  6:00  P.  M.  on  all  week  days  except 
Saturdays,  when  it  will  be  from  7:00  A.  M.  to  12:00  Noon.  On  Sundays 
and  holidays,  there  will  be  no  "STATION  PEAK"  period. 

The  Demand  will  be  determined  by  means  of  a  Graphic  Demand 
Meter.  The  Maximum  monthly  "Demand"  to  be  used  for  "Billing 
Demand"  will  be  the  highest  corrected  15  minute  kilovolt  Ampere 
Demand  occurring  across,  or  during,  the  "STATION  PEAK".  Demands 
occurring  across,  or  during,  "STATION  OFF  PEAK"  will  not  be  billed 
for. 

The  Demand  as  indicated  by  the  Graphic  Demand  Meter  will  be 
subject  to  corrections  for  Power  Factor  as  follows: 

Indicated  Kilo-watt  Demand  divided  by  the  Average  Power 

Factor  of  Load,  and  multiplied  by  allowable  Power  Factor  of 

eighty  (80%)  per  cent. 

Corrected  Demand  will  be  billed  for  as  follows: 
First         200  Kilovolt  Amperes  of  Demand  per  Month  $1.50  per  K.  V.  A. 
All  over  200  Kilovolt  Amperes  of  Demand  per  Month  $1.00  per  K.  V.  A. 

Discount 

The  Demand  Charges  are  not  subject  to  discount,  but  if  not  paid  on, 
or  before,  the  20th  of  the  Month  following  the  Month  for  which  the  bill 
was  rendered,  a  ten  (10%)  per  cent  penalty  shall  be  added. 
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The  charges  to  the  customer  under  this  schedule  will  not  be  subject 
to  rebate  on  account  of  cost  of  fuel  delivered  to  the  Electric  Light  Plant. 

Minimum  Charges 

The  monthly  Minimum  Charges  under  these  rates  will  be  $3.00  per 
kilovolt  ampere  of  Corrected  Demand. 

The  annual  Minimum  Charge  under  these  rates  shall  not  be  less 
than   $10.00  per  kilo-watt  of  connected  load. 

The  service  furnished  under  this  schedule  will  be  approximately 
2,300  volt,  3  phase,  60  cycle  current,  and  metering  will  be  done  on  the 
primary  side  of  the  customer's  transformers.  The  customer  will  fur- 
nish, mount,  and  maintain  the  necessary  distribution  transformers, 
and  also  furnish,  install,  and  maintain  a  suitable  weather-proof  metal 
metering  cabinet.  The  Chambersburg  Electric  Light  Department  will 
furnish,  install,  and  maintain  all  metering  devices,  including  instrument 
transformers. 

The  rate  is  available  to  all  industrial  light  and  power  customers  who 
have  a  "Corrected  Demand"  of  100  kilovolt  amperes,  or  over. 

Off  Peak  Electric  Water  Heating 

Rate  per 
K.  W.  H. 

Energy  Rate  per  K.  W.  Hr.  per  month    1.0  cent 

Minimum  Charge 

This  rate  is  subject  to  a  monthly  Minimum  Charge  of  seventy-five 
($0.75)  cents  per  kilo-watt  of  heater  capacity,  based  on  largest  heating 
unit. 

Discount 

The  above  Energy  Rate  is  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  on,  or  before,  the  20th  of  the  Month  following  that 
for  which  the  bill  was  rendered.  Minimum  Charges  are  not  subject  to 
discount. 

This  rate  applies  only  to  a  restricted  service  for  residential  and 
commercial  water  heating. 

This  rate  is  available  only  to  residential  and  commercial  consumers 
who  are  accessible  to  the  distributing  system  of  the  Borough  of  Cham- 
bersburg Electric  Light  Department. 

The  supply  of  service  under  this  schedule  shall  be  limited  to  opera- 
ting periods  aggregating  not  more  than  twelve  hours  in  each  day,  or 
from  9:00  P.  M.  to  7:00  A.  M.  the  following  morning,  and  from  12:00 
Noon  to  2:00  P.  M.  This  period  may,  at  the  option  of  the  Borough,  be 
further  restricted  or  extended. 

Service  under  this  schedule  is  available  only  for  water  heaters  of 
not  more  than  3,000  watts  capacity,  which  shall  be  furnished,  installed, 
and  connected  up  by  the  consumer.  The  Borough  of  Chambersburg 
Electric  Light  Department  will  furnish  a  suitable  device  for  automatical- 
ly restricting  the  supply  of  current  to  those  hours  which  the  Borough 
may  designate. 
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This  service  will  be  supplied  through  a  separate  integrating-  watt- 
hour  meter  and  no  other  appliances  other  than  the  water  heater  shall  be 
connected  to  this  service.  Service  will  be  supplied  at  either  220  volts 
or  110  volts  single,  or  three  phase,  at  the  option  of  the  Borough  of 
Chambersburg  Electric  Light  Department. 

Water  heaters,  and  all  devices  connected  therewith  or  appurtenant 
thereto,  shall  be  so  designed  and  constructed  that  they  will  not,  under 
any  circumstances  cause  radio  interference  by  their  operation.  In  the 
event  that  any  of  the  equipment  does  cause  radio  interference  by  reason- 
of  its  operation,  the  Borough  shall  discontinue  furnishing  current  to  the 
installation  in  which  the  particular  radio  interference  originates,  until 
such  time  as  new  equipment  is  installed,  or  the  old  equipment  corrected 
for  radio  interference.  Water  heaters  must  be  controlled  automatically 
so  that,  under  no  circumstances,  shall  both  heating  elements  operate  at 
the  same  time. 


GENERAL    REGULATIONS 
Minimum  Charges 

Minimum  Charges  and  Demand  Charges  under  the  different  classes 
of  service  are  not  subject  to  discount,  but  if  they  are  not  paid  on,  or  be- 
fore, the  20th  of  the  Month  following  the  Month  for  which  the  service 
was  rendered,  a  ten   (10%)   per  cent  penalty  shall  be  added. 

Lamps,  Supplies,  Etc. 

All  bills  rendered  by  the  Borough  of  Chambersburg  Electric  Light 
Department,  except  those  rendered  for  electric  energy,  are  not  subject 
to  discount,  but  if  not  paid  on,  or  before,  the  20th  of  the  Month  follow- 
ing the  Month  for  which  the  bill  was  rendered,  a  penalty  of  ten  (10%) 
per  cent  shall  be  added. 

Deposits 

All  consumers  applying  for,  or  using,  any  class  of  service  in  proper- 
ties which  they  cannot  establish  ownership  shall  make  a  cash  deposit 
with  the  City  Clerk  in  amount  equal  to  the  estimated  bills  for  the  service 
to  be  supplied  in  any  two  consecutive  Months.  The  Borough  may  at  any- 
time require  that  the  deposit  be  increased  to  cover  two  Months'  con- 
sumption based  on  the  amount  of  the  highest  Month's  billing.  The 
amount  of  the  deposit  may  be  reduced,  upon  request  of  the  consumer, 
to  an  amount  sufficient  to  cover  the  maximum  amount  of  the  billing  for 
any  two  consecutive  Months  during  the  preceding  year. 

There  are  at  the  present  time  87  electric  water  heaters  in  service 
in  Chambersburg,  which  are  working  out  entirely  satisfactory.  The  re- 
frigerator load  has  developed  very  rapidly  during  1942,  there  being  at 
the  present  time  2611  domestic  refrigerators  in  service.  The  electric 
range  work  is  progressing  in  a  very  satisfactory  manner,  there  being  at 
the  present  time  308  electric  ranges  in  service. 
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BALANCE  SHEET 

ELECTRIC  LIGHT  DEPARTMENT 

Assets 

Fixed  Capital 

Fixed  Capital  Installed  $1,041,073.06 

Construction  Work  in  Prog- 

gress    3,946.43 

>—     $1,045,019.49 


Funds  and  Special  Deposits 

Sinking    Fund    Assets    and 

U.  S.  Government  Bonds  $  211,724.55 
Consumers'     Deposits     Plus 

Interest     27,897.52 

239,622.07 


Current  Assets 

Cash    (Borough  Treasurer's 

Account)      $    100,648.41 

Accounts     Receivable     from 

Consumers      52,013.61 

Materials    and     Supplies  10,552.86 

163,214.88 

SI,  447,856.44 


Liabilities 

Net  Worth,  Electric  Light 
Department,  including 
Earned  Surplus  $1,004,966.90 

$1,004,966.90 

Current  Liabilities 
Consumers'    Deposits  $      25,782.85 


25,782.85 


Reserves 


Reserves  for  Renewals   and 

Replacements  $    417,106.69 

417,106.69 

$1,447,856.44 
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RECAPITULATION  NET  WORTH,  INCLUDING  SURPLUS 

Balance   beginning   of   year 

January    1,    1942     $    945,562.03 

Additions 

Free  water  from  Water  De- 
partment            $        1,088.15 

Net  Income  for  year  1942  244,783.06 

$1,191,433.24 

Deductions 

Contribution    to    Borough 

General  Fund   $    145,000.00 

Free  Electricity  to  Borough  41,466.34 

186,466.34 

Balance  January  1,   1943  $1,004,966.90 

OPERATING    REVENUE    AND    EXPENSE    STATEMENT 
ELECTRIC   LIGHT   DEPARTMENT 

Operating  Revenues 

Metered  Sales  for  Domestic 

Lighting     $    137,977.48 

Metered     Sales     for     Other 

Private    Lighting     104,483.18 

Metered  Sales  for  Domestic 

Power    147,068.58 

Metered    Sales    to    Other 

Electric    Utilities     13,061.67 

Metered     Sales     for     Other 

Municipal    Lighting    6,306.72 

Metered  Sales  for  Munici- 
pal   Power     2,190.67 

Unmetered  Sales  for  Muni- 
cipal Street  Lighting   .  32,968.95 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed    . 67,81 

$    444,125.06 

Discounts     and     Allowances 

to  Consumers    41,639.98 

Total  Operating  Revenues  $    402,485.08 

Operating  Expenses 

Generating  System  Expenses 

Operating  Labor    $      22,215.51 

Fuel     72,856.64 

Water      1,088.15 

Lubricants      66.09 

Boiler    Plant    Supplies    and 

Expenses      61.39 

Other  Supplies  and  Expenses  152.34 
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Maintenance   of    Generating 

System    Structures 
Maintenance  of  Steam  Powei 
iiipment 

Mice      of      Electric 
Equipment 
Maintenance   of  Other  Gen- 
sr  System  Eqi ent 


Distribution   System   Expenses 


140  43 
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System  738  1C 

Other  Supplies  and  Ex- 
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Maintenance     of     Overhead 
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Shop  and  Laboratory  Sup- 
plies   and    Expenses    .... 

Insurance     

Maintenance  of  General 
Structures     

Maintenance  of  General 
Equipment     

Depreciation      

Total     Operating     Expenses 


13.54 
230.82 

2.70 

340.30 
35,767.33 


$      47,785.82 


$    160,790.24 


CONDENSED  INCOME  PROFIT  AND  LOSS  STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

Operating   Revenues    $    402,485.08 

Operating  Expenses 

Generating   System  .Operat- 
ing  Expenses    $      99,885.08 

Distribution  System  Operat- 
ing  Expenses    10,704.88 

Utilization    System    Operat- 
ing  Expenses    2,414.46 

General  Administrative  Ex- 
penses       11,080.14 

Other    General    Expenses     .  36,705.68 

Total     Operating    Expenses    $    160,790.24 

$    160,790.24 

Operating   Income    ....  $    241,694.84 
Non-Operating     Revenues 
(Includes    Interest    Reve- 
nues)                                      $        8,979.17 

Non-Operating    Expenses                                                5,434.37 
Non-Operating    Income     .  .  .  3,544.80 

Gross    Income      $    245,239.64 

Gross  Income  Deductions 

Interest     $  456.58 

Net    Income     .$    244,783.06 

Net  Income  Deductions 

Free    Electricitv    Furnished 

Borough     $      41,466.34 

Balance  of  Net  Income  $    203,316.72 
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ELECTRIC  LIGHT  DEPARTMENT 

ANALYSIS  OF  FIXED  CAPITAL 

Account  Jan.  1, 1942      Retirements      Dec.  31, 1942 

Balance       and  Additions         Balance 

Organization $        7,605.25  $        7,605.25 

Generating  System,  Land    .  21,885.80  21,885.80 

Generating  System,     Power 

Plant  Structures    45,417.75  45,417.75 

Generating  System,  Rail- 
road Siding  and   Trestles  6,067.16  6,067.16 

Generating  System,     Boiler 

Plant    Equipment     124,190.78  124,190.78 

Generating  System,  Turbo- 
Generators     300,534.50  300,534.50 

Generating     System,     Other 

Electric    Equipment    ....  80,231.03  80,231.03 

Generating  System,  Coal 
Storage  and  Weighing 
Equipment     16,645.42  16,645.42 

Generating     System,     Other 

Power    Plant    Equipment  3,543.32  3,543.32 

Transmission  System,  Over- 
head   Conductors    44.88  44.88 

Distribution    System,    Poles 

and    Fixtures    38,950.65     $  266.60  39,217.25 

Distribution  System,  Over- 
head   Conductors    55,111.61  617.79  55,729.40 

Distribution  System,  Over- 
head   Transformers     ....  51,093.31  1,249.33  52,342.64 

Distribution  System,  Over- 
head Transformer  Instal- 
lation       6,354.89  115.68  6,470.57 

Distribution  System  Over- 
head  Services    21,723.83  231.37  21,955.20 

Distribution  System,  Under- 
ground   Conduits    1,183.69  1,183.69 

Distribution  System,  Under- 
ground Conductors 14,119.10  14,119.10 

Distribution  System,  Under- 
ground Transformers    .  .  .  605.25  605.25 

Distribution  Svstem,  Under- 
ground Transformer  In- 
stallation        82.93  82.93 

Distribution  System,  Under-, 

ground  Services    7.81  7.81 

Distribution  System,  Meters  48,689.37  1,016,79  49,706.16 

Distribution    System,    Meter 

Installations      8,291.50  299.&J  8,591.43 

Utilization  System,  Com- 
mercial Arc  System  2.16  2.16 

Utilization  System,  Munici- 
pal  Street   Arc    System  18,535.38  18,535.38 

Utilization  System,  Munici- 
pal Street  Incandescent 
System  52,325.53  633.88  52,959.41 
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Other  General— Land  ....  600.00  600.00 
Other  General— Structures  2,590.00  2,590.00 
Other  General— Equipment  1,107.09  1,107.09 
General  Store  Equipment  .  .  184.22  184.22 
General  Shop  Equipment  .  277.40  277.40 
General  Garage  Equipment  6,329.78  6,329.78 
General  Laboratory  Equip- 
ment        1,278.86  1,278.86 

General  Tools  and  Equip- 
ment        684.80                    41.26  726.06" 

Engineering  and  Superin- 
tendence during  Construc- 
tion       24,025.55  24,025.55 

Administrative  and  Legal 
Expenses  during  Con- 
struction       7,605.25  7,605.25 

Interest  during  Construction  23,555.35  23,555.35 

Development   Cost    45,119.23  45,119.23 


$1,036,600.43     $        4,472.63     $1,041,073.06 

ELECTRIC   LIGHT  DEPARTMENT— SINKING   FUND 

Balance    in     Sinking     Fund 

January   1,   1942    $    160,175.13 

Transfer  from  Electric  Light 

Department     38,400.00 

Transfer  from  Water  De- 
partment       11,346.55 

Interest    Received     (Time 

Certificates)     1,732.13 

Interest.  U.  S.  Treasurer,  2's, 

1949-51     292.63 


$70,000   U.    S.    Treasury   2's, 

1949-51 $      70,185.94 

Interest  Accrued  and  paid  on 

Purchase  of  $70,000  U.  S. 

Treasury    2's    221.89 

Balance  in  Treasurer's  hands 

January  1.  1943   141,538.61 


$    211,946.44 


$    211,946.44 


FREE  LIGHTING  AND  POWER  USED  IN  BOROUGH  DURING  1942 

Light 

Public  Comfort  Station    ...  $           294.12 

Traffic    Signals     707.35 

Street    Lighting    on    Square  1,005.60 

Parking  Lot,  West  Wash- 
ington  Street    457.08 

Police     Headquarters    and 

Police  Booth  on  Square   .  289.69 

City    Hall  478.27 

City  Hall,  WTater  Heater   .  .  46.98 

Friendship     Fire     Company  183.06 

Junior   Fire    Company    ....  269.56 
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Good    Will     Fire     Company  221.13 

Franklin   Fire   Company    .  .  210.14 

Cumberland    Valley    Fire 

Company      83.61 

Municipal    Garage     161.31 

Henninger  Field   22.51 

Light  Plant  Storage  Shed   .  9.00 

Light    Plant,    Fire    Alarm 

Battery    Charges     19.25 

Park  of  the  Valient    54.62 

Emergency     Lighting    at 

Light    Plant    1,262.65 

Disposal   Plant    106.71 

Disposal  Plant,  Settling- 
Pump  House          9.00 

Disposal  Plant,  Control  and 

Tool   House    9.00 

Disposal  Plant,  Pump  House  40.15 

Municipal   Market    322.22 

American  Red  Cross    40.36 

Bomb    Shelter     (D.    Harvey 

Diehl)      3.35 

$        6,306.72 

Power 

Franklin    Fire    Company    .  .  $              60.60 

Municipal  Garage   70.80 

Disposal    Plant     1,324.91 

Disposal  Plant,  Final  Set- 
tling Pump  House    372.70 

Disposal  Plant,  Control  and 

Tool   House    125.84 

Municipal   Market    112.53 

Power  for  Air  Raid   Sirens  123.29 

$        o  190  67 

Arc  Lighting  of   Streets    .  $        7,071.60 

Incandescent    Lighting    of 

Streets     , 25,897.35 

32,968.95 
Total     S      41,466.34 

In  addition,  Credit  Account, 
Labor  at  Plant  —  Fire 
Alarm  Batteries,  365  @ 
$2.00      $  730.00 

ELECTRIC  LIGHT  LIENS 

Balance  to  be  collected  Jan- 
uary   1,    1942    $  57.13 

Balance  to  be  collected  Jan- 
uary   1,    1943    $  57.13 

ORNAMENTAL  STREET  LIGHTING  LIENS 

Balance  to  be  collected  Jan- 
uary   1,    1942    $  68.85 

Balance  to  be  collected  Jan- 
uary   1,    1943    $  68.85 
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STATEMENT  OF  ASSETS  AND  LIABILITIES  OF  THE  BOROUGH 
OF  CHAMBERSBURG   AS   OF  JANUARY   1,   1943 


Assets 

Cash  in  Treasurer's  Hand,  General  Bor- 
ough            $        5,196.75 

Cash  in  Treasurer's  Hands,  Water  Depart- 
ment       29,985.17 

Cash  in  Treasurer's  Hands,  Water  Depart- 
ment Sinking  Fund   12,989.71 

Cash  in  Treasurer's  Hands,  Light  Depart- 
ment    100,648.41 

Cash  in  Treasurer's  Hands,  Light  Depart- 
ment   Sinking    Fund    141,538.61 

Cash  in  Treasurer's  Hands,  Bond  Depart- 
ment      , 22,084.47 

Cash  in  Treasurer's  Hands,  Bond  Depart- 
ment   Sinking    Fund    4,417.28 

Cash  in  Treasurer's  Hands,  Borough  Fire 

Fund 19,556.78 

Cash  in   Collector's  Hands,  Electric  Light 

Consumers'  Deposit  Account    27,897.52 


$    364,315.30 


Tax    Duplicate 

1928-1929    .    . 
Tax    Duplicate 

1940-1941    . . 
Tax    Duplicate 

1941-1942      .  . 
Tax    Duplicate 

1942-1943    .  .  . 


Borough 


$      80.29     $ 


144.33 


284.01 


Bond 

293.22 
433.05 

871.78 


Borough 
and  Bond 


202.62 


$    508.63     $        1,598.05 


202.62     $        2,309.30 


Investments 

Borough    Fire    Fund,    $5,000    Borough    of 

Mercersburg  4V2%    Bonds    $        5,100.15 

Borough    Fire    Fund,   $50,000    U.    S.    War 

Savings  Bonds,  Series  F   37,000.00 

Light   Department   Sinking   Fund,   $70,000 

U.  S.  Treasury  2%,  1949-51    70,185.94 

Unpaid  Tax  Liens    4,288.81 

Unpaid  Paving    Liens     1,233.74 

Unpaid  Sewer    Assessments     88.00 

Unpaid  Sewer   Liens    6,244.31 

Unpaid  Water    Assessments    121.00 

Unpaid  Water  Liens    2,117.61 

Unpaid  Electric  Light  Current  Liens      ...  57.13 

Unpaid  Ornamental  Street  Lighting  Liens  68.85 
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Water    Department    Current    Assets,    Less 

Cash  in  Treasurer's  Account 18,432.47 

Light    Department    Current    Assets,    Less 

Cash  in  Treasurer's  Account    62,566.47 

Value  of  Water  Distributing  System    ....        1,158,881.39 
Value  of  Light    Plant    and    Distribution 

System     623,966.37 

Value  of  Disposal  Plant  and  Main  Trunk 

System     324,650.00 

Value  of  Lateral    Sewers     268,236.00 

Value  of  Fire  Houses  and  Apparatus   ....  127,562.00 

Value  of  City    Hall,    Office    Building    55,856.00 

Value  of    Police  Headquarters    10,000.00 

Value  of  Henninger  Field    16,000.00 

Value  of  Street    Department,     Storage 

House   and   Equipment    23,000.00 

Value  of  Municipal  Market  House 42,200.00 

Value  of  Fourth   Street  Properties    3,000.00 

Value  o  f  Public  Comfort  Station   5,500.00 

Value  of  West    Washington    Street    Park- 
ing Lot    7,500.00 


$3,240,480.84 


Liabilities 


3c/o  Improvement  and  Re- 
funding Bonds  issued  De- 
cember 1,  1935    

Bonds  Redeemed  and  Can- 
celled   1936     $        7,000.00 

Bonds  Redeemed  and  Can- 
celled   1937    14,000.00 

Bonds  Redeemed  and  Can- 
celled   1938    11,000.00 

Bonds  Redeemed  and  Can- 
celled   1939     11,000.00 

Bonds  Redeemed  and  Can- 
celled   1940     12,000.00 

Bonds  Redeemed  and  Can- 
celled   1941     .    12,000.00 

Bonds  Redeemed  and  Can- 
celled   1942     13,000.00 

Balance  Outstanding  .  . 


$    150,000.00 


80,000.00 


$      70,000.00 


2%  Improvement  Bonds,  is- 
sued September  1,  1938    . 

Bonds  Redeemed  and  Can- 
celled   1940     

Balance    Outstanding 


$      24,000.00 


$    145,000.00 


24,000.00 


$    121,000.00 


The  above  balances  are  the 
present  actual  indebted- 
ness of  the  Burgess  and 
Town  Council  of  the  Bor- 
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orough  of  Chambersburg 
created  without  the 
authority  of  the  vote  of 
electors  thereof. 

Electric  Light  Consumers' 
Deposit  Account 

Assets  in  Excess  of  Liabili- 
ties      


$      27,897.52 

3,021,583.32 

$3,240,480.84 

HARRY  R.  GEARHART, 
ALBERT   S.   HENNEBERGER, 
HERBERT  C.  KEEFER, 

Auditors. 


GOVERNMENTAL  TAXES  PAID  BY  CITIZENS 
OF   CHAMBERSBURG 

Stated  in  Mills 

For  Public   School   Purpose    21  Mills 

For  State,  County  and  Institutional  Purpose   6  Mills 

For  Borough  Bond  Purpose   3  Mills 

For  General  Borough  Purpose    1  Mill 

WHERE  A  TAX  DOLLAR  GOES  TO 
I  2  3-^ 


(1)  Public  Schools  Receive    67.75  cents  out  of  each  tax  dollar 

(2)  State  and  County  Receives    19.35  cents  out  of  each  tax  dollar 

(3)  Borough  Bond  Purpose  Receives    .      9.68  cents  out  of  each  tax  dollar 

(4)  General  Borough  Purpose  Receives     3.22  cents  out  of  each  tax  dollar 

Borough  Purposes— Taxes  1  Mill  Levied,  1942    $8,102.00 

Borough  Purposes — Taxes  Levied,  1942  per  Capita    .      8,102.00 

=  .540 

15,000 
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VALUE  OF  SERVICES  RECEIVED  FOR  $1.00  OF  BOROUGH 
TAXES  LEVIED  IN  1942 


Costs 


Taxes  Levied 
for 
Borough  Purposes 


Borough  Administration    ...  $  48,727.46  divided  by  $8,102.00  =  $  6.014 

Police    Services     $  43,855.20  divided  by,  $8,102.00  =  $  5.412 

Public  Health  Services    ....  $  3,026.24  divided  by  $8,102.00  =  $  .373 
Fire  Protection  Services     .  .  $  25,513.81  divided  by  $8,102.00  =  $  3.149 
Street    Department    Services  $  48,359.49  divided  by  $8,102.00  =  $  5.968 
Street   Lighting,   Miscellane- 
ous   Services     $  34,072.01  divided  by  $8,102.00=$  4.205 

Sanitary  Sewage  Services  .  .  $  19,459.00  divided  by  $8,102.00=$  2.401 

Comfort   Station   Services    .  $  1,211.04  divided  by  $8,102.00  =  $  .149 
Parks  and  Playground  Ser- 


vices     

$     8,196.52  divided  by  $8,102.00=$  1.011 

Total    

$232,420.77  divided  by  $8,102.00 =$28.68 

VALUE  OF  SERVICES  RECEIVED  PER  CAPITA 

Estimated  Population  15,000 
Population 

Borough   Administration    $  48,727.46  divided  by  15,000=$  3.248 

*Police    Services     $  43,855.20  divided  by  15,000=$  2.923 

Public  Health  Services   $     3,026.24  divided  by  15,000=$     .201 

Fire  Protection  Services      ...  $  25,513.81  divided  by  15,000  =  $  1.70 
Street  Department  Services    .  $  48,359.49  divided  by  15,000=$  3.223 
Street    Department,    Miscella- 
neous  Services    $  34,072.01  divided  by  15,000  =  $  2.271 

Sanitary   Sewerage   Services    .  $  19,459.00  divided  bv  15,000  =  $  1.297 

Comfort  Station  Services    $     1,211.04  divided  bv  15,000  =  $     .080 


Parks  and  Playground  Services 

$     8,196.52  divided  by  15,000  =  $     .546 

Total     

$232,420.77  divided  by  15,000  =  $15.49 

*Not  included  in  Police  Services  is  the  Parking  Meter  Account,  the 
Revenue  from  which,  including  collections  and  fines,  etc.,  amounted  to 
$17,490.38,  and  the  expense  of  which,  including  operation  and  main- 
tenance of  Parking  Lot,  amounted  to  $6,759.82. 

Note:  The  Citizens  of  Chambersburg  received  in  these  services  $232,- 
420.77  of  Value  for  which  Taxes  were  levied  for  Borough  pur- 
poses in  the  amount  of  $8,102.00.  If  you  did  not  operate  your 
Electric  Light  and  Water  Utilities  at  a  handsome  profit,  the 
whole  cost  of  these  services  would  have  to  be  paid  for  by  Taxes, 
which  would  mean  an  increase  in  Taxes  for  Borough  purposes  of 
28.68  times  what  they  were  in  1942. 
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This  Pamphlet  is  published  for  the  benefit  of  the  citizens  of 

Chambersburg,  that  they  may  become   better  acquainted 

with  those  vital  things  in  our  community  that  go  to  make 

Chambersburg  a  better  place  in  which  to  live. 


ANNUAL  REPORT 

of  the 

BURGESS  AND  TOWN  COUNCIL 

of 

THE    BOROUGH   OF    CHAMBERSBURG 
PENNSYLVANIA 

For   the   Year    Ending   December   31,    1943 


* 


FOR    THE    YEAR 

from 

JANUARY    1,    1943,    TO    DECEMBER    31,    1943 

Being 

The  One  Hundred  and  Fortieth   Since  Incorporated 
As  a  Borough 


TO  THE  CITIZENS  OF  CHAMBERSBURG 

If  you  will  examine  the  contents  of  this  report,  I  believe 
you  will  be  amazed  to  learn  of  the  services  you  are  constantly 
receiving  for  your  Tax  Dollar. 

The  total  cost  of  the  Governmental  services  provided  in 
Chambersburg  for  the  year  1943  was  $250,003.93,  distributed 
as  follows: 

Borough   Department $  92,955.89 

Police  Department 50,324.80 

Fire  Department    33,919.78 

Street   Department    56,770.35 

Disposal   Plant  Department    14,051.56 

Health  Department   1,981.55 

Total $250,003.93 

The  receipts  in  all  of  the  above  departments  were: 

Borough  Taxes   $     7,589.65 

Parking  Meter  Collections  15,308.37 

Garbage   Collections 9,986.59 

Miscellaneous  —  Street   Department    ....  2,568.77 

From  Pennsylvania  Liquor  License  Fund  .  4,225.00 

From  Other  Sources   16,882.86 

Total $  56,561.24 

This  leaves  a  balance  of  $193,442.69  to  be  provided  from 
other  sources. 

You  will  observe  from  the  report  that  the  money  raised  by 
the  one  mill  Borough  Tax  was  not  quite  enough  to  pay  for  the 
operation  and  improvements  of  the  "Playgrounds."  Your  total 
Borough  taxes,  amounting  to  $7,589.65,  paid  only  3%  of  your 
Governmental  expenses.  Receipts  from  miscellaneous  sources, 
amounting  to  $48,971.59,  paid  19.4%  of  your  Governmental 
expenses.  This  leaves  77.6%  of  your  governmental  expenses, 
amounting  to  $193,442.69,  to  be  paid  from  the  profits  result- 
ing from  the  Borough's  operation  of  its  utilities. 

You  should  constantly  keep  in  mind  that  while  the  labor 
and  materials  entering  into  the  operation  of  your  utilities  have 
increased  tremendously  during  the  last  four  years,  the  costs 
of  the  various  services  to  you  have  been  kept  at  pre-war  levels. 
This  certainly  is  an  outstanding  achievement. 

/^ 

Chief  Burgess. 
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PERSONNEL   OF   THE    BOROUGH    GOVERNMENT 

1943 

H.  R.  Forbes   Chief  Burgess 

Stephen  McC.  Nelson   : President  of  Town  Council 

J.  Hase  Mowrey   Manager  of  Utilities 

E.  W.    Davis    Secretary 

*J.    R.    Williams Secretary 

James   G.   Bietsch    Treasurer 

Edmund  C.  Wingerd    Solicitor 

Edgar  W.   Diehl    Tax  Collector 

Harry  R.  Gearhart    ' Auditor 

Albert   S.   Henneberger    Auditor 

Herbert    C.    Keefer    Auditor 

Margaret  E.  Wingert Chief  Bookkeeper 

H.  S.  Byers   Chief  of  Police 

Robert  Monn   Superintendent  of  Water  and  Sewer 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz   Assistant  Borough  Engineer 

William  L.  Grove  Plumbing  Inspector 

Robert  Rinick    Market  Master 

COMMITTEES  OF  COUNCIL 

FINANCE    COMMITTEE  BOROUGH    PROPERTY 


Stephen  McC.  Nelson,  Chairman 


COMMITTEE 


John  C.  Sierer  Stephen  McC.  Nelson,  Chairman 

A.  S.  Stover  C.  H.  Pensinger 
Earle  McL.  Miller                              R.  F.  Angle 

C.  H.  Pensinger  Earle  McL.  Miller 

B.  F.  Small 
WATER    AND    LIGHT 

COMMITTEE  PUBLIC  COMFORT  STATION 

COMMITTEE 
C.  H.  Pensinger,  Chairman  m    ~    ,,   ~  „7    . 

R    F    Angle  t-  C-  McCullough,  Chairman 

B.  F.  Small  g-  s-  ^mjnzing 

Earle  McL.  Miller 


STREET     COMMITTEE 


INDUSTRIAL    COMMITTEE 


R.  F.  Angle,  Chairman  q.  S.  Klenzing,  Chairman 

B.  F.  Small  t   c   McCullough 

A.  R.  Zimmerman  jA.  S.  Stover 

FIRE    COMMITTEE  SEWER    COMMITTEE 

fA.  R.  Zimmerman,  Fire  Marshal        B.  F.  Small,  Chairman 

Earle  McL.  Miller  Earle  McL.  Miller 

A.  S.  Stover  John  C.  Sierer 


* — J.  R.  Williams  succeeded  E.  W.  Davis,  resigned,  as  Secretary  on 
July  15,  1943. 

t — A.  R.  Zimmerman  succeeded  J.  R.  Williams  as  Fire  Marshal. 

X — A.  S.  Stover  succeeded  J.  R.  Williams  as  Councilman  from  Third 
Ward  on  July  8,  1943,  when  J.  R.  Williams  was  elected  Borough  Sec- 
retary. 


PARKS    AND    PLAYGROUNDS 
COMMITTEE 

A.  R.  Zimmerman,  Chairman 
A.  S.  Stover 
G.  S.  Klenzing 
C.  H.  Pensinger 
John  C.  Sierer 

COYLE     FREE     LIBRARY 
TRUSTEES 

John  C.  Sierer 
Earle  McL.  Miller 


PUBLIC  SAFETY  COMMITTEE 

H.-  R.  Forbes,  Chairman 
H.  S.  Byers 
Earle  McL.  Miller 
A.  R.  Zimmerman 
R.  F.  Angle 


MARKET    COMMITTEE 

C.  H.  Pensinger,  Chairman 

T.  C.  McCullough 

B.  F.  Small 

A.  R.  Zimmerman 


PLUMBERS'   EXAMING   BOARD 

Clyde  H.  Pensinger,  Chairman  Water  and  Light  Committee 

B.  F.  §MALL,  Chairman  Sewer  Committee 

H.  A.  Kottcamp,  Master  Plumber 

W.  L.  Grove,  Plumbing  Inspector 

J.  Hase  Mowrey,  Manager  of  Utilities 


BOARD    OF    HEALTH 

Dr.   B.   M.   Beattie,  President 

F.  Lester  Marshall 

John  B.  Minehart 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank  J.  Croft,  Health  Officer 


PERSONNEL    OF   THE    BOROUGH    GOVERNMENT 

1944 

H.  R.  Forbes Chief  Burgess 

Stephen  McC.  Nelson   President  of  Town  Council 

J.  Hase  Mowrey Manager  of  Utilities 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz   Assistant  Borough  Engineer 

J.  R.  Williams  Secretary 

James  G.  Bietsch    Treasurer 

Edmund  C.  Wingerd   Solicitor 

Edgar  W.  Diehl   Tax  Collector 

Harry  R.  Gearhart Auditor 

Albert  S.  Henneberger Auditor 

Herbert  C.  Keefer   Auditor 

Margaret  E.  Wingert   . Chief  Bookkeeper 

H.  S.  Byers Chief  of  Police 

Robert  Monn   Superintendent  of  Water  and  Sewer 

William  L.  Grove  Plumbing  Inspector 

Robert  Rinick Market  Master 

COMMITTEES  OF  COUNCIL 


FINANCE  COMMITTEE 

Stephen  McC.  Nelson,  Chairman 
S.  G.  Palmer 
C.  H.  Pensinger 
John  C.  Sierer 

A.  S.  Stover 

WATER    AND    LIGHT 
COMMITTEE 

C.  H.  Pensinger,  Chairman 
Earle  McL.  Miller 

B.  F.  Small 

STREET     COMMITTEE 

R.  F.  Angle,  Chairman 
John  C.  Sierer 
A.  R.  Zimmerman 

PARKS   AND    PLAYGROUNDS 
COMMITTEE 

A.  S.  Stover,  Chairman 
R.  F.  Angle 
T.  L.  Farner 
S.  G.  Palmer 

C.  H.  Pensinger 


BOROUGH    PROPERTY 
COMMITTEE 

Stephen  McC.  Nelson,  Chairman 

R.  F.  Angle 

C.  H.  Pensinger 

B.  F.  Small 

A.  R.  Zimmerman 


FIRE    COMMITTEE 

A.  R.  Zimmerman,  Chairman 
Earle  McL.  Miller 
A.  S.  Stover 


PUBLIC  COMFORT  STATION 
COMMITTEE 

A.  S.  Stover,  Chairman 
T.  L.  Farner 
S.  G.  Palmer 

INDUSTRIAL    COMMITTEE 

Earle  McL.  Miller,  Chairman 
John  C.  Sierer 
T.  L.  Farner 


SEWER  COMMITTEE 


PUBLIC  SAFETY  COMMITTEE 


B.  F.  Small,  Chairman 
S.  G.  Palmer 
John  C.  Sierer 

COYLE     FREE    LIBRARY 
TRUSTEES 

S.  G.  Palmer 
John  C.  Sierer 

GARBAGE  AND  REFUSE 
COMMITTEE 

John  C.   Sierer,  Chairman 
R.  F.  Angle 
B.  F.  Small 


H.  R.  Forbes,  Chairman, 
H.  S.  Byers 
R.  F.  Angle 
Earle  McL.  Miller 

A.  R.  Zimmerman 

MARKET    COMMITTEE 

C.  H.  Pen  singer,  Chairman 
Earle  McL.  Miller 
S.  G.  Palmer 

B.  F.  Small 
A.  S.  Stover 

HOSPITAL 
Stephen  McC.  Nelson 


PLUMBERS'  EXAMINING    BOARD 

C.  H.  Pensinger,  Chairman  Water  and  Light  Committee 

B.  F.  Small,  Chairman  Sewer  Committee 

H.  A.  Kottcamp,  Master  Plumber 

W.  L.  Grove,  Plumbing  Inspector 

J.  Hase  Mowrey,  Manager  of  Utilities 


BOARD    OF   HEALTH 

Dr.   B.   M.  Beattie,  President 

John  B.  Minehart 

F.  Lester  Marshall 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank  J.  Croft,  Health  Officer 


BOROUGH   OFFICIALS 

OF 

THE    BOROUGH    OF    CHAMBERSBURG 


Stephen   McC.  Nelson 

President  of  Council 

Councilman,   1st  Ward 


Earle  McL.  Miller 
Councilman,  1st  Ward 


H.  R.  Forres 
Chief  Burgess 


R.  F.  Angle 
Councilman,  2nd   Ward 


A.  R.  Zimmerman 
Councilman,  2nd  Ward 


BOROUGH   OFFICIALS 

OF 

THE    BOROUGH    OF    CHAMBERSBURG 


C.  H.  Pensinger 
Councilman,  3rd  Ward 


A.  S.  Stover 
Councilman,   3rd   Ward 


John  C.  Sierer 
Councilman,   kth    Ward 


T.   C.  McCullough 
Councilman,   kth    Ward 


B.  F.  Small 
Councilman,   5th    Ward 


BOROUGH   OFFICIALS 

OF 

THE    BOROUGH    OF    CHAMBERSBURG 


G.  Stewart  Klenzing 
Councilman,    5th    Ward 


E.    C.    WlNGERD 

Borough  Solicitor 


J.  Hase  Mowrey 
Manager    of    Utilities 


F.  D.  Rhodes,  Jr. 

Jiorough   Engineer 


H.  S.  Byers 
(Ihief   of   Police 
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BOROUGH   OFFICIALS 

OF 

THE    BOROUGH    OF    CHAMBERSBURG 


Margaret  E.  Wingert 
Chief  Bookkeeper 


W.  L.  Grove 
Plumbing  Inspector 


RORERT    MONN 

Supt.  of  Water  and  Sewer 


J.  R.  Williams 
Borough  Clerk 


RORERT    RlNICK 

Market  Master 
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MUNICIPAL    OFFICE    BUILDING 


HISTORICAL 

Chambersburg  was  founded  by  Benjamin  Chambers  at  "Fawling 
Spring  on  Cannogogige,"  in  1734,  and  in  1764  Benjamin  Chambers  writes, 
"there  is  a  town  laid  out  on  Conegogig  Creek."  The  Town  was  incorpora- 
ted by  an  Act  of  the  General  Assembly  of  the  State  of  Pennsylvania, 
March  21,  1803,  and  the  first  Burgess  and  Town  Council  consisted  of  the 
following:  Chief  Burgess — Major  John  Holliday;  Councilmen — Edward 
Crawford,  Esq.,  Andrew  Dunlap,  Christian  Oister,  John  Shyrock,  and 
Patrick  Campbell.  It  has  grown  slowly,  but  its  growth  has  been  steady, 
and  its  accomplishments  enduring.  Today  it  bears  the  rather  enviable 
reputation  of  being  one  of  the  outstanding  boroughs  in  the  State  of 
Pennsylvania,  and  its  citizens  enjoy  more  vital  services  at  a  much  lower 
cost  than  any  other  borough  in  the  State. 


POLICE    DEPARTMENT 

The  filst  police  force  for  the  Borough  of  Chambersburg  was  estab- 
lished January  16,  1818,  by  the  following  action  of  Town  Council,  "Be 
it  ordained,  etc.,  That  four  men  shall  be  employed  to  watch  and  patrol  the 
streets  of  the  Borough  during  the  night,  from  nine  o'clock  until  day- 
break, for  the  term  of  three  months  from  this  date,  to  guard  the  property 
of  the  inhabitants,  as  far  as  in  their  power,  from  incendiaries,  thieves, 
and  plunderers,  and  to  arrest  and  detain  all  vagrants  and  night  walkers 
until  the  morning,  unless  he,  she,  or  they  can  give  a  satisfactory  account 
of  their  purpose,  and  the  occasion  of  their  being  found  on  the  street — 
and  also  call  the  hour." 

The  Council  entered  into  an  article  of  agreement  dated  January  17, 
1818,  with  Robert  Allison,  as  Captain;  William  McElhany,  Jacob  Hecker- 
man,  and  Dan  McAllister,  Privates;  to  patrol  the  town  from  nine  o'clock 
until  daybreak,  call  the  hour,  and  light  any  lamps  that  are,  or  may  be, 
erected,  for  which  the  Captain  was  to  receive  $18.00  per  month,  and 
each  Private  $15.00  per  month,  and  the  Council  was  to  furnish  each  one 
with  a  sufficiently  warm  watch  coat. 

From  the  following  proclamation,  it  is  evident  that  127  years  ago 
the  sources  of  amusement  for  the  good  people  of  Chambersburg  were 
much  better  protected  than  they  are  today: 

"To  Robert  Allison,  High  Constable 

Sir:  You  are  hereby  authorized  to  attend  the  Theatre  in  the 
Borough  of  Chambersburg  and  Protect  the  Manager  thereof  whilst  act- 
ing from  any  disorderly  Person  or  Persons — and  if  any  Person  or  Per- 
sons attempt  to  disturb  said  actors  during  their  "performans" — you  are 
hereby  Commanded  to  bring  him  or  them  before  me  or  any  Justice  of  the 
Peace  in  said  Borough  to  be  dealt  with  according  to  Law.     Fail  not. 

Given  under  my  hand  and  seal  this  19th  day  of  July,  1816. 

(Signed)  PATRICK  CAMPBELL,  Burgess." 

From  this  very  modest  beginning,  the  Police  Department  has  de- 
veloped into  a  highly  efficient  and  very  completely  equipped  organization. 
The  personnel  now  consists  of  a  Chief,  two  Sergeants,  thirteen  patrolmen, 
and  a  clerk.  Included  in  their  equipment  is  a  Hardinge  Police  Register 
System,  dictograph,  fingerprinting  and  photographing  outfits,  38  calibre 
Colt  revolvers,  tear  gas  guns  and  hand  grenades,  two  motorcycles  and 
two  radio-equipped  police  cars.  These  two  cars  have  15-watt  power 
transmitters  and  operate  two-way  with  a  very  modern  50-watt  power 
central  station  located  at  the  Department's  headquarters.  This  radio 
station,  known  as  WMCB,  operates  on  a  frequency  of  39,500  kilocycles. 

13 


During  the  year  1943,  the  Police  Department  answered  2,360  calls. 
This  is  exclusive  of  all  calls  answered  by  the  Chief  of  Police.  Of  24 
actual  cases  of  burglary,  breaking  or  entering  reported  or  known  to 
police,  6  were  cleared  by  arrest.  Forty-seven  cases  of  larcenv-theft  were 
cleared  by  arrests  from  a  total  of  94  reported.  There  was  a  total  num- 
ber of  2,586  arrests  made  for  various  offenses,  1,651  of  which  were  park- 
ing meter  violations,  296  drunkenness  and  disorderly,  296  other  park- 
ing violations,  and  25  arrests  for  drunken  driving.  The  night  patrol 
reported  461  store  -doors  left  open  by  owners  on  leaving  stores.  The 
total  amount  of  fines  collected  by  the  Borough  was  $2,070.00,  $1,623.00 
of  which  was  parking  meter  fines. 


FIRE    DEPARTMENT 

In  1790,  one  hundred  and  fifty-three  years  ago,  when  the  village  of 
Chambersburg  consisted  entirely  of  either  log  or  frame  houses,  and  the 
fire  hazard  was  great  because  of  wood  fires  upon  the  open  hearth,  the 
necessity  of  providing  protection  from  fire  was  first  discussed,  and  the 
Friendship  Fire  Company,  an  organization  of  citizens  equipped  with 
buckets,  was  formed. 

Since  that  time,  with  the  expansion  of  the  village  from  a  few  houses 
to  a  borough  of  the  first  magnitude,  the  formation  of  additional  com- 
panies became  necessary,  and  their  equipment,  from  bucket,  to  hand 
pump,  to  hose  reel,  to  steam  fire  engine,  and,  during  the  past  seventeen 
years,  to  modernized  motor  drawn  and  motor  driven  apparatus,  has  kept 
pace  with  the  times. 

Today,  the  Fire  Department  consists  of  five  companies,  advantage- 
ously located,  and  equipped  with  three  American  LaFrance  Pumpers,  one 
Ward  LaFrance  Flood  Light  Truck  and  Pumper,  an  aerial  truck  with  85 
foot  ladder,  a  City  Service  Truck  with  booster  pump,  two  Peter  Pirsch 
Combination  Booster  and  Squad  Wagons,  a  squad  and  chemical  car,  and 
an  ambulance. 

The  companies  are  entirely  volunteer,  only  the  drivers  of  the  appara- 
tus receiving  pay  from  the  Borough.  The  fire  houses  and  equipment 
are  owned  by  the  Borough,  and  under  the  care  of  the  Property  Committee 
and  the  Fire  Committee  of  the  Borough  Council. 

In  addition  to  the  above  mentioned  equipment,  the  town  is  complete- 
ly covered  by  the  Gamewell  Fire  Alarm  System,  consisting  of  60  fire 
alarm  boxes,  5  station  house  indicators  and  gongs,  and  one  general  alarm, 
all  storage  battery  operated.  Two  hundred  and  forty  latest  type  fire 
plugs  are  installed  at  the  most  advantageous  points. 

The  Department  answered  33  General  Alarms  sounded  by  the  Game- 
well  System  during  the  year.  In  addition  to  these  system  alarms,  the 
companies  responded  to  silent  alarms  and  individual  calls  as  follows: 

Friendship  Company   20 

Junior  Company    23 

Good  Will  Company    26 

Franklin    Company    21 

Cumberland  Valley  Company 20 

The  Franklin  Fire  Company  Community  Pumper  answered  59  calls 
for  rural  fires. 

The  fire  loss  in  the  Borough  of  Chambersburg  for  1943  was 
$164312.00. 

The  Good  Will  Ambulance  responded  to  1,091  calls  during  the  year. 

14 


o? 

w 

w 


w 

3 
w 
w 


STREET  DEPARTMENT 

On  March  30,  1734,  Benjamin  Chambers  was  given  a  grant  to  take, 
settle,  and  improve  400  acres  of  land  at  the  mouth  of  the  Falling  Spring 
and  the  Conococheague  Creek,  but  this  tract  was  not  sub-divided  until 
1764  when  it  was  laid  out  as  a  town  and  called  Chambers  Town,  which 
name  was  changed  to  Chambersburg  when  Franklin  County  was  erected 
in  1784. 

The  limits  of  the  town  at  that  time  were  on  the  North  by  the  Falling 
Spring;  on  the  East  by  Second  Street;  and  on  the  South  by  approximately 
Liberty  Street;  and  on  the  West  by  the  Conococheague  Creek. 

In  the  beginning  of  the  19th  Century  no  streets  had  been  graded  or 
paved,  although  each  property  owner  was  required  to  maintain  a  walk 
in  front  of  his  own  property.  The  original  plan  of  the  inhabitants  was 
to  make  Second  Street  the  principal  business  street,  but  this  was  changed 
to  Main  Street  after  considerable  influence  was  exerted  by  those  property 
owners. 

Prior  to  1813,  the  Lincoln  Highway  and  Main  Street  were  repaired 
by  the  Turnpike  Company,  by  turnpiking,  which  consisted  of  placing  one 
foot  of  broken  stone  covered  with  gravel  and  clay.  The  first  record  of 
a  contract*  awarded  by  the  Borough  was  in  1813  to  repair  the  Lincoln 
Highway  and  Main  Street  near  the  "Diamond." 

The  first  covered  storm  sewer  was  built  in  Burkhart  Avenue  from 
Main  Street  to  the  Creek  in  1823.  This  sewer  had  an  inside  height  of 
4Y2  feet  and  a  width  of  3%  feet. 

The  extension  of  this  form  of  street  repairs,  grading,  and  sewers 
continued  with  some  modification  until  1912  when  the  present  brick 
paving  was  laid,  and  plans  adopted  to  continue  this  paving  four  blocks 
each  year.  This  plan  was  not  followed,  due  to  the  increased  cost  of 
materials. 

In  1918  a  general  plan  of  macadam  construction  and  surface  oiling 
was  adopted,  and  the  Lincoln  Highway  and  Main  Street  were  paved 
first  with  water-bound  macadam,  and  treated  with  road  oil.  This  is  the 
first  year  that  a  large  quantity  of  road  oil  was  used  as  a  maintenance  and 
construction  material.  Prior  to  this  time,  oil  was  used  as  a  dust  pre- 
ventive and  partially  paid  for  by  the  property  owners  abutting  on  the 
streets  treated. 

This  plan  was  continued  until  1927  and  1928,  when  the  Lincoln 
Highway  and  Main  Street  were  again  repaved  with  reinforced  cement 
concrete. 

Work  in  the  Street  Department  during  1943  consisted  principally 
of  the  maintenance  and  repair  of  highways,  bridges  and  storm  sewers. 
Some  construction  work  was  done,  but  only  that  which  had  been  started 
or  was  considered  necessary,  due  to  war  time  restrictions.  In  addition 
to  this  work  a  considerable  amount  of  labor  was  furnished  to  various 
other  departments  of  the  Borough.  The  following  construction  work 
was  completed  during  1943: 

Street  Construction:  The  following  streets  were  paved  with  water- 
bound  macadam,  oil  treated: 

Highland  Avenue         —East  of  South  Fourth   Street    .  .    1,065  Sq.  Yds. 

Wilson  Avenue  — Ohio   to   Hudson   Avenue    1,964  Sq.  Yds. 

Loudon  Street  — Uglow  Property  to  Forbes  Alley  1,360  Sq.  Yds. 

Pennsylvania   Avenue — Wilson  Avenue  to  Edgar  Avenue  1,748  Sq.  Yds. 

Total     6,137  Sq.  Yds. 
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Alley  Construction:  Sections  of  four  alleys  were  paved  with  maca- 
dam having  a  total  area  of  1,446  Sq.  Yards.  Sections  of  four  alleys  were 
paved  with  cement  concrete  having  a  total  area  of  1,304  Sq.  Yards. 

Storm  Sewer  Construction: 

South  Second  Street   18"  Concrete  Pipe .   259  Lin.  Ft. 

Center  Street    18"  Concrete  Pipe   164  Lin.  Ft. 

Across  Zuckerman  Lot 18"  Concrete  Pipe .   303  Lin.  Ft. 

Total    726  Lin.  Ft. 

The  following  schedules  are  designed  to  show  the  progress  of  con- 
struction in  the  Street  Department  during  the  past  twenty-five  years: 

STREET   SURFACES 
1918  1943 

Square  Yards  Type  Square  Yards 

3,850 Oil  Treated  Water-Bound  Macadam   442,476 

0 Oil  Treated  Bituminous   Macadam    46,515 

0 Reinforced  Cement  Concrete 72,663 

14,712 Brick  on  Cement  Concrete  Base 14,712 

0 Bituminous    Concrete    12,935 

587,565 Unpaved    18,816 

Total— 608,117  Square  Yards,  or  31.39  Miles  of  Highways,  1943. 

ALLEY    SURFACES 
1918  1943 

Miles  Type  Miles 

0 Reinforced  Cement  Concrete 1.93 

0 Bituminous   Concrete    3.67 

0 Oil  Treated  Macadam 7.20 

4.10 Stone  and  Macadam    8.27 

17.50 Clay,  Slate,  or  Not  Opened 1.36 

Total— 22.0  Miles. 

UNDERGROUND   SURFACE  WATER  DRAINS 
1918  1943 

Linear  Feet  Type  Linear  Feet 

2,610 12"  Terra  Cotta  Pipe   2,610 

200 18"  Terra  Cotta  Pipe   4,380 

0 15"  Terra  Cotta  Pipe   260 

2,650 24"  Terra  Cotta  Pipe   4,993 

0 36"  Terra  Cotta  Pipe   452 

0 12"  Concrete  Pipe    831 

0 15"  Concrete  Pipe    350 

0 18"  Concrete  Pipe    2,979 

775 24"  Concrete  Pipe    2,514 

0 36"  Concrete  Pipe   800 

0 18"  Iron  Pipe    1,050 

0 3'  x  2.5'  Cement    Concrete    Box    1,662 

0 4'  x  3'  Cement  Concrete  Box  1,467 

0 3'  x  3'  Cement  Concrete  Box   8,385 
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0 4'  x  4'  Cement  Concrete  Box  6,726 

0 2'  x  2'  Cement  Concrete  Box  150 

0 1.5  ■  x  3.5'  Cement  Concrete  Box   720 

0 1.75'  x  3.5'  Cement  Concrete  Box   113 

0 1.5'  x  4.5'  Cement  Concrete  Box 252 


,235 Totals    40,694 

31 Inlets     315 


ENGINEERING   DEPARTMENT 

The  office  of  the  Engineer  in  the  Borough  of  Chambersburg  was  crea- 
ted by  Ordinance  adopted  by  the  Council  on  June  14,  1909. 

The  Council  appoints  the  Borough  Engineer,  and  determines  who 
shall  be  his  assistants. 

The  duties  of  the  Engineer  are  to  furnish  engineering  services  to  the 
various  departments  of  the  Borough;  to  have  charge  of  all  property  not 
under  the  supervision  of  the  Manager  of  Utilities;  to  have  supervision 
over  the  Street  Department,  Parks  and  Playgrounds  Department,  and 
the  Garbage  and  Refuse  Collection  Department,  and  to  report  monthly 
to  the  council  on  all  works  completed  under  his  supervision. 

The  general  duties  of  the  office  of  the  Engineer  are  to  make,  supply 
and  preserve  copies  of  plans,  specifications,  estimates,  maps,  charts,  pro- 
files, etc.;  to  keep  records  of  the  location  of  water,  sewer  and  gas  mains; 
and  to  perform  clerical  work  incidental  to  the  departments  under  the 
Engineer's  supervision. 


MUNICIPAL  MARKET 

The  first  Market  House  and  Town  Hall  was  erected  in  Chambersburg 
in  1830  on  land  purchased  from  Andrew  Hemphill  and  Ruth,  his  wife,  on 
May  3,  1830,  for  $630.00.  This  lot  had  a  frontage  on  Queen  Street  of 
64  feet  and  a  depth  on  Second  Street  of  110  feet.  Apparently  there  was 
some  doubt  of  the  construction  as  one  of  the  provisions  of  the  sale  of  the 
ground  provided  that  if  a  Market  House  or  Town  Hall  was  not  erected 
until  April  1,  1833,  Hemphill  could  repurchase  the  ground  at  the  same 
price  that  he  received. 

The  Market  House  and  Town  Hall  was  enlarged  later  in  1874.  Dur- 
ing 1930  other  alterations  were  made  when  additional  office  space  was 
required  and  after  interest  in  the  market  had  decreased  to  such  an  extent 
that  ample  room  still  remained  to  conduct  this  market.  However,  when 
the  market  session  was  changed  to  Friday  afternoons  and  evenings  a 
considerable  increase  in  attendance  resulted  and  the  demand  for  larger 
quarters  and  parking  facilities  was  apparent. 

At  a  meeting  of  the  Burgess  and  Town  Council  held  on  November 
12,  1940,  the  preparation  of  plans  for  a  new  market  building  to  be  loca- 
ted on  South  Third  Street  was  authorized  and  on  April  15,  1941,  the 
general  contract  was  awarded.  The  first  market  was  held  on  November 
7,  1941,  in  the  completed  structure. 
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The  building  is  one-story,  150  feet  long  and  50  feet  wide  with  a  full 
basement.  The  entire  construction  is  of  concrete  foundations  and  brick 
walls  faced  with  glazed  tile  in  the  market  room.  Steel  trusses  support 
the  roof  which  provides  a  ceiling  height  of  twenty  feet  in  the  center  and 
fifteen  feet  on  the  sides.  Fluorescent  lighting  is  provided  for  the  mar- 
ket room,  concrete  walks  are  laid  on  three  sides  of  the  building,  and  a 
macadam  paved  parking  lot  to  accommodate  fifty  cars  is  provided  on  the 
North  side. 

The  Municipal  Market  was  in  operation  for  the  full  year  with  a  large 
attendance  at  all  Friday  markets  but  with  very  few  dealers  or  buyers 
attending  the  Tuesday  markets,  with  the  result  that  the  Tuesday  mar- 
kets were  eventually  discontinued. 

From  November,  1941,  to  May,  1942,  there  were  40  dealers  renting 
396  linear  feet  of  space.  From  May,  1942,  to  November,  1942,  there  were 
30  dealers  renting  318  linear  feet  of  space,  and  from  November  1,  1942, 
to  May  1,  1943,  there  were  28  dealers  renting  318  linear  feet  of  space,  and 
on  January  1,  1944,  there  were  34  dealers  renting  a  total  of  303  linear 
feet  of  space,  leaving  a  total  of  333  linear  feet  of  space  available  for  use. 
The  decrease  in  the  number  of  dealers  attending  market  was  to  be  ex- 
pected due  to  rationing,  labor  shortage  and  other  wartime  conditions. 

The  Franklin  County  and  Borough  Control  Center  is  located  in  a 
portion  of  the  basement  of  this  building  and  the  balance  of  the  base- 
ment is  being  used  as  a  recreation  center,  mention  of  which  will  be  found 
under  report  of  the  Playground  Department. 

The  total  cost  of  the  Market  Room  and  equipment  was  $28,686.35; 
the  total  cost  of  the  basement  was  $13,500.18;  making  the  total  value 
of  the  building  $42,186.53. 

Operating  costs  of  the  market  were  as  follows: 

November  1,  1941,  to  December  31,  1942 $1,927.64 

January  1,  1943,  to  December  31,  1943 1,506.41 

Total  Operating  Expenses  $3,434.05 

Income  from  the  rental  of  space  to  dealers  was  as  follows: 

November   1,   1941,   to   December  31,    1942    $2,333.75 

January  1,  1943,  to  December  31,  1943   1,343.50 


Total   Receipts    $3,677.25 


GARBAGE  AND  REFUSE   COLLECTION 

Effective  April  1,  1943,  the  Borough  of  Chambersburg  acquired  the 
business  of  the  Chambersburg  Sanitary  Garbage  Disposal  Company. 
This  company  and  another  private  operator  were  the  two  largest  col- 
lectors of  garbage  and  refuse,  taking  care  of  the  majority  of  this  work 
in  the  Borough. 

In  order  to  prevent  a  serious  breakdown  in  this  type  service  the 
Borough  purchased  this  business  upon  the  determination  of  the  owners 
to  discontinue  operating,  and,  after  decision  of  the  other  private  collec- 
tors that  they  were  not  equipped  and  did  not  elect  to  take  over  this  busi- 
ness. 
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For  the  business  and  equipment  of  the  Chambersburg  Sanitary  Gar- 
bage Disposal  Company  the  Borough  paid  $4,500.00,  and  in  addition  made 
capital  expenditures  in  the  amount  of  $2,666.55  for  equipment  to  effi- 
ciently conduct  the  business. 

Under  a  revised  ordinance  adopted  by  the  Borough  Council  the  neces- 
sary rules,  regulations  and  rates  were  established.  Household  rates 
are  $1.00' per  month  for  the  removal  of  the  garbage  and  rubbish,  $1.25 
per  month  for  garbage,  rubbish  and  ashes,  provided  in  both  cases  all 
materials  are  placed  on  the  first  or  ground  floor  of  the  property  for  col- 
lection; and  $2.00  per  morth  for  removal  of  garbage,  rubbish  and  ashes 
from  the  cellar  of  the  property.  Commercial  rates  are  by  separate  con- 
tract, based  upon  amount  of  material  to  be  removed. 

For  the  nine  months  period,  April  1  to  December  31,  1943,  that  the 
Borough  operated  this  business  a  total  of  950  residential  and  55  com- 
mercial customers  were  served.  Receipts  for  this  period  amounted  to 
$10,036.59;  and  maintenance  and  operating  expenditures  for  the  same 
period  amounted  to  $9,189.76. 


PUBLIC    COMFORT    STATION 

A  Public  Comfort  Station  was  built  by  the  Borough  of  Chambers- 
burg and  the  Commissioners  of  Franklin  County  in  1932  at  a  total  cost 
of  $10,689.03,  and  is  maintained  jointly  by  them.  The  operation  costs 
and  repairs  are  divided.  In  1943  the  costs  were  $1,797.77.  of  which  the 
Borough  paid  $898.90.  In  addition,  the  Borough  furnished  water  and 
electricity  in  the  amount  of  $482.62,  and  the  County  Commissioners  fur- 
nished heat  and  janitor  service  without  charge. 

Two  attendants  are  employed,  and  are  on  duty  each  day  during  the 
hours  of  operation  to  maintain  order  and  keep  the  station  in  an  orderly 
and  sanitary  manner. 

The  use  made  of  this  station  has  greatly  exceeded  the  estimates  made 
by  the  original  promoters,  and  the  records  show  that  more  than  2,000  per- 
sons attended  this  station  in  one  day. 


PARKS    AND    PLAYGROUNDS 

The  Burgess  and  Town  Council  at  the  present,  as  well  as  those  in 
the  past,  recognized  leisure  time  activities  and  recreation  as  an  essen- 
tial governmental  function  and  have  adopted  a  plan  for  expansion  and 
improvement  that  will  eventually  provide  for  Chambersburg  a  system  of 
Parks,  Athletic  Fields,  Playgrounds,  and  Play  Areas  to  conform  to 
standards  set  by  the  National  Recreation  Association. 

The  playground  system  was  started  through  the  efforts  of  churches, 
civic  organizations  and  citizens  who  together  formed  small  associations 
to  secure  sites,  equipment  and  voluntary  supervision  for  play  areas  for 
small  children.  Much  of  their  equipment  was  made  by  members  of  these 
associations  and  by  funds  for  materials  secured  from  festivals  and  con- 
tributions. As  the  value  of  these  areas  were  proven,  the  demand  for 
expansion  increased  and  the  Borough  of  Chambersburg  then  assumed  the 
obligations  of  maintenance  and  operation,  assisted  by  the  various  citi- 
zens' committees. 
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The  present  playground  program  is  designed  for  a  twelve-week 
period  during  the  months  of  June,  July,  and  August  and  is  under  the 
direction  of  the  Parks  and  Playgrounds  Committees  of  the  Town  Coun- 
cil, together  with  the  Borough  Engineer,  Playground  Supervisor,  seven 
girl  leaders  and  an  Athletic  Director. 

The  playground  system  consists  of  three  combination  athletic  fields 
and  playgrounds  and  four  play  areas  distributed  over  the  Borough  at 
locations  as  accessible  as  possible  to  the  more  densely  populated  sections-. 

In  order  to  help  meet  the  need  of  a  year  around  recreational  pro- 
gram, a  Recreation  Center  was  opened  on  March  1,  1943  in  the  base- 
ment of  the  Municipal  Market  Building,  under  sponsorship  of  the  Denart- 
ment  of  Parks  and  Playgrounds.  The  center  was  open  only  during  the 
winter  months,  on  Monday,  Tuesday,  Thursday  and  Friday  evenings  of 
each  week  from  7:00  to  9:30  o'clock.  Wednesdays  were  kept  open  and 
practically  all  of  these  days  were  made  use  of  by  organizations  spon- 
soring recreational  events.  The  regular  program  of  activities  was  under 
the  supervision  of  the  Supervisor  of  Playgrounds. 

The  colored  asphalt  tile  floor,  acoustical  tile  ceiling,  painted  walls, 
furniture  and  equipment,  consisting  of  ping-pong  tables,  shufileboard 
court,  game  tables,  piano,  combination  radio  and  record  player,  etc., 
make  a  very  attractive  game  and  recreation  room.  The  center  proved 
very  popular  with  more  than  3,000  persons  making  use  of  its  facilities 
according  to  attendance  figures  kept  by  the  supervisor. 


HISTORY   OF   THE   CHAMBERSBURG   HEALTH   BOARD 

The  first  meeting  of  the  Chambersburg  Health  Board  was  held  in 
Council  Hall,  September  26,  1893.  The  following  men — Dr.  Johnston 
McLanahan,  A.  J.  White,  J.  Brua  Hoyer,  and  George  Denton  were  sworn 
in  as  members  by  Burgess  George  A.  Wood.  Dr.  John  A.  Bouse  was  ap- 
pointed Health  Officer. 

Dr.  Johnston  McLanahan  was  elected  President  of  the  Board,  which 
office  he  held  until  October  3,  1912. 

Among  the  first  duties  of  the  Board  were  the  enacting  of  local  sani- 
tary measures  which,  in  conjunction  with  the  State  regulation,  began 
functioning  shortly  after  its  inception. 

The  Health  Board  was  the  outcome  of  an  Act  of  the  General  As- 
sembly of  May  9,  1893,  authorizing  Chambersburg  such  a  Board. 

The  duties  of  the  Health  Board  have  varied  with  conditions  of  the 
times,  but  the  main  actions  have  always  been  the  maintaining  of  sani- 
tary health  measures  concerning  the  public. 

Contagious  diseases  and  their  control  have  always  been  one  of  the 
chief  duties  of  the  Health  Board. 

Other  duties  are  seeing  that  the  milk  supply  is  brought  to  the  con- 
sumer in  the  best  possible  condition  as  a  palatable,  healthful  product, 
free  of  preservatives  or  adulterations,  issuing  of  health  certificates  to 
those  who  work  or  are  employed  in  restaurants,  drug  stores,  hotels,  eat- 
ing houses,  etc.,  nuisances  affecting  the  public  are  corrected,  and  the 
general  civic  conditions  of  the  city  are  observed. 

During  the  year  1943,  254  cases  of  contagious  diseases  were  re- 
ported to  the  Board  of  Health.  Two  hundred  and  ninety-eight  common 
nuisances  were  reported  to  the  Board  of  Health,  which  were  investigated 
by  the  Health  Officer  and  removed  or  remedied.  Twenty-one  connec- 
tions were  made  to  the  Sanitary  Sewer  System  during  the  year  1943. 
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In  addition,  5  Septic  tanks  were  installed  in  the  Borough  of  Chambers- 
burg.  Five  hundred  and  fifty-five  Health  Certificates  were  issued  to  'all 
hotels,  restaurants,  drug  stores,  ice  cream  parlors,  eating  houses,  tap 
rooms  and  all  milk  dealers  on  July  1st  and  on  December  31st,  1943. 
Seven  permits  were  granted  to  all  milk  dealers.  The  Health  Officer 
made  1547  calls  during  the  year.  Nineteen  permits  were  issued  to  haul- 
ers of  garbage  and  refuse.  During  the  year  1943  an  average  of  30  loads 
of  refuse,  etc.,  was  received  daily  at  the  Borough  of  Chambersburg  in- 
cinerator and  dump,  located  on  the  Borough  Farm,  and  was  properly 
placed  and  disposed  of. 

Sediment  testing  of  milk  was  made  quarterly,  and  the  preservative 
test  made  annually. 

Anyone  whose  milk  registered  unsatisfactory  on  two  successive  test- 
ings were  refused  the  privilege  of  selling  milk  within  the  Borough  for 
local  distribution. 

The  Board  meets  the  last  Monday  of  each  month  in  regular  session 
with  additional  special  meetings. 

The  members  are  Dr.  B.  M.  Beattie,  President;  Dr.  L.  H.  Seaton, 
Mr.  John  ^.  Minehart,  Mr.  Paul  Walker,  Mr.  F.  Lester  Marshall,  and 
Mr.  Frank  J.  Croft,  Health  Officer  and  Secretary. 


HISTORICAL  SKETCH  OF  CHAMBERSBURG  SANITARY 
SEWER  DEPARTMENT 

When  the  Borough  of  Chambersburg  decided  in  1910  and  1911  to 
obtain  its  water  supply  from  the  State  Forest  at  Caledonia,  it  was  neces- 
sary to  obtain  a  permit  from  the  Pennsylvania  State  Health  Department, 
and  when  the  State  Health  Department  issued  this  permit,  it  granted  to 
Chambersburg  the  right  to  the  water  of  Birch  Run,  but  it  also  provided 
that,  for  this  right,  the  Borough  of  Chambersburg  was  to  install  a  Sani- 
tary Sewerage  System  with  a  proper  Disposal  Plant  of  a  capacity  suffi- 
cient to  take  care  of  the  town  for  twenty  years  to  come. 

The  same  Bond  Issue,  providing  funds  for  the  construction  of  the 
water  supply  line  between  the  mo  antain  and  Chambersburg,  provided 
also  for  sufficient  bonds  to  put  in  a  Sanitary  Sewerage  System  in  Cham- 
bersburg. This  system  was  constructed,  and  was  put  in  service  August 
1,  1912.  As  building  operations  developed  in  the  town,  new  laterals  have 
been  run,  and  at  the  present  time  the  entire  system- consists  of: 

LATERALS 

21.805  miles  8" 
6.636  miles  10" 
.263  miles  12"  . 
.23     miles  15" 
.074  miles  18" 


Total   29.008  miles 
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TRUNK   LINES 

238.0  feet  10" 
4,432.5  feet  12" 

2.138.3  feet  15" 

3.099.4  feet  18" 
4,014.9  feet  24" 

1,631.2  feet  20"  x  30"  concrete 


Total   15,554.3  feet 

At  the  present  time  there  is  a  total  of  168,824.76  feet,  or  31.97  miles 
of  sewers,  126  Flush  Tanks,  765  Manholes,  and  3315  buildings  are  con- 
nected with  the  system. 

There  are  no  charges  for  sewer  service  rendered  by  the  Borough  of 
Chambersburg,  and  this  is  a  rather  outstanding  achievement  when  you 
stop  to  think  that  charges  for  sewer  service  run  from  $8.00  to  $36.00  per 
year  in  the  state  of  Pennsylvania. 

The  State  Health  Department  insists  on  a  very  high  standard  of 
quality  for  the  effluent  from  the  Disposal  Plant,  and  weekly  reports  are 
made  to  the  Department  showing  each  day's  operation. 

Due  to  the  inability  to  procure  the  proper  materials  in  sufficient 
quantities,  on  account  of  restrictions  of  the  War  Production  Board,  there 
were  no  sanitary  lateral  sewers  constructed  during  the  year  1943. 

The  total  sewage  handled  at  the  Sanitary  Sewerage  Disposal  Plant 
during  1943  was  481,909,229  gallons.  The  total  cost  for  the  operation 
and  maintenance  of  the  plant  during  the  year  1943  was  $16,445.81.  The 
average  cost  for  handling  the  sanitary  sewage  during  1943  was  3.41  cents 
per  1,000  gallons. 


ANNUAL   REPORT   OF   THE    PLUMBING   INSPECTOR 

During  the  year  the  Plumbing  Inspector  had  submitted  to  him  99 
sets  of  plans  covering  plumbing  and  house  and  building  drainage  for 
his  approval.  He  inspected  and  tested  the  plumbing  and  fixtures  in  9 
new  buildings  covering  70  fixtures,  and  inspected  and  tested  the  soil,  vent, 
and  drain  pipes  in  18  new  buildings  covering  96  fixtures.  There  were 
27  buildings  converted  into  apartments,  which  involved  approval  of  plans, 
inspection,  testing  and  approval  of  113  fixtures.  There  were  46  altera- 
tion projects,  involving  the  approval,  inspection  and  testing  of  168 
fixtures.  There  were  55  major  repair  jobs,  which  required  the  inspection 
and  approval  of  55  fixtures.  The  Plumbing  Inspector  inspected  26  drink- 
ing fountains,  3  vacuum  breakers,  7  gas  water  heaters,  and  480  sand 
trap  inspections  were  made.     All  of  this  involved  1,065  inspection  trips. 
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STATEMENT   OF   RECEIPTS   AND   EXPENDITURES   OF 

THE  BOROUGH  OF  CHAMBERSBURG,  PENNSYLVANIA, 

FROM  JANUARY  1st,  1943,  TO  JANUARY  1st,  1944 

Receipts 

Balance   in   Treasurer's   Account 

January  1,  1943    $     5,196.75 

Edgar  W.  Diehl,  1943-1944   Tax 

Duplicate     $     7,317.43 

Edgar  W.  Diehl,  1942-1943   Tax 

Duplicate     199.37 

Edgar  W.  Diehl,  1940-1941   Tax 

Duplicate 72.85 

$     7,589.65 


Licenses,  Peddlers           $          83.00 

Licenses,  Beverages      4,225.00 

Sewer   Permits    62.51 

Building    Permits     26.00 

Digging  Permits   1.00 

Plumbers    License     16.00 


Parking  Meter  Fines   $     1,623.00 

Miscellaneous    Fines    447.00 


4,413.51 


2,070.00 


Market  Master    1,343.50 

Tax  Liens  and  Interest 1,614.19 

Ambulance    Collections    885.60 

Pole    Tax    233.80 

Street  Paving  Liens  and  Interest  $        359.63 

Sale  of  Materials    428.20 

Rental  of  Equipment   300.25 

Resurfacing   Private   Driveways, 

Parking  Lots  and  Streets 838.40 

Construction   of   Concrete   Curbs 

and  Sidewalks    182.49 

Extension  of  Gas  Mains    10.00 

Sale  of  Lot    440.00 

Miscellaneous   Street    8.80 

2,567.77 

Rental  of  Borough  Farm   240.00 

Sewer  Liens  and  Interest 1,654.75 

Rental  of  Henninger  Field    198.03 

Insurance    Refund    1,937.45 

Parking  Meter  Receipts    15,308.37 

Parking  Meter  Repairs     57.36 

Garbage     Refuse     Collection 

Service     9,986.59 

Miscellaneous  General     Borough  930.65 

Miscellaneous  Police  Department  165.72 

Miscellaneous  Sewer  Department  37.12 
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Miscellaneous  Fire      Department  100.18 

Miscellaneous  Engineering  De- 
partment   30.25 

Transfer     from     Electric     Light 

Department     198,000.00 


$254,561.24 


Expenditures 
Salaries 

Clerks    and    Bookkeepers,    less 

Withholding   Tax    $     4,376.80 

Borough  Engineer,  less  With- 
holding Tax    3,098.41 

Drafting  Department,  less  With- 
holding   Tax     4,586.84 

Treasurer,  less  Withholding  Tax  270.00 

Borough  Attorney,  less  With- 
holding Tax    1,477.50 

Burgess      360.00 

Auditors     375.00 

Market  Master,  less  Withhold- 
ing   Tax    1,526.31 

Plumbing  Inspector,  less  With- 
holding Tax    1,714.00 


Board  of  Health 

Salary,  less  Withholding  Tax   ,  .      $     1,715.40 

Supplies     266.15 

Police  Department 

Salaries,    less    Withholding    Tax     $  24,783.84 
Salaries,     Emergency    Police 

Guards     15,654.35 

Equipment   and   Supplies    ......  731.79 

Maintenance    and    Repairs    to 

Motor  Equipment    514.75 

Uniforms     1,204.70 

Telephone  and  Telegraph   248.44 

Traffic    Signs,    Signals    and    Re- 
pairs       849.23 

Fuel    145.04 

Gas  and  Oil    643.41 

Maintenance     and      Repairs      to 

Building     216.13 

Insurance    150.70 

Advertising     89.05 

Extra   Labor    60.00 

Emergency   Lighting    684.07 

New  Motor  Equipment    1,188.00 

New  Radio  Equipment    3,093.13 

Miscellaneous     68.17 
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$  17,784.86 


$     1,981.55 


50,324.80 


Parking  Meter  Account 

Salaries,  less  Withholding  Tax  .  $     4,780.32 

Rent  of  Parking  Lot   150.00 

Removal    of    Snow,    Maintenance 

of  Parking  Meters,  etc 2,472.36 


Street  Department 

Maintenance  of  Streets : 

Patching    ....... $     3,923.54 

Surface  Oiling   12,498.27 

Sweeping  and  Cleaning 4,380.91 

Operating    Motor    Sweeper    .  .  2,106.40 

Snow  Removal   2,029.56 

Miscellaneous     615.59 

Maintenance  of  Alleys: 

Patching    $     2,283.48 

Dust  and  Weed  Control  1,046.46 

Miscellaneous      696.39 

Maintenance  and  Repairs: 

Storm   Sewers    $        526.73 

Bridges 331.19 

Operation  —  Garage     2,160.30 

Purchase  and  repairs  to  tools  583.83 
Operation    and    Repairs    to 

Equipment    :    3,043.55 

Engineering  and  Supervision  .  22.00 

Insurance  and  Office  Supplies  742.69 
Maintenance    and    Repairs    to 

Properties    10.00 

Back-filling  Ditches    919.76 

Construction  of  Streets     9,994.13 

Construction  of  Alleys     4,749.40 

Construction  of  Storm   Sewers  1,331.76 

Purchase  of  Major  Equipment  2,774.41 


Disposal  Plant 

Salary,  less  Withholding  Tax   .  .      $•■    1,073.52 

Withholding   Tax    100.08 

Office  Supplies   175.97 

Insurance      on      Buildings      and 

Equipment    931.37 

Labor  at  Pump  House    6,539.84 

Gasoline     29.27 

Oil,  Waste  and  Packing 2.60 

Chlorine  —  Chemical     Treatment  996.14 

Lamps 1.68 

Fuel  and  Fuel  Oil    .  .    97.33 
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7,402.68 


$  56,770.35 


Maintenance  and  Repairs,  Build- 
ings  and   Grounds    696.15 

Maintenance  and  Repairs,  Pumps  20.53 

Maintenance  and  Repairs,  Tools 

and  Instruments    32.14 

Maintenance  and  Repairs,  Tanks 

and  Filter  Beds   1,760.32 

Maintenance  and  Repairs,  Sludge 

Beds      1,544.23 

Maintenance  and  Repairs,  Elec- 
trical Equipment 23.69 

Maintenance  and  Repairs,  Truck  26.70 


$  14,051.56 


Fire  Department 
No.  1     Friendships: 

Driver's  Salary   $     2,538.09 

Supplies     179.56 

Repairs  to  Equipment     115.72 

Repairs  to  Building     24.70 

Telephone      25.80 

Laundry    '. 4.20 

Coal    190.62 

Insurance    34.21 

Gas   and   Oil    48.26 

Miscellaneous     38.84 


$     3,200.00 


No.  2     Juniors: 


Driver's    Salary    $     5,132.68 

Supplies     181.88 

Repairs  to  Equipment     344.95 

Repairs  to  Building     738.09 

Telephone    37.80 

Laundry    13.90 

Coal 134.85 

Insurance    54.06 

Gas  and  Oil 44.22 

Miscellaneous     37.63 


$     6,720.06 


No.  3     Good  Wills: 


Driver's   Salary     $     6,385.26 

Supplies     152.41 

Repairs  to  Equipment     343.13 

Repairs  to  Building     28.31 

Telephone    25.80 

Laundry     28.02 

Coal    159.50 

Insurance      54.05 

Gas  and  Oil   48.24 

Miscellaneous     45.37 
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$     7,270.09 


No.  4     Franklin: 

Driver's  Salary   $     4,273.07 

Supplies     199.83 

Repairs  to  Equipment     410.93 

Repairs  to  Building     145.74 

Telephone      27.60 

Laundry 12.22 

Coal    166.12 

Insurance    54.05 

Gas  and  Oil 35.98 

Miscellaneous      41.03 


No.  5     Cumberland  Valley: 

Driver's    Salary    $     2,538.06 

Supplies     50.36 

Repairs  to  Equipment     200.26 

Repairs  to  Building     7.40 

Telephone      25.80 

Laundry    1.79 

Coal    64.00 

Insurance    34.20 

Gas  and  Oil   '.  29.52 

Miscellaneous     22.52 


General  Fire  Department 

Maintenance    and    Repairs    to 

Alarm    System    $        725.29 

Purchase  of  South  Second  Street 

Plot    ...  7,462.50 

Miscellaneous     201.36 


Sewers 

Salaries,  less  Withholding  Tax  .  $     1,135.80 

Maintenance   and   Repairs    5,055.04 

Extension  of  Sewers    89.72 


Garbage  and  Refuse 
Collection  Service 

Salaries  and  Wages   $     7,523.59 

Purchase    of    Trucks,    Operation 

and  Maintenance   8,648.63 


Miscellaneous 

Office    Supplies,    Printing    and 

and    Postage    $     2,012.34 

Supplies,  Engineering  Depart- 
ment       877.42 

Maintenance,   City  Hall    '.  1,894.82 
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$     5,366.57 


$     2,973.91 


$     8,389.15 


$     6,280.56 


$  16,172.22 


Municipal  Market,  Operation  and 

Maintenance     4,747.90 

Insurance  —  Fire,    Accident    and 

Compensation     2,351.12 

Maintenance     and     Operation 

Parks  and  Playgrounds   6,619.29 

Improvements,  Parks  and  Play- 
grounds      1,214.05 

Premium,  Surety  Bond    266.25 

Coyle  Free  Library,  Appropria- 
tion       3,500.00 

Maintenance  of  Ambulances   ....  801.25 

Telephone      408.37 

Maintenance  of  Comfort  Station  903.46 

War    Damage    Insurance    1,513.07 

Expense,  Defense  Council,  and 
one-third  cost  of  manning  con- 
trol  center    2,011.46 

Withholding  Tax  on   Salaries    .  .  2,302.65 
Salary,  Caretaker  of  Incinerator  1,270.00 
Maintenance  of  Incinerator    ....  56.00 
Maintenance  of  Road  to  Incinera- 
tor       143.58 

Telephones,     Secretary     and 

Plumbing    Inspector     61.14 

Appropriation,  Spanish  Ameri- 
can War  Veterans    75.00 

Dues,  Borough  Association    ....  33.00 
Expenses,    Borough    Officials    at 

Convention      434.31 

Recording  Liens,  Legal  Expenses  264.95 

Maintenance    of    Borough    Farm  175.50 

Expenses,  Clean-Up    Week    ....  340.19 

Expenses,  Salvage  Projects    ....  138.34 

Fire  Insurance  Tax  Refund   ....  1,937.45 

Tax  Collector's  Expenses    71.13 

Borough   Solicitor's   Expenses    .  .  68.97 
Retaining  Wall,  Coyle  Library  .  .  39.25 
Engineering  —  Accounting      Ser- 
vices        3,400.00 

Tax  Collector's  Commissions    .  .  .,  242.88 

Transfer  to  Borough  Fire  Fund  5,000.00 

Miscellaneous      140.43 

Balance  in  hands  of  Treasurer 
January  1,  1944    


$  45,315.57 


$250,003.93 
4,557.31 


$254,561.24 
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BOROUGH    FIRE   FUND 

January  1,  1943,  Balance  in  Fire 

Fund     $  19,556.78 

$3,000.00    Borough    of    Mercers- 
burg  Bonds   (Called)    3,000.00 

$2,000.00    Borough    of    Mercers- 
burg   Bonds    2,000.00 

Transfer  from  General  Borough 

Account    5,000.00 

Interest   from    Time    Certificates  211.63 

Interest  —  Coupons    Mercersburg 

Bonds     148.78 

$50,000.00  U.   S.  Savings  Bonds, 

Series  "F"    37,000.00 

<i»   cc  91 7  19 

$2,000.00    Borough    of    Mercers- 
burg  Bonds    $     2,000.00 

$50,000.00    U.    S.    War    Savings 

Bonds,  ^Series  "F"    37,000.00 

Balance   in    Fire    Fund    Account 

January  1,  1944    27,917.19 

$  66,917.19 

TAX    COLLECTOR'S   ACCOUNT 

Borough        Bond        Borough        Bond  Total 

Dr. 

Duplicate,  1928- 
1929    as    shown 

by  Auditor'  Re-  / 

port  January  1, 
1943' $      202.62 

Cr. 

Exonerations  al- 
lowed by  Coun- 
cil      202.62 

Dr. 

Duplicate  1940- 
1941  Taxes, 
shown  by  Audi- 
tors' Report 
January  1,  1943  •         $        80.29  $      293.22 

Cr. 

Amount     paid  N 

Treasurer  by 
Edgar  W.  Diehl, 
Collector     $        72.85  $      270.91 

Tax  Liens  Entered  7.19  21.55 

Exonerations  al- 
lowed by  Coun- 
cil       .25  .76  80.29  293.22 
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Borough         Bond         Borough         Bond  Total 

Dr. 
Duplicate    1941- 

1942  Taxes, 
B  al  a  nee  as 
shown  by  Audi- 
tors'     Report 

January  1,  1943  144.33  433.05 

Cr. 

Tax  Liens  Entered  3.68  11.03 

Balance  outstand- 
ing January  1, 
1944     $      140.65  $      422.02 

Dr. 

Duplicate     1942- 

1943  Taxes, 
Balance  as 
shown  by  Audi- 
tors'    Report 

January  1,  1943  $      284.01  $      871.78 
Penalty   Added    .  .  9.26  29.74  $      293.27  $      901.52 

Cr. 

Amount     paid 

Treasurer     by 

Edgar  W.  Diehl, 

Collector     $      199.37  $      620.37 

Tax  Liens  Entered  7.15  21.42  206.52  641.80 

Balance  outstand- 
ing January  1, 
1944,  and  ac 
cepted  by  Coun- 
cil to  be  entered 
as  Liens    $        86.75  $      259.72 

Dr. 

Duplicate    1943- 

1944     8,060.75     24,183.21 

Cr. 

Amount  collected 
to  November  1, 
1943     $  7,233.63  $21,701.38 

Abatement  on 
amount  collec- 
ted to  Novem- 
ber 1,  1943   ....  380.71       1,142.17 

Collected  Novem- 
ber 1,  1943,  to 
January  1,  1944  83.80  248.28  $  7,698.14  $23,091.83 

Balance  to  be  col- 
lected January 
1,   1944    $      362.61  $  1,091.38 
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SUMMARY    TAX    DUPLICATE 

Borough         Bond  Total 

January  1,  1944,  Duplicate  1941-1942   .    $      140.65  $      422.02 
January  1,  1944,  Duplicate  1942-1943   .  86.75  259.72 

January  1,  1944,  Duplicate  1943-1944   .  362.61       1,091.38 

$      590.01  $  1,773.12  $  2,363.13 

BOND   DEPARTMENT 
Receipts 

Balance     in     hands     of     Treasurer 

January  1,  1943    $22,084.47 

Tax    Duplicate,    1943-1944,    Edgar    W. 

Diehl,    Collector    .    $21,949.66 

Tax    Duplicate,    1942-1943,    Edgar    W. 

Diehl,  Collector    620.37 

Tax    Duplicate,    1940-1941,    Edgar    W. 

Diehl,  Collector   270.91     22,840.94 

i- $44,925.41 

Expenditi      s 

Bonds    Redeemed     A3,000.00 

Interest  Paid    (Coupons)    \  4,493.00 

State  Tax   38.00 

Commission    Account    Corporate    Loa:  ! 

Report,  James  G.  Bietsch,  Treasure:  2.00 

Commissions,  Edgar  W.  Diehl,  Collector  730.88 
Balance  in  hands  of  Treasurer  January 

1,    1944    26,661.53 

$44,925.41 

BOND    DEPARTMENT  — SINKING    FUND 

Balance  in  Sinking  Fund  January  1,  1943   $  4,417.28 

Interest  Received 44.26 

$  4,461.54 

Balance  in  Sinking  Fund  January  1,  1944   $  4,461.54 

$  4,461.54 

TAX    LIENS 

Borough 
Borough        Bond       and  Bond   Interest         Total 

Balance  to  be  col- 
lected January 
1,   1943    $  1,840.44  $  2,421.04  $        27.33  $  4,288.81 

Liens     entered 

during    1943    ..  18.35  54.94  73.29 

Interest    collected, 

1943     $      334.73  334.73 


$  1,858.79  $  2,475.98  $       27.33  $      334.73  $  4,696.83 
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Amount    collected 

1943   457.83  751.02  334.73       1,543.58 


$  1,400.96  $  1,724.96  $        27.33  $  3,153.25 

Tax  Liens  not  re- 
vived        12.24  24.04  36.28 


Balance  to  be  col- 
lected January 
1,   1944    $  1,388.72  $  1,700.92  $        27.33  $  3,116.97 


LATERAL   SEWER   ASSESSMENTS 

Balance  to  be  collected  January  1,  1943 $        88.00 

Liens  entered  during  1943  $        88.00 


LATER         SEWER   LIENS 

Balance  to  be  collected  Janua       1,  1943 $  6,244.31 

Assessments  entered  as  Lient      88.00 

Interest  Accrued 381.40 

Costs  Accrued 61.85 


Collected  during  1943 $•  1,273.35 

Interest  collected   381.40 

Costs   collected    61.85 

Balance  to  be  collected  January  x,  1944 5,058.96 


$  6,775.56 


$  6,775.56 


PAVING    LIENS 

Balance  to  be  collected  January  1,  1943' $  1,233.74 

Interest  Accrued 140.12 

Cost  accrued 15.20 

— $  1,389.06 

Collected  during  1943   $      216.27 

Interest    collected    143.36 

Costs   collected    15.20 

Interest    exonerated    1.35 

Balance  to  be  collected  January  1,  1944 1,012.88 

$  1,389.06 

HARRY   R.    GEARHART, 
ALBERT    S.    HENNEBERGER, 
HERBERT  C.  KEEFER, 

Auditors. 
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HISTORICAL    SKETCH    OF    CHAMBERSBURG 
WATER    DEPARTMENT 

The  first  attempt  made  to  furnish  water  under  pressure,  to  the  citi- 
zens of  Chambersburg,  was  made  by  the  Chambersburg  Water  Company, 
of  which  Mr.  James  Riddle  was  President,  in  1817.  This  company  fur- 
nished water,  under  pressure,  through  a  wooden  pipe  system,  which  con- 
sisted simply  of  pine  logs  with  suitable  hole  bored  through  them  from 
end  to  end,  and  the  logs  fastened  together  end  to  end  by  a  heavy  brass 
tapered  ferrule.  Water  was  furnished  until  1875  or  1876.  The  pump' 
for  this  system  was  located  on  the  South  side  of  the  Falling  Spring  at  a 
point  almost  directly  in  line  with  the  buildings  of  the  Chambersburg 
Hospital,  and  the  dwelling  house  on  the  farm  now  owned  by  the  T.  B. 
Wood  Estate,  and  was  driven  by  a  water  wheel.  The  reservoir  was  loca- 
ted where  the  present  buildings  of  the  Chambersburg  Hospital  now  stand, 
and  during  the  construction  of  the  new  portion  of  the  Hospital,  traces 
of  the  old  reservoir  structure  were  uncovered,  and  some  of  the  old  wood- 
en pipe  was  dug  up.  The  pressure  under  which  this  water  was  furnished 
must  have^  of  necessity,  been  quite  low,  and  the  old  records  show  that 
the  system*,  as  a  whole,  was  not  satisfactory. 

On  March  1,  1875,  the  following  men  were  elected  to  the  Chambers- 
burg Town  Council:  W.  B.  Gilmore,  Jacob  H.  Miller,  Samuel  M.  Worley, 
J.  P.  Culbertson,  John  C.  Gerbig,  John  Suesserote,  Thomas  Cook,  and 
David  Harmony,  with  G.  W.  Nitterhouse  as  Burgess.  On  July  17,  1875, 
this  body  took  action  setting  Friday,  August  20,  1875,  as  an  election  day 
for  voting  on  a  bond  issue  not  to  exceed  $60,000,  for  the  purpose  of  erect- 
ing a  suitable  water  works.  This  election  was  duly  held,  and  the  official 
count  reported  at  a  special  meeting  of  Council  held  August  21,  1875,  was 
as  follows: 

In  favor  of  the  Bond  Issue  . 648 

Not  in  favor  of  the  Bond  Issue 317 

This  was  the  beginning  of  the  Borough  of  Chambersburg  entering 
into  the  business  of  supplying  water  to  its  citizens. 

Bids  were  received  for  the  necessary  equipment  on  September  25, 
1875,  and  the  contract  was  awarded  to  H.  P.  M.  Birkenbine  at  a  price  of 
$53,850.00  which  covered  a  one  million  gallon  pump,  boiler,  one  million 
gallon  reservoir,  28  fire  plugs,  5,400  feet  of  10  inch  pipe,  1,750  feet  of 
8  inch  pipe,  7,693  feet  of  6  inch  pipe,  and  18,500  feet  of  4  inch  pipe,  or  a 
total  of  6.3  miles  of  pipe.  It  is  a  matter  of  some  interest  to  note  that 
all  of  this  old  pipe  and  some  of  the  old  Birkenbine  fire  plugs  are  still 
in  service  in  Chambersburg  today. 

This  action  on  the  part  of  the  Borough  was  contested  by  the  Cham- 
bersburg Water  Company,  but,  in  the  end,  all  of  the  actions  of  Council 
were  upheld  by  the  Courts. 

This  first  pumping  plant,  constructed  in  1875-1876,  a  steam  operated 
one,  was  located  on  the  West  Bank  of  the  Conococheague  Creek  almost 
directly  opposite  the  foundry  of  the  Wolf  Company,  and  has  always  been 
known  locally  as  the  Birkenbine  Pumping  Plant.  In  1891,  a  water-driven 
pumping  plant  was  installed  at  the  C.  B.  Gish  Mill,  afterward  known  as 
Siloam,  and  another  reservoir  constructed  with  a  capacity  of  2,000,000 
gallons,  on  the  farm  of  Joseph  Horst.  A  2,000,000  gallon  steam  pump- 
ing plant  is  held  in  readiness  to  operate  at  Siloam,  and  can  be  placed  in 
service  in  ten  hours  in  an  emergency. 
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In  1910  and  1911,  the  Conococheague  Creek  at  Siloam,  as  a  source  of 
water  supply,  was  abandoned  by  the  Borough,  and  a  supply  brought  in 
by  gravity  from  the  State  Forest  at  Caledonia.  This  was  a  vast  improve- 
ment over  any  of  the  other  supplies  that  the  Borough  of  Chambersburg 
had  been  using  but  the  drought  of  1931,  1932,  and  1933  brought  very 
forcibly  to  the  attention  of  the  authorities  that  the  supply  might,  under 
certain  conditions,  become  quite  inadequate.  To  guard  against  any  short- 
age of  water  that  might  possibly  occur,  the  Borough  of  Chambersburg 
proceeded  to  build  a  storage  dam,  at  Caledonia  across  the  Birch  Run 
Valley,  which  holds  387,000,000  gallons  of  water.  This  dam  will  be  held 
entirely  full  at  all  times  for  emergency  purposes,  and  will  supply  the 
town,  when  using  2,000,000  gallons  of  water  per  day  for  193  days,  if 
there  was  not  a  drop  of  water  flowing  into  the  dam  in  all  that  time. 

During  the  dry  summer  and  fall  of  1943,  the  streams  were  so  low 
that  they  could  not  furnish  the  Borough's  demand  for  water,  and  the 
387,000,000  gallon  storage  was  drawn  on  for  150,500,000  gallons,  be- 
tween July  16,  1943,  and  January  29,  1944. 

Due  to  the  inability  to  procure  the  proper  materials  in  sufficient 
quantities,  on  account  of  restrictions  of  the  War  Production  Board,  there 
were  no  water  main  extensions  constructed  during  the  year  1943. 

•  The  total  cash  and  credits  in  this  Department  for  1943  were  $107,- 
024.46,  and  the  total  operating  and  non-operating  expenses  were  $35,- 
165.74,  including  depreciation  amounting  to  $13,033.20,  which  leaves  a 
total  gross  profit,  exclusive  of  interest  charges,  of  $71,858.72. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Account- 
ing and  Bookkeeping  System  was  installed  for  this  Department,  after 
the  making  of  a  complete  appraisal.  The  Reproduction  Value  New,  less 
Accrued  Depreciation,  as  of  December  31,  1943,  was  $1,145,849.93. 

PHYSICAL    DATA    OF    BOROUGH    OF    CHAMBERSBURG 

WATER  DEPARTMENT 

JANUARY  1,  1944 

Population  of  Borough 15,500 

(Census  Population — 15,005,  and  495  was  added  for  Schools  and  Colleges) 

Area  of  Water  Shed 17.75  Square  Miles 

Elevation  of  Impounding    Reservoir    .  .     1,091.75  Feet  above  Sea  Level 

Elevation  of  Intake  Dam 975  Feet  above  Sea  Level 

Elevation  of  Dull  Hill  Reservoir 801  Feet  above  Sea  Level 

Elevation  of  Horst  Reservoir    712  Feet  above  Sea  Level 

Elevation  of  Reservoir  Hill  Reservoir   707  Feet  above  Sea  Level 

Elevation  of  Memorial   Square    615  Feet  above  Sea  Level 

Total  Head  from  Intake  to  Town  360  Feet 

Present  24  Hour  Capacity  from  Michaux  State  Forest 
by  Gravity  with  40  Pounds  Average  Residual 
Pressure  in  Chambersburg 5,500,000  Gallons 

Emergency  Steam  Operated  Plant  at 

Siloam,  Capacity , 2,500,000  Gallons  in  24  Hours 

Storage  Capacity  of  Impounding    Reservoir    387,000,000  Gallons 

Storage  Capacity  of  Dull  Hill  Reservoir    2,200,000  Gallons 

Storage  Capacity  of  Horst   Reservoir    2,000,000  Gallons 

Storage  Capacity  of  Reservoir  Hill  Reservoir 1,000,000  Gallons 

Storage  Capacity  of  Stand  Pipe   55,000  Gallons 

Total  Storage  Capacity    392,255,000  Gallons 

Days  Supply  @  2,698,942  G.  P.  D.  if  no  water  came  from  Mountain      1.95 
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Days  Supply  @   2,698,942  G.  P.  D.  in  Impounding  Reservoir   .  .     143.39 
Total  Days  Supply  Stored  @  2,698,942  G.  P.  D 145.34 

Miles  of  Mains  in  Borough  Limits: 

14  Inch 0.42  Miles  4  Inch   11.82  Miles 

12  Inch 2.53  Miles  2  Inch   0.57  Miles 

10  Inch 4.05  Miles         1%  Inch  0.18  Miles 

8  Inch  4.36  Miles  1  Inch  0.37  Miles 

6  Inch 13.88  Miles 

Total  of  all  Mains  in  Borough  Limits   38.18  Miles 

Miles  of  Mains  Outside  Borough  Liniits: 

16  Inch 2.43  Miles  6  Inch  .  .../..... ...     1.03  Miles 

14  Inch 17.81  Miles  4  Inch   .....  . . ... .  .     0.09  Miles 

12  Inch '.-.     1.29  Miles 

Total  of  all  Mains  Outside  Borough  Limits .   22.65  Miles 

Total  of  all  Mains  Inside  and  Outside  Borough  Limits  ....   60.83  Miles 

i;.  ■    '   •  ,         [■■■viflX  •. .?.  ":■■..■  -...■■ 

Total  Number  of  Fire   Hydrants   on   System    . 240 

Total  Number  of  Sewer  Flush  Tanks  on  System   ... . . ...  ,  126 

Active  Services:     v- •■,-*:■ 

1V2  Inch  20 

1%  Inch  .;....  30 

1  Inch  . . . . . . . ; . . . .  222 

r          %  Inch  ............  3,363 

V2   Inch  92 


3,810 


%  Inch 74 

V2  Inch   2 

Total  of  all  Inactive   Services 91 

Total  of  all  active  and  Inactive  Services 3,901 

Valves  inside  Borough  Limits     646 

Valves  outside  Borough  Limits     80 

Total  Valves  in  System 726 

Number  of  Domestic  Consumers  inside  Borough  Limits     3,405 

Number  of  Domestic  Consumers  outside  Borough  Limits    230 

Total  Number  of  Domestic  Consumers    3,635 

Number  of  Industrial   Consumers    43 

Number  of  Railroad    Consumers 4 

Number  of  Public    Consumers 40 

Number  of  Free   Consumers    29 

Total  Number  of  Metered  Consumers  —  Active 3,751 
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:;:;6  Inch  

V;f  Inch  

''3  Inch 

2%   Inch   : 
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Total  of  all  Active  Services 

Inactive  Services: 

■2  Inch   

1  Inch   

4 
11 

Meters  on  System  January  1,  1944: 

8  Inch   4  1V2  Inch   26 

6  Inch   8                              1%  Inch   2 

4  Inch   18  1  Inch   30 

3  Inch   15  %  Inch   103 

2  Inch 30  %  Inch   3,609 

Total  Number  of  Meters  on  System    3,845 

Data  for  Year  1943: 

Total  Cubic   Feet  Registered  by   Master   Meters    131,348,533 

Total  Cubic  Feet  Furnished  Domestic    Consumers     32,127,204 

Total  Cubic  Feet  Furnished  Industrial  Consumers    34,309,265 

Total  Cubic  Feet  Furnished  Industrial  Consumers — Siloam  6,168,137 

Total  Cubic  Feet  Furnished  Railroad   Consumers    11,409,905 

Total  Cubic  Feet  Furnished  Public   Consumers    4,763,330 

Total  Cubic  Feet  Furnished  Free  Consumers   5,560,225 

Estimated  Total  Cubic  Feet  Furnished  for  Fire,  Flushing 

Streets,  Trenches,  Fire  Hydrants,  and  Sewer  Flush  Tanks  5,657,500 

Total  Cubic  Feet  Accounted   For    93,827,429 

Total  Cubic  Feet  Lost  between    Master    Meter    and    Con- 
sumer      37,521,104 

Percentage  Lost  between  Master  Meter  and  Consumer  ....  28.6% 

50%  of  Loss  is  in  Mains 18,760,552 

45%  of  Loss  is  in  Service  Pipes    16,884,497 

5%  of  Loss  is  due  to  Under-registration  of  Meters    ....  1,876,055 

Average  Cubic  Feet  Registered  by  Master  Meters  per  Day  359,859 

Average  Cubic  Feet  Used  by  Consumers  per  Day 257,061 

Average  Cubic  Feet  Unaccounted  for  per  Day   102,798 

Average  Gallons  Registered  by  Master  Meters  per  Day    .  2,698,942 

Average  Gallons  per  Day  per  Domestic  Consumer  182 

Average  Gallons  per  Day  per  Industrial  Consumer   19,342 

Average  Gallons  per  Day  per  Railroad   Consumer    58,612 

Average  Gallons  per  Day  per  Public   Consumer    2,447 

Average  Gallons  per  Day  per  Free    Consumer    3,940 

Estimated  Average  Gallons  Used  per  Day  for  Fire,  Flush- 
ing Streets,  Sewers,  Trenches,  Fire  Hydrants,  and  Sewer 

Flush  Tanks    116,250 

Average  Gallons  per  Day  used  for  All  Purposes    2,054,703 

Average  Gallons  per  Day  Unaccounted  For    644,239 

Average  Gallons  per  Capita  per  Day  Domestic    42.6 

Average  Gallons  per  Capita  per  Day  Industrial      53.7 

Average  Gallons  per  Capita  per  Day  Railroad    15.1 

Average  Gallons  per  Capita  per  Day  Public    6.3 

Average  Gallons  per  Capita  per  Day  Free     7.4 

Average  Gallons  per  Capita  per  Day  Flushing     Fire     Hy- 
drants, Etc 7.5 

Total  Average  Gallons  per  Capita  per  Day  Consumption  . .  132.6 
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Received"  from  Water   Sale  for   Domestic   Purposes   Inside 

Borough $  34,567.14 

Received  from  Water  Sale  for  Domestic  Purposes  Outside 

Borough    . .  $     6,190.30 

Total  Received  from  Water  Sale  for  Domestic   Purposes    .  $  40,757.44 

Total  Received  from  Water  Sale  for  Industrial  Purposes  .  $  13,562.65 
Total  Received  from  Water  Sale  for  Industrial     Purposes, 

Siloam     $     1,767.99 

Total  Received  from  Water  Sale  for  Railroad  Purposes   . .  $     4,053.25 

Total  Received  from  Water  Sale  for  Public    Purposes     .  i  $     2,334.02' 

Total  Received  from  Sale  of  Meters,  Cocks  and  Accessories  $  33,334.35 

Total  Received  from   All   Sources    • $  95,809.70 

Total  Credits  for  Water    Furnished    Free    Consumers    and 

Other  Borough  Departments    $  11,214.76 

Total  Receipts  and  Credits $107,024.46 

Cash  Receipts  from  Water  Sale  for  All  Purposes  1943     . .  $  62,475.35 

Cash  Receipts  from  Water  Sale  for  All  Purposes  1942    .  .  $  57,327.76 

Increase  in  Receipts  from  Water  Sale  for  the  Year $     5,147.59 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1943     $  33,334.35 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1942 $  19,414.97 

Increase  in  Receipts  from  Sale  of  Meters,  Etc.,  for  the  Year  $  13,919.38 

Average  Received  per  1,000  Cubic  Feet  from  Domestic,  In- 
cluding Minimum  Charges    $            1.27 

Average  Received  per  1,000  Gallons  from  Domestic,  Includ- 
ing Minimum  Charges  $               .17 

Average  Received  per  1,000  Cubic  Feet  from  Industrial,  In- 
cluding Minimum  Charges   $              .38 

Average  Received  per  1,000  Gallons  from  Industrial,  In- 
cluding Minimum  Charges .' $               .05 

Average  Received  per  1,000  Cubic  Feet  from  Railroads,  In- 
cluding Minimum  Charges   $               .36 

Average  Received  per  1,000  Gallons  from  Railroads,  In- 
cluding Minimum  Charges   , $               .05 

Average  Received  per  1,000  Cubic  Feet  from  Public,  In- 
cluding  Minimum   Charges $              .49 

Average  Received  per  1,000  Gallons  from  Public,  Including 

Minimum  Charges $               .07 

Average  Received  per  Quarter  per  Domestic  Inside  Borough  $  2.54 
Average     Received    per    Quarter    per     Domestic     Outside 

Borough    $            6.73 

Average  Received  per  Quarter  per  Public  Consumer $          14.59 

Average  Received  per  Month  per  Industrial  Consumer  ....  $          29.71 

Average  Received  per  Month  per  Railroad  Consumer $          84.44 

Received  from  Water  Sale  per  Mile  of  Main  Inside  Borough  $     1,474.20 

Received  from  Water  Sale  per  Mile  of  Main  Outside  Borough  $        273.30 
Received  from  Water  Sale  per  Mile  of  Main  Inside  and  Out- 
side Borough  Limits   $     1,027.05 

Total  Loss  in  Bad  Accounts,  1943 $           0.00 

Percent   Lost  in   Bad   Accounts,    1943 $            0.00 
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Receipts  and  Credits  for  1942     $  86,109.00 

Receipts  and  Credits  for  1943   $107,024.00 

Increase  for  the  Year    $  20,915.00 

RATES    FOR   WATER 

Within   Borough    Limits 

Rate  Per 

1,000  Cu.  Ft. 

* 

First  20,000  Cu.  Ft.  used  per  Month   $1.00 

Next  400,000  Cu.  Ft.  used  per  Month   0.30 

All   over      420,000  Cu.  Ft.  used  per  Month   0.28 

Minimum  Charges 

Single  houses,  or  dwellings,  shall  pay  a  Minimum  Charge  of  $1.50 
per  Quarter. 

Double  houses  served  by  one  meter  shall  pay  a  Minimum  Charge  of 
$3.00  per  Quarter. 

Industries  and  Railroads  shall  pay  a  Minimum  Charge  of  $0.50  per 
Month  for  each  and  every  service. 

All  Charges  are  payable  net  on,  or  before,  the  25th  of  the  Month 
following  the  end  of  the  Month  or  Quarter.  If  not  paid  on,  or  before, 
the  25th  of  the  Month  following  the  end  of  the  Month  or  Quarter,  a 
penalty  of  five  (5%)  per  cent  shall  be  added. 

If  bills  are  not  paid  on,  or  before,  the  30th  of  the  Month  following 
the  Month  or  Quarter  for  which  the  bill  was  rendered,  and  water  will  be 
turned  off. 

Outside   Borough   Limits 

Per  Thousand  Cubic  Feet $2.50 

Minimum  Charges 

Single  houses  outside  of  the  Borough  —  $2.35  per  Quarter. 
Double  houses  outside  of  the  Borough  —  $4.70  per  Quarter. 
The  same  regulations  shall  apply,  and  the  same  penalties  shall  be 
inflicted  for  non-payment  as  provided  for  within  the  Borough. 

BALANCE    SHEET 

WATER  DEPARTMENT 

Assets 

Fixed  Capital 

Fixed    Capital    Installed    .  .  .      $1,354,271.97 

Total  Fixed  Capital    $1,354,271.97 

Funds  and  Special 
Deposits 

Sinking  Fund  Assets    $      42,264.91 
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Current  Assets 

Cash    (Borough    Treasurer's 

Account)      $      43,685.92 

Accounts     Receivable     from 

Consumers     12,628.54 

Materials  and  Supplies    ....  5,744.34 

Total   Current  Assets    $      62,058.80 

Total    Assets    — '■ $1,458,595.68 

Liabilities 
Municipal  Ownership 

Net    Worth,    Water    Depart- 
ment       $    954,181.63 

Current  Liabilities 

Assessments  for  Water  Line 

Construction     ,  10,509.03 

Reserves 

Reserve    for    Renewals    and 

Replacements      208,422.04 

Surplus 

Unappropriated  Surplus    . .  .  285,482.98 

Total   Liabilities    $1,458,595.68 

RECAPITULATION   OF   NET   WORTH 

Net    Investments,    December 

31,  1942   $1,197,652.55 

Additions  During  1943 

Bonds  Redeemed  by  General 

Borough    Funds     $      10,000.00 

Net  Income  for  Year 32,012.06 

Total  Additions    ,  .    $      42,012.06 

Balance,     December    31, 

1943    $1,239,664.61 


REVENUE    AND    EXPENSE    STATEMENT 
WATER  DEPARTMENT 

Operating    Revenues 

Metered  Domestic  Sales    ...  $      38,045.01 

Metered  Commercial  Sales    .  6,914.11 

Metered  Industrial   Sales    .  .  19,192.46 

Metered   Public    Sales    3,090.20 

Sales  for  Private  Fire  Pro- 
tection   102.11 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed      63.45 

Total  Operating  Revenues    $      67,407.34 
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Operating  Expenses 

Water  Collection  System: 

Operating    Labor    $  619.50 

Maintenance      604.22 


Purification  System: 

Operating  Labor    $        1,239.00 

Supplies  and  Expenses    .  .  1,528.72 

Maintenance    137.56 


Pumping  System: 

Supplies  and  Expenses    .  .      $  291.19 

Maintenance    135.05 


1,223.72 


$        2,905.28 


426.24 


Distribution  System: 

Operating  Labor  (Gen- 
eral)            $  902.04 

Operating  Labor  (Reser- 
voir)        619.50 

Maintenance  of  Mains  and 

Pipes     414.64 

Maintenance     of     Storage 

Reservoirs,  etc   95.09 

Maintenance     of     Meters, 

Vaults,   Etc 1,162.63 

Maintenance  of  other  Dis- 
tribution   Property    ....  255.92 


$     3,449.82 


General  Expenses 


Office   Salaries    $        8,496.70 

Salaries  of  Meter  Readers   .  1,368.26 

Office  Supplies  and  Expenses  430.13 

Other  General  Property  Ex- 
penses       605.34 

Taxes    548.24 

Other  General  Expenses   . .  .  6.05 

Insurance     295.91 

Maintenance       of       General 

Properties    465.69 

Depreciation    13,033.20 

Total   General  Expenses    .    $      25,249.52 

Total  Operating  Expenses  $      33,254.58 
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INCOME   STATEMENT 
WATER  DEPARTMENT 
Operating  Revenues 

Operating    Income    $      67,407.34 

Operating  Expenses 

Water  Collection   System    .  .  $        1,223.72 

Purification   System    2,905.28 

Pumping    System    426.24 

Distribution  System   3,449.82 

General  Operating  Expenses  25,249.52 

Total  Operating  Expenses    $      33,254.58 

Net   Operating  Income    .  .  $      34,152.76 

Non-Operating   Revenues    .  .  $        2,317.18 

Non-Operating   Expenses    . .  1,911.16 

Net  Non-Operating  Income    $  406.02 

406.02 

Net   Income    $      34,558.78 

Other  Deductions 

Free  Water  to  Borough $        2,546.72 

Total    Deductions    $        2,546.72 

Balance    of    Net    Income    to 

Surplus    $      32,012.06 

WATER    DEPARTMENT 

ANAYLSIS   OF  FIXED   CAPITAL 

Balance  Additions  Balance 

Description  Dec  31,  1942  1943  Dec.  31,  1943 

Siloam    Property     $        4,595.00  $        4,595.00 

Organization     11,024.28  11,024.28 

Water      Collection      System, 

Rights   of  Way    3,143.00  3,143.00 

Water     Collection      System, 

Water  Diversion  Rights  .  .  40,400.00  40,400.00 

Water      Collection      System, 

Impounding  Reservoirs    .  .  194,524.78  194,524.78 

Water      Collection      System, 

Collection    Reservoirs    and 

Intake  Wells  .  .  .• 51,084.39  51,084.39 

Water      Collection      System, 

Aqueducts      and      Supply 

Mains      407,718.29  407,718.29 

Purification  System,  Chemi- 
cal Treatment  Plant    2,799.63  2,799.63 

Purification    System,    Water 

Testing  Equipment 31.50  31.50 

Pumping  System,  Structures  5,208.85  5,208.85 
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Pumping      System,      Pumps 

and    Pumping    Equipment 

12,469.80 

Distribution   System,   Rights 

of   Way    

404.00 

Distribution   System,   Trans- 

mission Mains    

330.43 

Distribution     System,     Stor- 

age Reservoirs  and  Tanks 

11,994.02 

Distribution    System,   Distri- 

bution  Mains    

414,538.40 

Distribution      System,      Fire 

Hydrants      

26,577.26 

Distribution    System,    Foun- 

tains       

11,107.75 

Other  General  Structures    .  . 

3,329.00 

General  Office  Equipment  .  . 

738.19 

Other  General  Equipment    . 

8,596.68 

Engineering     and      Superin- 

tendence during  Construc- 

tion      

33,566.50 

Administrative    and    Legal 

Expenses     during     Con- 

struction       

11,024.28 

Interest     during     Construc- 

tion  

34,065,04 

Development    Cost    

63,913.91 

Filters    

1,085.25 

$1,354,270.23  $ 


12,469.80 
404.00 
330.43 

11,994.02 
414,538.40 

26,577.26 

11,107.75 

3,329.00 

738.19 

1.74      8,598.42 

33,566.50 

11,024.28 

34,065.04 

63,913.91 

1,085.25 

1.74  $1,354,271.97 


WATER    DEPARTMENT  —  CREDIT    ACCOUNTS    1943 


Metered  Water,  Light  Plant     $ 

883.06 

Metered  Water,  Park  of  the 

Valient 

153.00 

Metered  Water,  Fire  Houses 

92.97 

Metered    Water,    City    Hall, 

Meter    Room     and     Police 

Headquarters    

68.04 

Metered     Water,     Municipal 

Market     

6.45 

Memorial    Fountains     

210.26 

Comfort   Station    

178.68 

Borough    Farm    

12.97 

Disposal  Plant   

468.81 

Borough  Garage    

9.93 

Parks   and   Playgrounds    . . . 

58.91 

East  Queen  Street  and  South 

Fourth    Street    Properties 

13.00 

2,156.08 
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Free   Water   Per   Agreements 

Penn  Hall  Farm   $  90.85 

Kennedy   Farm    10.48 

Children's  Home   (75%)    ...  45.54 

Hospital    (75%)     239.48 

Salvation   Army    4.29 

$  390.64 

$        2,546.72 

Note:     This  amount  $2,546.72  used  in  Comparative  Income  Statement  as 
Free  Water  furnished  in  1943.) 

Free  Unmetered  Water  Furnished  the  Following  in  1943 

240  Fire  Hydrants  @  $15.00  $  3,600.00 
126   Sewer  Flush   Tanks    @ 

$16.96     2,136.96 

Flushing  S%orm  Sewers  and 

Street  Work  750.00 

Road      Roller      and      Street 

Sweeper     25.00 

$        6,511.96 

Note:     This  amount  $6,511.96  does  not  appear  in  any  other  statement. 


WATER   ASSESSMENTS 

Balance  to  be  collected  Jan- 
uary 1,  1943   $  121.00 

Liens  entered  during  1943   .  121.00 

WATER   LIENS 

Balance  to  be  collected  Jan- 
uary  1,   1943 $        2,117.61 

Liens  entered  during  1943   .  121.00 

Interest    Accrued    15.47 

Costs  Accrued    15.70 

$        2,269.78 

Collected  during  1943    $           224.80 

Interest    Collected    15.47 

Interest    Exonerated    1.08 

Costs   Collected    15.70 

Balance  to  be  collected  Jan- 
uary 1,  1944   2,012.73 

$        2,269.78 

HARRY  R.  GEARHART, 
ALBERT  S.   HENNEBERGER, 
HERBERT  C.  KEEFER, 

Auditors. 
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HISTORICAL    SKETCH    OF    CHAMBERSBURG 
ELECTRIC    LIGHT   DEPARTMENT 

On  August  29,  1874,  the  following  named  persons  applied  for  a 
Charter  to  furnish  electric  current  for  lighting  in  the  Borough  of  Cham- 
bersburg,  under  the  name  of  "The  Franklin  Electric  Company": 

James  McKnight  and  Agent  B.  M.  Nead 

B.  Franklin    Gilmore  Van   T.   Haulman 
William  McKnight  Samuel    L.    Hawbaker 
J.  Spoonhour  W.   Lynn   Ritchey 
William  Nixon  George  A.  Britsch 
William  Sellers  D.  Alonza  Orr 

M.  A.  Foltz  William   Orr 

C.  H.  Fulwiler  John  Hart 

John  A.  Orr 

The  stock  in  this  Company  was  stated  at  $25.00  a  share,  but  just 
how  much  stock  was  issued  is  not  a  matter  of  record. 

There  is  some  doubt  as  to  the  year  this  Company  started  to  furnish 
current  in  Chambersburg,  but  that  it  was  in  business  in  Chambersburg 
has  been  established  beyond  question.  How  extensive  their  business  was 
at  that  time,  it  is  now  impossible  to  state. 

The  plant  consisted  of  a  belt-driven  generator  using  a  steam  traction 
engine  as  power,  and  the  equipment  was  located  in  the  old  brick  and 
weatherboard  building  known  as  the  "Ebersole  Building,"  which  stood 
immediately  on  the  West  bank  of  the  Conococheague  Creek  on  the  South 
side  of  Lincoln  Way  West,  and  which  has  been  demolished  by  the  West- 
ern Maryland  Railway  Company.  This  was  the  first  electric  plant  that 
was  ever  operated  in  Chambersburg,  and  certainly  could  not  have  stayed 
in  business  very  long.  Some  of  the  citizens  of  Chambersburg  remember 
distinctly  seeing  these  electric  lamps  suspended  above  the  streets,  and 
at  that  time  were  impressed  with  the  fact  that  they  did  not  blow  out 
when  the  wind  blew. 

In  the  year  1883  there  was  constructed,  in  the  shops  of  the  Cumber- 
land Valley  Railroad  Company,  a  portable  electric  light  plant  which  con- 
sisted of  boiler,  steam  engine,  and  one  arc  lamp  generator  with  a  capa- 
city of  fifteen  2,000  candle-power  open  arc  lamps.  This  car  operated 
successfully  under  the  supervision  of  Charles  S.  Hull  from  the  very  be- 
ginning, and  in  1884  lighted  arc  lamps  around  the  Public  Square  for  the 
Centennial,  and  this  same  year  lighted  the  gounds  for  a  baseball  game 
which  was  played  at  night.  This  game  was  played  in  a  field  bounded  on 
the  North  by  Falling  Spring  Creek,  on  the  East  by  what  is  now  North 
Fourth  Street,  on  the  South  by  what  is  now  E.  King  Street,  and  on  the 
West  by  what  is  now  Kennedy  Street. 

In  1889  this  portable  electric  light  plant  was  rebuilt,  under  the  su- 
pervision of  Mr.  Hull,  for  a  capacity  of  forty  2,000  candle-power  open  arc 
lamps.  This  plant  was  frequently  used  for  the  lighting  of  important  con- 
struction work  along  the  Cumberland  Valley  Railroad,  as  well  as  the 
lighting  of  serious  wrecks,  It  was  also  used  for  the  lighting  of  the 
Granger's  Picnic  Ground  at  Williams  Grove,  and  many  of  us  recall  the 
lighting  of  Mt.  Alto  Park  Grounds.  Mr.  Hull  was  a  mechanical  genius, 
and  one  of  the  beautiful  things  he  created,  with  this  car  and  an  arc 
lamp,  was  a  fountain  which  sprayed  steam  of  different  colors  up  above 
the  car  roof.  Mr.  Charles  S.  Hull  will  be  remembered  as  a  kindly  old 
gentleman,  and  one  of  the  first  to  take  up  seriously  the  possibility  of 
electric  lighting  in  this  section. 
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On  November  29,  1889,  after  a  vote  had  been  taken  by  the  citizens 
of  Chambersburg  to  increase  the  indebtedness  of  the  Borough  by  an 
amount  not  exceeding  $10,000.00  for  the  purpose  of  installing  an  Electric 
Light  Plant  to  light  the  streets  of  the  Borough,  a  contract  was  placed 
for  the  necessary  electrical  equipment  with  the  Thompson-Houston  Elec- 
tric Light  Company  at  a  price  of  $9,797.50.  This  plant  was  installed  sole- 
ly for  furnishing  lighting  for  the  streets  of  town.  The  plant  was  opera- 
ted from  dark  in  the  evening  until  twelve  o'clock  midnight,  except  on 
moonlight  nights  when  it  was  not  operated  at  all. 

In  1893,  the  Borough  went  into  the  commercial  phase  of  furnishing 
current  to  consumers.  It  was  a  far  step  from  this  first  plant  to  the 
present  up-to-date  efficient  plant,  and  the  citizens  of  Chambersburg  are 
certainly  to  be  congratulated  on  having  had  sufficient  intelligence  to  keep 
this  valuable  utility  for  their  very  own. 

AVAILABLE    FOR    DISTRIBUTION 


1933  —  6,285,080  k 

1934  _  7,253,250  k 

1935  —  7,926,377  k 

1936  —  9,439,105  k 

1937  — 10,472,343  k 

1938  — 10,191,690  k 

1939  —  11,590,400  k 

1940  — 13,729,150  k 

1941  — 16,243,700  k 

1942  — 18,996,100  k 

1943  — 19,918,059  k 


lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 
lo-watt  hours 


During  the  year  1943,  the  peak  load  on  the  Electric  Light  Plant 
reached  4,300  kilo-watts,  which  involved  the  operation  of  two  2,500  Kilo- 
Watt  Turbine  Generators.  The  total  generated  in  kilo-watt  hours  dur- 
ing the  year  was  20,960,659  kilo-watt  hours,  or  approximately  5%  in- 
crease in  kilo-watt  hours  generated  over  the  year  1942. 

Due  to  the  fact  that  the  War  Production  Board  would  not  allow  the 
Borough  of  Chambersburg  to  enlarge  its  electric  light  plant  to  take  care 
of  the  constantly  increasing  demands  for  electric  power,  negotiations 
were  started  with  the  South  Penn  Power  Company,  a  subsidiary  of  the 
Potomac  Edison  Company,  which  resulted  in  arrangements  being  made 
to  secure  a  temporary  supply  of  2,500  kilo-watts  from  them.  It  was  felt 
that  this  temporary  service  would  be  sufficient  to  meet  the  demands  on 
the  plant  until  such  time  as  the  markets  would  again  become  stabilized 
and  the  necessary  equipment  available.  Construction  work  was  started 
on  this  interconnection  and  the  first  energy  was  taken  from  the  South 
Penn  Power  Company  on  September  20,  1943. 

The  total  cash  and  credits  in  this  Department  for  1943  were  $420,- 
470.52,  and  the  total  operating  and  non-operating  expenses  were 
$212,242.94,  including  $36,784.51  for  depreciation,  leaving  a  total  gross 
profit  of  $208,227.58. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Account- 
ing and  Bookkeeping  System  was  installed  for  this  Department,  which 
involved  the  making  of  an  appraisal.  The  Reproduction  Value  New, 
less  accrued  depreciation  as  of  December  31,  1943,  was  $636,798.91. 
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PHYSICAL  DATA  ON  BOROUGH  OF  CHAMBERSBURG— ELECTRIC 
LIGHT    DEPARTMENT— 1943 


Population   of   Chambersburg  —  1943    15,000 

Number  of  Light  and  Power  Consumers    5,400 

K.  W.  Hrs.  Generated    20,960,659 

K.  W.  Hrs.  Purchased  from  South  Penn  Power  Company  .  .  60,000 

Total  K.  W.  Hrs.  Generated  and  Purchased  21,020,659 

K.  W.  Hrs.  Used  by  Station  Auxiliaries    1,042,600 

K.  W.  Hrs.  Available  for  Distribution 19,978,059 

K.  W.  Hrs.  Increase  over  1942    981,959^ 

K.  W.  Hrs.  Furnished  to  Street  Arc  Lamps   238,300 

K.  W.  Hrs.  Furnished  to  Street  Incandescent  Lamps    ....  365,988 

K.  W.  Hrs.  Furnished  to  Disposal  Plant    106,770 

K.  W.  Hrs.  Furnished  to  Office  Building    21,818 

K.  W.  Hrs.  Furnished  to  Fire  Department   21,410 

K.  W.  Hrs.  Furnished  to  Street    Department    Municipal 

Garage    4,557 

K.  W.  Hrs.  Furnished  to  Police    Headquarters    and    Police 

Booth  ipn   Square    7,362 

K.  W.  Hrs.  Furnished  to  Public  Comfort  Station   7,671 

K.  W.  Hrs.  Furnished  to  Traffic  Signals    14,066 

K.  W.  Hrs.  Furnished  to  Friendship  Block  Party 406 

K.  W.  Hrs.  Furnished  to  Friendship  Turkey   Raffle    27 

K.  W.  Hrs.  Furnished  to  Good  Will  Block  Party    323 

K.  W.  Hrs.  Furnished  to  Franklin  Block  Party 212 

K.  W.  Hrs.  Furnished  to  Henninger   Field    105 

K.  W.  Hrs.  Furnished  to  Light  Plant    —    Fire    Alarm 

Battery    400 

K.  W.  Hrs.  Furnished  to  Light  Plant  —  Storage  Shed  ...  137 
K.  W.  Hrs.  Furnished  to  White  Way  —  Flood   Lights   on 

Square     38,525 

K.  W.  Hrs.  Furnished  to  "The  Park  of  the  Valiant"  .....  799 
K.  W.  Hrs.  Furnished  to  Emergency     Lighting     at     Light 

Plant      50,404 

K.  W.  Hrs.  Furnished  to  Municipal   Market    12,962 

K.  W.  Hrs.  Furnished  to  American   Red  Cross    385 

K.  W.  Hrs.  Furnished  to  Greek  War  Relief 37 

K.  W.  Hrs.  Furnished  to  D.  Harvey  Diehl  —  Bomb  Shelter  25 
K.  W.  Hrs.  Furnished  to  Parking  Lot  —  West  Washington 

Street 21,404 

K.  W.  Hrs.  Furnished  to  U.  S.  O.     Room    —    South     Main 

Street    *  2,185 

K.  W.  Hrs.  Furnished  to  Residential   Light   Consumers    .  .  3,717,711 

K.  W.  Hrs.  Furnished  to  Commercial    Light    Consumers    .  2,844,427 

K.  W.  Hrs.  Furnished  to  Power  Consumers    11,117,212 

Total  K.  W.  Hrs.  Sold  to  all  Consumers 17,679,350 

K.  W.  Hrs.  Furnished  Free    916,278 

Total  K.  W.  Hrs.  Sold  or  Furnished  Free 18,595,628 

Total  K.  W.  Hrs.  Lost  in  Distribution 1,382,431 

Percent  Lost  in  Distribution 6.91% 
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BBONZE    TABLET    AT    ELECTRIC    LIGHT    PLANT 


Total   Number   of  Active   Residential   Light   Consumers  — 

January  1,  1944   4309 

Total  Number  of  Active   Commercial  Light  Consumers  — 

January  1,  1944   833 

Total   Number   of   Active   Power   Consumers  —  January   1, 

1944     , 258 

Total  Number  of  all  Active  Consumers   5400 

Amount  Paid  by  Residential    Light    Consumers     . .  $133,032.19 

Amount  Paid  by  Commercial  Light  Consumers   $  94,888.23 

Amount  Paid  by  Power  Consumers $143,963.86 

Total   Paid   by   all   Consumers $371,884.28 

Amount  Received  from  Sale  of  Lamps,  Miscellaneous   ....  $     3,711.08 

Amount  Received  from  Jobbing  Work    $     1,868.98 

Amount  Received  from  Penalties    Imposed    $        143.91 

Amount  Received  from  Sale  of  Scrap,  Miscellaneous   $        129.88 

Amount  Received  from  Interest  on  Consumers'  Deposits    .  $        237.01 

\  

Total  Cash  Received  from  all  Sources $377,975.14 

Credit  for  Light,  Power,  Supplies  Furnished  other  Depart- 
ments  Free    $  42,495.38 

Total  Cash  Received  from  all  Sources  and  Credit $420,470.52 

Increase  in  Receipts  from  Residential    Light   over   1942    .  $     8,227.47 

Decrease  in  Receipts  from  Commercial  Light  over  1942   .  $     1,280.86 

Increase  in  Receipts  from  Power  over  1942   i $     5,314.81 

Increase  in  K.  W.  Hrs.  Furnished  for  Light  over  1942    . .  334,555 

Increase  in  K.  W.  Hrs.  Furnished  for  Power  over  1942   . .  583,981 

K.  W.  Hrs.  Sold  per  Consumer  per  Year     —     Residential 

Light 862 

K.  W.  Hrs.  Sold  per  Consumer  per  Year    —    Commercial 

Light     3,414 

K.  W.  Hrs.  Sold  per  Consumer  per  Year   —    Power 43,089 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Residential    Light  247 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Commercial    Light  189 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Power     741 

Received  per  Consumer  per  year — Residential  Light   $          30.87 

Received  per  Consumer  per  Year — Commercial  Light    ....  $        113.91 

Received  per  Consumer  per  Year — Power      $        557.99 

Received  per  Capita  per  Year — Residential  Light     $            8.86 

Received  per  Capita  per  Year — Commercial  Light   $            6.32 

Received  per  Capita  per  year — Power    $            9.59 

Average  Price  Paid  per  K.W.H.  including  Minimum  Charge, 

Residential    Light    3.57  cents 

Average  Price  Paid  per  K.W.H.  including  Minimum  Charge, 

Commercial  Light    3.33  cents 

Average  Price  Paid  per  K.W.H.  including  Minimum  Charge, 

Power    1.29  cents 

Total  Amount  of  Bills  Rendered  Net $377,976.72 

Total  Amount  of  Bills  Collected   Net $377,975.14 

Loss  in  Bad  Accounts    $            1.58 

Percentage  Lost  in  Bad  Accounts .000417% 
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First 
Next 
Next 
All  over 


RATES    FOR   ELECTRIC    CURRENT 
Residential   Lighting 

Rate  per 
K.W.  H. 

40  K.  W.  Hrs.  used  per  Month  5.4  cents 

60  K.  W.  Hrs.  used  per  Month  4.0  cents 

100  K.  W.  Hrs.  used  per  Month  3.0  cents 

200  K.  W.  Hrs.  used  per  Month  2.0  cents 


Residential  Lighting  Where  Ranges  or  Refrigerators  Are  in  Service 

Rate  per 
K.  W.  H. 

First  30  K.  W.  Hrs.  used  per  Month  5.4  cents 

Next  60  K.  W.  Hrs.  used  per  Month  3.6  cents 

Next  100  K.  W.  Hrs.  used  per  Month  2.7  cents 

All-'ove^  190  K.  W.  Hrs.  used  per  Month  1.8  cents 

Commercial  Lighting 

Rate  per 
K.W.  H. 

First  75  K.  W.  Hrs.  used  per  Month  5.8  cents 

Next  350  K.  W.  Hrs.  used  per  Month  4.9  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month  3.1  cents 

All  over  1,925  K.  W.  Hrs.  used  per  Month  2.0  cents 

Minimum  Charges 

All  of  the  above  rates  are  subject  to  a  monthly  Minimum  Charge  of 
seventy-five  ($0.75)  cents  for  each  kilo-watt,  or  fraction  thereof,  of  con- 
nected load,  with  the  exception,  however,  that  in  computing  the  capacity 
of  all  electric  ranges,  the  capacity  of  the  largest  element  of  the  range 
shall  be  used  for  determining  the  monthly  Minimum  Charge,  but  in  no 
event  will  a  Monthly  Minimum  Charge  on  any  range  be  less  than  $2.00 
per  month. 

Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council,  on 
or  before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered.     Minimum  Charges  are  not  subject  to  discount. 


Secondary    Power 

Rate  per 
K.  W.  H. 

First  500  K.  W.  Hrs.  used  per  Month  2.7  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month  1.8  cents 

Next  3,000  K.  W.  Hrs.  used  per  Month  1.62  cents 

Next  5,000  K.  W.  Hrs.  used  per  Month 1.44  cents 

All  over  10,000  K.  W.  Hrs.  used  per  Month  1.26  cents 
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BOILER     ROOM,     MUNICIPAL    ELECTRIC    LIGHT     PLANT  — 1943 


Minimum  Charges 

Minimum  Charges  on  motor  installations  for  Secondary  Power  pur- 
poses shall  be  as  follows: 

1st  Motor  Installed  $1.25  per  H.  P.  Installed  per  Month 

2nd  Motor  Installed  $1.00  per  H.  P.  Installed  per  Month 

3rd  Motor  Installed  $  .90  per  H.  P.  Installed  per  Month 

4th  Motor  Installed  $  .80  per  H.  P.  Installed  per  Month' 

5th  Motor  Installed  $  .70  per  H.  P.  Installed  per  Month 

6th  Motor  Installed  $  .60  per  H.  P.  Installed  per  Month 

All  over   Six   Motors  Installed    .  .  $  .50  per  H.  P.  Installed  per  Month 

Primary    Light    and    Power 

Rate  per 
K.W.  H. 

First    ,    10,000  K.  W.  Hrs.  used  per  Month   1.44  cents 

Next         20,000  K.  W.  Hrs.  used  per  Month   1.26  cents 

Next        40,000  K.  W.  Hrs.  used  per  Month   1.08  cents 

All  over  70,000  K.  W.  Hrs.  used  per  Month   0.81  cents 

Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council  on, 
or  before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered. 


Demand  Charges 

Demand  charges  shall  be  determined  and  billed  monthly,  based  on 
the  highest  registration  during  the  Month  of  a  demand  meter  having  a 
15-minute  interval,  and  shall  be  as  follows: 


First        200  K.  W.  of  Demand  per  Month 
All  over  200  K.  W.  of  Demand  per  Month 


$1.50  per  K.  W. 
$1.00  per  K.  W. 


Power  Factor  Clause 

When  the  average  power  factor  is  found  to  be  lower  than  eighty 
(80%)  per  cent,  the  monthly  kilo-watt  Demand  shall  be  corrected  and 
determined  as  follows:  Kilo-watt  Demand  as  measured,  divided  by  aver- 
age power  factor  of  load,  multiplied  by  allowable  power  factor  of  eighty 
(80%)  per  cent. 

OFF  PEAK  PRIMARY  LIGHT  AND  POWER 

Off-Peak  Energy  Rates 

First       Block  1.35  cents  per  K.  W.  Hr. 

Second   Block  1.17  cents  per  K.  W.  Hr. 

Third     Block  1.00  cents  per  K.  W.  Hr. 

Fourth  Block  0.50  cents  per  K.  W.  Hr. 

The  kilo-watt  hours  to  be  billed  for  under  Blocks  No.  1,  No.  2,  and 
No.  3,  will  be  determined  by  multiplying  the  "ON  STATION  PEAK  DE- 
MAND" of  the  consumer  by  70. 
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The  kilo-watt  hours  to  be  billed  for  under  Block  No.  4  will  be  the. 
difference  between  the  total  kilo-watt  hours  billed  for  under  Blocks  No.  1, 
No.  2,  and  No.  3,  and  the  total  kilo-watt  hours  consumed  during  the 
Month. 

Discount 

The  above  Energy  Rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  the  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council 
on,  or  before,  the  20th  of  the  Month  following  that  for  which  the  bill 
was  rendered. 

Determination  of  Demand 

For  the  purpose  of  application  of  this  rate,  the  hours  of  "STATION 
PEAK"  will  be  from  7:00  A.  M.  to  6:00  P.  M.  on  all  week  days  except 
Saturdays,  when  it  will  be  from  7:00  A.  M.  to  12:00  Noon.  On  Sundays 
and  holidays,  there  will  be  no  "STATION  PEAK"  period. 

The  Demand  will  be  determined  by  means  of  a  Graphic  Demand 
Meter.  The  maximum  monthly  "Demand"  to  be  used  for  "Billing  De- 
mand" will  be  the  highest  corrected  15-minute  kilo-volt  Ampere  De- 
mand occurring  across,  or  during,  the  "STATION  PEAK."  Demands 
occurring  across,  or  during,  "STATION  OFF  PEAK"  will  not  be  billed 
for. 

The  Demand  as  indicated  by  the  Graphic  Demand  Meter  will  be 
subject  to  corrections  for  Power  Factor  as  follows: 

Indicated  Kilo-watt  Demand  divided  by  the  Average  Power 
Factor  of  Load,  and  multiplied  by  allowable  Power  Factor  of 
eighty  (80%)  per  cent. 

Corrected  Demand  will  be  billed  for  as  follows: 

First         200  Kilovolt  Amperes  of  Demand  per  Month  $1.50  per  K.V.A. 
All  over  200  Kilovolt  Amperes  of  Demand  per  Month  $1.00  per  K.V.A. 

Discount 

The  Demand  Charges  are  not  subject  to  discount,  but  if  not  paid  on, 
or  before,  the  20th  of  the  Month  following  the  Month  for  which  the  bill 
was  rendered,  a  ten  (10%)  per  cent  penalty  shall  be  added. 

The  charges  to  the  customer  under  this  schedule  will  not  be  subject 
to  rebate  on  account  of  cost  of  fuel  delivered  to  the  Electric  Light  Plant. 

Minimum  Charges 

The  monthly  Minimum  Charge  under  these  rates  will  be  $3.00  per 
kilovolt  ampere  of  Corrected  Demand. 

The  annual  Minimum  Charge  under  these  rates  shall  be  not  less  than 
$10.00  per  kilo-watt  of  connected  load. 

The  service  furnished  under  this  schedule  will  be  approximately 
2,300  volt,  3  phase,  60  cycle  current,  and  metering  will  be  done  on  the 
primary  side  of  the  customer's  transformers.  The  customer  will  furnish, 
mount,  and  maintain  the  necessary  distribution  transformers,  and  also 
furnished,  install,  and  maintain  a  suitable  weather-proof  metal  metering 
cabinet.  The  Chambersburg  Electric  Light  Department  will  furnish,  in- 
stall, and  maintain  all  metering  devices,  including  instrument  trans- 
formers. 

The  rate  is  available  to  all  industrial  light  and  power  customers 
who  have  a  "Corrected  Demand"  of  100  kilo-volt  amperes,  or  over. 
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Off    Peak    Electric    Water    Heating 


Rate  per 
K.  W.  H. 


Energy  Rate  per  K.  W.  Hr.  per  Month 1.0  cent 

Minimum  Charge 

This  rate  is  subject  to  a  monthly  Minimum  Charge  of  seventy-five 
($0.75)  cents  per  kilo-watt  of  heater  capacity,  based  on  largest  heating 
unit. 

Discount 

The  above  Energy  Rate  is  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  Jbill&^are  paid  on,  or  before,  the  20th  of  the  Month  following  that 
for  which  th'e  bill  was  rendered.  Minimum  Charges  are  not  subject  to 
discount. 

This  rate  applies  only  to  a  restricted  service  for  residential  and  com- 
mercial water  heating. 

This  rate  is  available  only  to  residential  and  commercial  consumers 
who  are  accessible  to  the  distributing  system  of  the  Borough  of  Cham- 
bersburg  Electric  Light  Department. 

The  supply  of  service  under  this  schedule  shall  be  limited  to  opera- 
ting periods  aggregating  not  more  than  twelve  hours  in  each  day,  or 
from  9:00  P.  M.  to  7:00  A.  M.  the  following  morning,  and  from  12:00 
Noon  to  2:00  P.  M.  This  period  may,  at  the  option  of  the  Borough,  be 
further  restricted  or  extended. 

Service  under  this  schedule  is  available  only  for  water  heaters  of 
not  more  than  3,000  watts  capacity,  which  shall  be  furnished,  installed, 
and  connected  up  by  the  consumer.  The  Borough  of  Chambersburg 
Electric  Light  Department  will  furnish  a  suitable  device  for  automati- 
cally restricting  the  supply  of  current  to  those  hours  which  the  Borough 
may  designate. 

This  service  will  be  supplied  through  a  separate  integrating  watt- 
hour  meter  and  no  other  appliances  other  than  the  water  heater  shall 
be  connected  to  this  service.  Service  will  be  supplied  at  either  220  volts 
or  110  volts  single,  or  three  phase,  at  the  option  of  the  Borough  of  Cham- 
bersburg Electric  Light  Department. 

Water  heaters,  and  all  devices  connected  therewith  or  appurtenant 
thereto,  shall  be  so  designed-  and  constructed  that  they  will  not,  under 
any  circumstances,  cause  radio  interference  by  their  operation.  In  the 
event  that  any  of  the  equipment  does  cause  radio  interference  by  reason 
of  its  operation,  the  Borough  shall  discontinue  furnishing  current  to  the 
installation  in  which  the-  particular  radio  interference  originates,  until 
such  time  as  new  equipment  is  installed,  or  the  old  equipment  corrected 
for  radio  interference.  Water  heaters  must  be  controlled  automatically 
so  that,  under  no  circumstances,  shall  both  heating  elements  operate  at 
the  same  time. 
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GENERAL    REGULATIONS 
Minimum  Charges 

Minimum  Charges  and  Demand  Charges  under  the  different  classes 
of  service  are  not  subject  to  discount,  but  if  they  are  not  paid  on,  or  be- 
fore, the  20th  of  the  Month  following  the  Month  for  which  the  service 
was  rendered,  a  ten  (10%)  per  cent  penalty  shall  be  added. 
Lamps,  Supplies,  Etc. 

All  bills  rendered  by  the  Borough  of  Chambersburg  Electric  Light 
Department,  except  those  rendered  for  electric  energy,  are  not  subject 
to  discount,  but  if  not  paid  on,  or  before,  the  20th  of  the  Month  follow- 
ing the  Month  for  which  the  bill  was  rendered,  a  penalty  of  ten  (10%) 
per  cent  shall  be  added. 
Deposits 

All  consumers  applying  for,  or  using,  any  class  of  service  in  proper- 
ties which  they  cannot  establish  ownership  shall  make  a  cash  deposit 
with  the  City  Clerk  in  amount  equal  to  the  estimated  bills  for  the  ser- 
vice to  be  supplied  in  any  two  consecutive  Months.  The  Borough  may 
at  any  time  require  that  the  deposit  be  increased  to  cover  two  Months' 
consumption  based  on  the  amount  of  the  highest  Month's  billing.  The 
amount  of  the  deposit  may  be  reduced,  upon  request  of  the  consumer,  to 
an  amount  sufficient  to  cover  the  maximum  amount  of  the  billing  for  any 
two  consecutive  Months  during  the  preceding  year. 

BALANCE   SHEET 

ELECTRIC    LIGHT    DEPARTMENT     v 

Assets 

Fixed  Capital 

Fixed    Capital   Installed    .  .  .      $1,090,690.11 
Construction  Work  in  Prog- 
ress       2,460.36 

$1,093,150.47 


Funds  and  Special  Deposits 

Sinking     Fund     Assets     and 

U.  S.  Government  Bonds   .      $    253,139.89 
Consumers'     Deposits      Plus 

Interest    28,428.90 


281,568.79 


Current  Assets 

Cash     (Borough    Treasurer's 

Account)      $      20,165.53 

Accounts     Receivable     from 

Consumers     55,704.15 

Materials  and  Supplies    ....  10,195.59 


86,065.27 
$1,460,784.53 


Liabilities 

Net  Worth,  Electric  Light 
Department,  including 
Earned  Surplus    $    980,564.12 

$    980,564.12 

Current  Liabilities 

Consumers'   Deposits    $      26,329.21 

26,329.21 

Reserves 

Reserves    for   Renewals    and 

Replacements    453,891.20 

453,891.20 

: $1,460,784.53 

\ 

RECAPITULATION  NET  WORTH,  INCLUDING  SURPLUS 

Balance    beginning    of    year 

January   1,   1943    $1,004,966.90 

Additions 

Free  Water  from  Water  De- 
partment        1,036.06 

Net  Income  for  year  1943  . .  214,326.54 

$1,220,329.50 

Deductions 

Contributions      to      Borough 

General    Fund    $    198,000.00 

Free  Electricity  to  Borough  41,765.38 

239,765.38 

$    980,564.12 

OPERATING  REVENUE  AND  EXPENSE  STATEMENT 
ELECTRIC   LIGHT   DEPARTMENT 

Operating  Revenues 

Metered  Sales  for  Domestic 

Lighting     $    150,005.83 

Metered     Sales     for     Other 

Private  Lighting 103,042.76 

Metered  Sales  for  Domestic 

Power     155,544.81 

Metered  Sales  to  Other  Elec- 
tric Utilities   9,100.19 

Metered     Sales     for     Other 

Municipal    Lighting    6,710.14 

Metered  Sales  for  Municipal 

Power     2,245.56 


Unmetered    Sales   for   Muni- 

cipal   Street   Lighting    .  .  . 

32,809.68 

Consumers'    Discounts    For- 

feited   and    Penalties    Im- 

posed      

143.91 

Discounts  and  Allowances  to 

Consumers     

Total  Operating  Revenues    . 

Operating  Expenses 

Generating  System  Expenses 

Operating    Labor     $ 

26,886.63 

Fuel    

101,139.85 

Water     

1,036.06 

Lubricants 

42.65 

Boiler    Plant    Supplies     and 

Expenses     

285.74 

Other  Supplies  and  Expenses 

105.36 

Maintenance    of    Generating 

System    Structures     

18.71 

Maintenance      of      Steam 

Power    Equipment    

6,787.96 

Maintenance     of     Electric 

Equipment 

1,392.55 

Power   Purchased 

2,966.10 

Distribution  System  Expenses 

Operating  Labor    $ 

1,092.05 

Supplies  and  Expenses  Over- 

head     and      Underground 

System     

792.07 

penses     

68.73 

5.16 

Maintenance      of      Overhead 

Equipment     

6,308.85 

Maintenance  of  Underground 

Equipment     

129.70 

Maintenance    of    Services    .  . 

359.15 

Maintenance    of    Transform- 

ers      

576.87 

Maintenance  of  Meters    .... 

2,645.14 

Utilization  System  Expenses 

Operating    Labor    $ 

697.10 

Municipal     Street     Arc     and 

Incandescent  System,  Sup- 

plies   and    Expenses     .... 

839.80 

Maintenance     of     Municipal 

Street   Arc   and    Incandes- 

cent   System     

669.07 

$  459,602.88 
41,726.05 


$  417,876.83 


$  140,661.61 


11,977.72 


2,205.97 
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General  Expenses 


t 


General      Administrative 

Salaries      $      10,416.39 

Salaries  of  Meter  Readers    .  1,752.70 

General      Administrative 

Supplies     420.00 

Other    General    Administra- 
tive Expenses   217.64 

Garage   Labor    1,235.89 

Garage     Supplies     and     Ex- 
penses       265.58 

Shop    and    Laboratory    Sup- 
plies   and    Expenses     ....  16.47 

Insurance     586.58  i 

Maintenance      of     General 

Equipment 432.29 

Depreciation .  36,784.51 

$      52  128  05 

Total  Operating  Expenses    . —     $    206,973.35 

CONDENSED  INCOME  PROFIT  AND  LOSS  STATEMENT 
ELECTRIC   LIGHT   DEPARTMENT 

Operating    Revenues    . .  $    417,876.83    u^ 

Operating  Expenses 

Generating    System    Operat- 
ing Expenses    $    140,661.61 

Distribution  System  Operat- 
ing   Expenses     11,977.72 

Utilization    System    Operat- 
ing Expenses    2,205.97 

General   Administrative   Ex- 
penses       12,806.73 

Other   General   Expenses    .  .  39,321.32 

Total  Operating  Expenses    .    $    206,973.35  ^ 

%    206,973.35 

Operating    Income    $    210,903.48     — 

Non-Operating      Revenues  K 
(Including    Interest    Reve- 
nues)       $        8,951.30 

Non-Operating   Expenses    . .  5,269.59 

Non-Operating   Income    ....  3,681.71 

Gross  Income   $    214,585.19 

Gross  Income  Deductions 
Interest    $  258.65 

Net    Income    "  $    214,326.54 

Net  Income  Deductions 

Free    Electricity    Furnished 

Borough     $      41,765.38 

Balance  of  Net  Income $    172,561.16 
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ELECTRIC    LIGHT    DEPARTMENT 
ANALYSIS    OF    FIXED    CAPITAL 

Balance       Ad< 
Account  Jan.  1,  1943      R 

Organization     $        7,605.25 

Generating   System,   Land    .  21,885.80 

Generating     System,     Power 

Plant  Structures    45,417.75     $ 

Generating  System,  Railroad 

Sidings  and  Trestles    6,067.16 

Generating     System,     Boiler 

Plant  Equipment 124,190.78 

Generating     System,     Turbo 

Generators     300,534.50 

Generating  System,  Other 
Electric  Generators,  South 
Penn  Power  Company  In- 
terconnection     

Generating     System,     Other 

Electric   Equipment    80,231.03 

Generating  System,  Coal 
Storage  and  Weighing 
Equipment      16,645.42 

Generating     System,     Other 

Power  Plant  Equipment    .  3,543.32 

Transmission  System,  Over- 
head Conductors    44.88 

Distribution     System,    Poles 

and   Fixtures    39,217.25 

Distribution  System,  Over- 
head Conductors    55,729.40 

Distribution  System,  Over- 
head   Transformers     52,342.64 

Distribution  System,  Over- 
head Transformer  Instal- 
lations        6,470.57 

Distribution  System,  Over- 
head   Services     21,955.20 

Distribution  System,  Under- 
ground  Conduits    1,183.69 

Distribution  System,  Under- 
ground Conductors    14,119.10 

Distribution  System,  Under- 
ground Transformers   ....  605.25 

Distribution  System,  Under- 
ground Transformer  In- 
stallations       82.93  82.93 

Distribution  System,  Under- 
ground   Services    7.81  7.81 

Distribution   System,   Meters  49,706.16  339.62  50,045.78 

Distribution    System,    Meter 

Installations      8,591.43  184.76  8,776.19 

Utilization  System,  Commer- 
cial  Arc   System    2.16  2.16 
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tions  and 

Balance 

irements 

Dec.  31, 1943 

$        7,605.25 
21,885.80 

259.64 

45,677.39 

6,067.16 

124,190.78 

300,534.50 

48,425.53 

48,425.53 

80,231.03 

16,645.42 

233.00 

3,776.32 

44.88 

203.14 

39,420.39 

250.22 

55,979.62 

770.23 

51,572.41 

443.58 

6,914.15 

10.56 

21,965.76 

, 

1,183.69 

14,119.10 

605.25 

Utilization    System,    Munici- 
pal  Street   Arc   System    .  18,535.38  18,535.38 
Utilization    System,    Munici- 
pal    Street     Incandescent 

System     52,959.41  52,959.41 

Other  General— Land 600.00  600.00 

Other  General— Structures  .  2,590.00  2,590.00 
Other  General— Equipment  1,107.09  1,107.09 
General  Store  Equipment  . .  184.22  184.22 
General  Shop  Equipment  .  .  277.40  14.60  292.00 
General  Garage  Equipment  .  6,329.78  6,329.78 
General  Laboratory  Equip- 
ment                    1,278.86                                          1,278.86 

General  Tools  and  Equip- 
ment   .  726.06  22.63  748.69 

Engineering  and  Superin- 
tendence during  Construc- 
tion      24,025.55  24,025.55 

Administrative      Legal     and 

Taxes  during  Construction  7,605.25  7,605.25 

Interest  during  Construction  23,555.35  23,555.35 

Development    Cost    45,119.23  45,119.23 


$1,041,073.06     $      49,617.05     $1,090,690.11 
FREE  LIGHTING  AND  POWER  USED  IN  BOROUGH  DURING  1943 


Light 

Public  Comfort  Station   ....      $ 

303.94 

Traffic  Signals 

714.31 

Street  Lighting  on  Square   . 

1,012.04 

Parking  Lot  West  Washing- 

ton   Street    

678.65 

Service   Men's    Room,    South 

Main  Street    

102.72 

Police    Headquarters    and 

Police  Booth  on  Square    . 

304.04 

City   Hall    

556.86 

City   Hall,   Water   Heater    . 

45.75 

Friendship  Fire  Company  . . 

141.46 

Junior    Fire    Company    .... 

269.87 

Good  Will  Fire  Company   . . 

214.13 

Franklin    Fire    Company    .  . 

240.14 

Cumberland  Valley   Fire 

Company 

76.67 

American  Red  Cross  Rooms 

33.33 

Bomb    Shelter     (D.    Harvey 

Diehl)     

9.00 

Municipal    Garage     

151.19 

Henninger  Field    

32.77 

Electric    Light    Plant,    Stor- 

age Shed   

9.77 

Electric    Light    Plant,    Fire 

Alarm  Battery  Charges    . 

20.55 

Park  of  the  Valient    

43.65 
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Emergency      Lighting      at 

Light   Plant    1,225.87 

Disposal    Plant    114.72 

Disposal  Plant,  Settling- 
Pump    House    9.00 

Disposal   Plant,   Control   and 

Tool    House    9.00 

Disposal  Plant,  Pump  House  37.44 

Municipal    Market 353.27 

$        6,710.14 

Power 

Franklin  Fire  Company    ...  $             60.60 

Municipal    Garage     66.63 

Municipal    Market    85.61 

Disposal  Plant   1,244.69 

Disposal  Plant,  Final  Sett- 
ling   Pump    House    388.79 

Disposal  Plant,  Control  and 

Tool    House    121.80 

Power   for   Air   Raid    Sirens  .          277.44 

2,245.56 

Arc  Lighting  of  Streets    ...  $        7,071.60 
Incandescent    Lighting    of 

Streets      25,738.08 

32,809.68 

Total     $      41,765.38 

In  addition,  Credit  Account, 
Labor  at  Plant,  Fire  Alarm 
Batteries,  365  @   $2.00    .  .      $  730.00 

ELECTRIC    LIGHT   LIENS 

Balance  to~  be  collected  Jan- 
uary 1,  1943   $  57.13 

Balance  to  be  collected  Jan- 
uary 1,  1944   57.13 

ORNAMENTAL    STREET    LIGHTING    LIENS 

Balance  to  be  collected  Jan- 
uary 1,  1943   $  68.85 

Balance  to  be  collected  Jan- 
uary 1,  1944   68.85 


ELECTRIC    LIGHT    DEPARTMENT  —  SINKING    FUND 

Balance     in     Sinking     Fund 

January   1,   1943    $    141,538.61 

Transfers    from    Electric 

Light   Department    38,400.00 

Interest     Received      (Time 

Certificates)      1,329.82 
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Interest     U.     S.     Treasurer 

Bonds      1,707.67 

$70,000.00    U.    S.    Treasurer 

Bonds   2%,   1949  —  51    ...  70,185.94 


$    253,162.04 


$70,000.00    U.    S.    Treasurer 

Bonds,  2%,  1949  —  51  ...  $  70,185.94 
$37,000.00    U.    S.    Treasurer 

Bonds,  2%,  1950  —  52  ...  37,000.00 
$37,000.00    U.    S.    Treasurer 

Bonds,  2%,  1951  —  53  ...  37,000.00 
Balance     in     Treasurer's 

Hands  January  1,  1944   .  .  108,976.10 

— ■     $    253,162.04 

STATEMENT  OF  ASSETS  AND  LIABILITIES  OF  THE  BOROUGH 
QF  CHAMBERSBURG  AS  OF  JANUARY  1,  1944 

Assets 

Cash  in  Treasurer's  Hands,  General  Bor- 
ough      $        4,557.31 

Cash  in  Treasurer's  Hands,  Water  Depart- 
ment      43,685.92 

Cash  in  Treasurer's  Hands,  Water  Depart- 
ment, Sinking  Fund   42,264.91 

Cash  in  Treasurer's  Hands,  Light  Depart- 
ment      20,165.53 

Cash  in  Treasurer's  Hands,  Light  Depart- 
ment Sinking  Fund   108,976.10 

Cash  in  Treasurer's  Hands,  Bond  Depart- 
ment   26,661.53 

Cash  in  Treasurer's  Hands,  Bond  Depart- 
ment Sinking  Fund   4,461.54 

Cash  in  Treasurer's  Hands,  Borough  Fire 

Fund    :  .  . .  .  27,917.19 

Cash  in   Collector's   Hands,   Electric   Light 

Consumer's   Deposit  Account    28,428.90 

$    307,118.93 

Borough  Bond 

Tax  Duplicate   1941-1942    .  .      $  140.65     $  422.02 

Tax  Duplicate   1942-1943    .  .  86.75  259.72 

Tax  Duplicate   1943-1944    ..  362.61  1,091.38 

$  590.01     $        1,773.12     $        2,363.13 

Investments 

Borough  Fire  Fund,  $2,000.00  of  Mercers- 
burg  4V2%  Bonds  due,  1943   $        2,000.00 

Borough  Fire  Fund,  $50,000.00  U.  S.  Sav- 
ings Bonds,  Series  "F" 37,000.00 

Light  Department  Sinking  Fund  $70,000.00 

U.  S.  Treasury  2%   1949-51 70,000.00 
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Light  Department  Sinking  Fund  $37,000.00 

U.  S.  Treasury  2%   1950-52    37,000.00 

Light  Department  Sinking  Fund  $37,000.00 

U.  S.  Treasury  2%   1951-53    37,000.00 

Unpaid  Tax  Liens    3,116.97 

Unpaid  Paving  Liens    1,012.88 

Unpaid  Sewer    Liens     5,058.96 

Unpaid  Water  Liens   2,012.73 

Unpaid  Electric  Light  Current  Liens 57.13 

Unpaid  Ornamental  Street  Lighting  Liens  68.85 
Water    Department    Current    Assets,    Less 

Cash   in   Treasurer's   Account    18,372.88 

Light    Department,    Current    Assets,    Less 

Cash  in  Treasurer's  Account   65,899.74 


Value  of  Borough  Property 

Electric  Light  Plant  and  Distribution  Sys- 
tem, Reproduction  Value  New,  less  ac- 
crued   Depreciation $    636,798.91 

Water    Distributing    System,    Reproduction 

Value    New,    Less    Accrued    Depreciation  1,145,849.93 

Disposal    Plant    and    Main    Trunk    System  324,650.00 

Lateral    Sewers     268,236.00 

Fire  Houses  and  Apparatus 127,562.00 

City  Hall,  Office  Building    55,856.00 

Police  Headquarters  and  Equipment   13,220.00 

Street     Department,     Storage     House     and 

Equipment    i 23,000.00 

Municipal    Market   Building    43,870.00 

Fourth  Street  Properties   3,000.00 

Public  Comfort  Station 5,500.00 

West  Washington  Street  Parking  Lot 7,500.00 

Show   Field    7,500.00 

Henninger  *  Field 16,000.00 


Liabilities 

37r  Improvement  and  Re- 
funding Bonds  issued  De- 
cember 1,  1935   $    150,000.00 

Bonds  Redeemed  and  Can- 
celled   1936    $        7,000.00 

Bonds  Redeemed  and  Can- 
celled  1937    14,000.00 

Bonds  Redeemed  and  Can- 
celled   1938    11,000.00 

Bonds  Redeemed  and  Can- 
celled   1939    11,000.00 

Bonds  Redeemed  and  Can- 
celled   1940    12,000.00 

Bonds  Redeemed  and  Can- 
celled   1941    12,000.00 
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$3,266,625.04 


Bonds  Redeemed  and  Can- 
celled  1942 

Bonds  Redeemed  and  Can- 
celled 1943    

Balance  Outstanding    

2%  Improvement  Bonds,  Is- 
sued September  1,  1938    . 

Bonds  Redeemed  and  Can- 
celled  1940    $ 

Balance  Outstanding   

The  above  balances  are  the 
present  actual  indebted- 
ness of  the  Burgess  and 
Town  Council  of  the  Bor- 
ough of  Chambersburg 
created  without  the 
authority  of  the  vote  of 
electors  thereof. 

Electric  Light  Consumers' 
Deposit  Account    

Assets  in  Excess  of  Liabili- 
ties      


13,000.00 
13,000.00 


24,000.00 


93,000.00 


145,000.00 


24,000.00 


$      57,000.00 


$    121,000.00 


$      28,428.90 
3,060,196.14 


$3,266,625.04 


HARRY    R.    GEARHART, 
ALBERT   S.   HENNEBERGER, 
HERBERT  C.  KEEFER, 

Auditors. 
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GOVERNMENTAL    TAXES    PAID    BY    CITIZENS 
OF    CHAMBERSBURG 

Stated  in  Mills 

For  Public   School  Purpose    21  Mills 

For  State,  County  and  Institutional  Purpose 6  Mills 

For  Borough  Bond  Purpose 3  Mills 

For  General  Borough  Purpose 1  Mill 


WHERE    A    TAX    DOLLAR    GOES    TO 
I  2 


(1)  Public    Schools    Receive     67.75  cents  out  of  each  tax  dollar 

(2)  State   and   County  Receives    19.35  cents  out  of  each  tax  dollar 

(3)  Borough  Bond  Purpose  Receives  .  .       9.68  cents  out  of  each  tax  dollar 

(4)  General  Borough  Purpose  Receives       3.22  cents  out  of  each  tax  dollar 

Borough  Purposes— Taxes  1  Mill  Collected,  1943 $7,590.00 

Borough  Purposes — Taxes  Collected,  1943  per  Capita  .      7,590.00 

=  .506 

15,000 


VALUE  OF  SERVICES  RECEIVED  FOR  $1.00  OF  BOROUGH 
TAXES  COLLECTED  IN  1943 


Taxes  Collected 

for 
Borough  Purposes 

Borough    Administration    $  47,699.40  divided  by  $7,590.00  =  $  6.284 

Police  Services    $  52,603.04  divided  by  $7,590.00  =  $  6.93 

Public   Health    Services    $     9,636.76  divided  by  $7,590.00  =  $  1.269 

Fire  Protection   Services    $  39,410.89  divided  by  $7,590.00  =  $  5.192 

Street  Department  Services    .    $  57,786.10  divided  by  $7,590.00  =  $  7.613 
Street     Lighting,     Miscellane- 

our   Services    $  33,821.72  divided  by  $7,590.00  =  $  4.456 

Sanitary  Sewerage  Services    .   $  26,577.33  divided  by  $7,590.00  =  $  3.501 

Comfort  ^Station  Services $     1,386.08  divided  by  $7,590.00=$  .182 

Parks  and  Playground  Services  $     7,925.02  divided  by  $7,590.00  =  $  1.044 

Total      $276,846.34  divided  by  $7,590.00  =  $36.47 
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VALUE  OF  SERVICES  RECEIVED  PER  CAPITA 

Estimated  Population  15,000 
Costs  Population 

Borough    Administration    $  47,699.40  divided  by  15,000=$  3.179 

♦Police   Services    $  52,603.04  divided  by  15,000  =  $  3.506 

Public  Health  Services    $     9,636.76  divided  by  15,000=$  .642 

Fire   Protection   Services    $  39,410.89  divided  by  15,000  =  $  2.627' 

Street  Department  Services  . .  $  57,786.10  divided  by  15,000=$  3.852 
Street    Lighting,    Miscella- 
neous   Services $  33,821.72  divided  by  15,000  =  $  2.254 

Sanitary  Sewerage  Services    .  $  26,577.33  divided  by  15,000  =  $  1.771 

Comfort   Station   Services    $     1,386.08  divided  by  15,000  =  $  .0924 


Parks  and  Playgrounds  Services  $     7,925.02  divided  by 

15,000  = 

=$     .528 

Total     , 

$276,846.34  divided  by  15,000  = 

=$18.45 

*Not  included  in  Police  Services  is  the  Parking  Meter  Account,  the 
Revenue  from  which,  including  collections  and  fines,  etc.,  amounted  to 
$16,988.73,  and  the  expense  of  which,  including  operation  and  mainten- 
ance of  parking  lot,  amounted  to  $7,402.68. 


Note:  The  Citizens  of  Chambersburg  receive  in  these  services  $276,- 
846.34  of  value  for  which  taxes  were  collected  for  Borough  pur- 
poses in  the  amount  of  $7,590.00.  If  you  did  not  operate  your 
Electric  Light  and  Water  Utilities  at  a  handsome  profit,  the 
whole  cost  of  these  services  would  have  to  be  paid  for  by  taxes, 
which  would  mean  an  increase  in  taxes  for  Borough  purposes  of 
36.47  times  what  they  were  in  1943. 
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ANNUAL   REPORT 


1 

J  i    the  J 

I   BURGESS   AND   TOWN    COUNCIL  I 

I 


THE    BOROUGH    OF    CHAMBERSBURG 
PENNSYLVANIA 


For    the    Year    Ending    December    31,    1944 


This  Pamphlet  is  pub  th<    benefit         he  citizens  of 

(      t     i  aig,   that  they   may  become   better  acquai: 

se  vital  things  in  our  community  that  go  to  make 
Chamber    bui      a  better  place  in  which  I 


ANNUAL    REPORT 

of    the 

BURGESS    AND    TOWN    COUNCIL 

of 

THE  BOROUGH  OF  CHAMBERSBURG 

PENNSYLVANIA 

For  the   Year   Ending  December   31,   1944 


FOR    THE   YEAR 

from 
JANUARY    1,    1944    TO    DECEMBER    31,    1944 

Being 

The  One  Hundred  and  Forty-First  Since  Incorporated 
As   a   Borough 


PERSONNEL    OF   THE    BOROUGH    GOVERNMENT 

1944 

H.  R.  Forbes   Chief  Burgess 

Stephen  McC.  Nelson    President  of  Town  Council 

J.  Hase  Mowrey Manager  of  Utilities 

P.  D.  Rhodes,  Jr Borough  Engineer 

J.  R.  Williams   Secretary 

James  G.  Bietsch   Treasurer 

Edmund  C.  Wingerd  Solicitor 

Edgar  W.  Diehl  Tax  Collector 

Harry  R.  Gearhart Auditor 

Albert  S.  Henneberger Auditor 

Herbert  C.  Keefer   Auditor 

Margaret  E.  Wingert Chief  Bookkeeper 

H.  S.  Byers Chief  of  Police 

Robert  Monn Superintendent  of  Water  and  Sewer 

Charles  F.  Pfoutz Assistant  Borough  Engineer 

William  L.  Grove ...... Plumbing  Inspector 

Robert  Rinick   Market  Master 

COMMITTEES  OF  COUNCIL 


FINANCE  COMMITTEE 

Stephen  McC.  Nelson,  Chairman 
S.  G.  Palmer 
C.  H.  Pensinger 

J.   C.   SlERER 

A.  S.  Stover 

WATER  AND   LIGHT 
COMMITTEE 

C.  H.  Pensinger,  Chairman 
Earle  McL.  Miller 

B.  F.  Small 

STREET  COMMITTEE 

R.  F.  Angle,  Chairman 
John  C.  Sierer 
A.  R.  Zimmerman 

PARKS   AND   PLAYGROUNDS 
COMMITTEE 

A.  S.  Stover,  Chairman 
R.  F.  Angle 
T.  L.  Farner 
S.  G.  Palmer 

C.  H.  Pensinger 


BOROUGH  PROPERTY 
COMMITTEE 

Stephen  McC.  Nelson,  Chairman 

R.  F.  Angle 

C.  H.  Pensinger 

B.  F.  Small 

A.  R.  Zimmerman 


FIRE    COMMITTEE 

A.  R.  Zimmerman,  Chairman 
Earle  McL.  Miller 
A.  S.  Stover 


PUBLIC    COMFORT    STATION 
COMMITTEE 

A.  S.  Stover,  Chairman 
T.  L.  Farner 
S.  G.  Palmer 

INDUSTRIAL    COMMITTEE 

Earle  McL.  Miller,  Chairman 
John  C.  Sierer 
T.  L.  Farner 


SEWER  COMMITTEE 


PUBLIC  SAFETY  COMMITTEE 


B.  F.   Small,  Chairman 
S.  G.  Palmer 
John  C.  Sierer 


COYLE    FREE    LIBRARY 
TRUSTEES 


S.  G.  Palmer 
John  C.  Sierer 


GARBAGE  AND  REFUSE 
COMMITTEE 

John  C.  Sierer,  Chairman 
R.  F.  Angle 
B.  F.  Small 


H.  R.  Forbes,  Chairman 

H.  S.  Byers 

R.  F.  Angle 

Earle  McL.  Miller 

A.  R.  Zimmerman 

MARKET    COMMITTEE 

C.  H.  Pensinger,  Chairman 
Earle  McL.  Miller 
S.  G.  Palmer 

B.  F.  Small 
A.  S.  Stover 

HOSPITAL 
Stephen  McC.  Nelson 


PLUMBERS'  EXAMINING   BOARD 

C.  H.  Pensinger,  Chairman  Water  and  Light  Committee 

B.  F.  Small,  Chairman  Sewer  Committee 

H.  A.  Kottcamp,  Master  Plumber 

W.  L.  Grove,  Plumbing  Inspector 

J.  Hase  Mowrey,  Manager  of  Utilities 


BOARD  OF  HEALTH 

Dr.   B.   M.   Beattie,  President 

F.  Lester  Marshall 

John  B.  Minehart 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank  J.  Croft,  Health  Officer 


PERSONNEL    OF   THE    BOROUGH    GOVERNMENT 

1945 

H.  R.  Forbes Chief  Burgess 

A.  R.  Zimmerman  President  of  Town  Council 

J.  Hase  Mowrey Manager  of  Utilities 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz Assistant  Borough  Engineer 

J.  R.  Williams Secretary 

James  G.  Bietsch   Treasurer 

Edmund  C.  Wingerd Solicitor 

Edgar  W.  Diehl   Tax  Collector 

Harry  R.  Gearhart    Auditor 

Albert  S.  Henneberger  Auditor 

Herbert  C.  Keefer Auditor 

Margaret  E.  Wingert  Chief  Bookkeeper 

H.  S.  Byers  Chief  of  Police 

Robert  Monn Superintendent  of  Water  and  Sewer 

William  L.  Grove  Plumbing  Inspector 

Robert  Rinick   Market  Master 

COMMITTEES  OF  COUNCIL 


FINANCE    COMMITTEE 

A.  R.  Zimmerman,  Chairman 
S.  G.  Palmer 
C.  H.  Pen  singer 
J.  C.  Sierer 

A.  S.  Stover 

WATER   AND   LIGHT 
COMMITTEE 

C.  H.  Pensinger,  Chairman 
E.  M.  Miller 

B.  F.  Small 

STREET  COMMITTEE 

R.  F.  Angle,  Chairman 
J.  C.  Sierer 
L.  D.  Fero 

FIRE   COMMITTEE 

A.  S.  Stover,  Chairman 
E.  M.  Miller 
T.  L.  Farner 

PARKS  AND  PLAYGROUNDS 
COMMITTEE 

T.  L.  Farner,  Chairman 
R.  F.  Angle 
L.  D.  Fero 
S.  G.  Palmer 

C.  H.  Pensinger 


GARBAGE  AND  REFUSE 
COMMITTEE 

J.  C.  Sierer,  Chairman 
R.  F.  Angle. 
L.  D.  Fero 

MARKET   COMMITTEE 

C.  H.  Pensinger,  Chairman 
E.  M.  Miller 
S.  G.  Palmer 

B.  F.  Small 
A.  S.  Stover 

BOROUGH  PROPERTY 
COMMITTEE 

A.  R.  Zimmerman,  Chairman 
R.  F.  Angle 

C.  H.  Pensinger 

B.  F.  Small 
A.  S.  Stover 

PUBLIC    COMFORT    STATION 
COMMITTEE 

A.  S.  Stover,  Chairman 
T.  L.  Farner 
S.  G.  Palmer 

INDUSTRIAL  COMMITTEE 

E.   M.  Miller,  Chairman 
J.  C.  Sierer 
T.  L.  Farner 


SEWER   COMMITTEE 

B.  F.   Small,  Chairman 
S.  G.  Palmer 

J.  C.  SlERER 


PUBLIC  SAFETY  COMMITTEE 

H.  R.  Forbes,  Chairman 
H.  S.  Byers 
R.  F.  Angle 
E.  M.  Miller 
B.  F.  Small 


POLICE    CIVIL   SERVICE 
COMMISSION 

H.  C.  Row,  Chairman 
Donald  E.  Haller,  Sr. 
Harry  B.  Eberly,  Secretary 

COYLE    FREE    LIBRARY 
TRUSTEES 

S.  G.  Palmer 
J.  C. 


HOSPITAL 

E.  M.  Miller 

PLUMBERS'  EXAMINING  COMMITTEE 

C.  H.  Pensinger,  Chairman  Water  and  Light  Committee 

B.  F.  Small,  Chairman  Sewer  Committee 

H.  A.  Kottcamp,  Master  Plumber 

W.  L.  Grove,  Plumbing  Inspector 

J.  Hase  Mowrey,  Manager  of  Utilities 


BOARD  OF  HEALTH 

Dr.  B.  M.  Beattie,  President 

W.  M.  L.  Etter 

F.  Lester  Marshall 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank  J.  Croft,  Health  Officer  and  Secretary 


BOROUGH    OFFICIALS 

OF 

THE  BOROUGH  OF  CHAMBERSBURG 


Stephen     McC.    Nelson 

President   of   Council 

Councilman,    1st    Ward 


H.  R.  Forbes 
Chief  Burgess 


Earl   McL.   Miller 
Councilman,    1st    Ward 
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R.  F.  Angle 
Councilman,  2nd  Ward 


A.  R.  Zimmerman 
Councilman,  2nd  Ward 


BOROUGH    OFFICIALS 

OF 

THE    BOROUGH    OF    CHAMBERSBURG 


G.  H.  Pensinger 

Councilman,    3rd    Ward 


John  C.  Sierer 
Councilman,    Mh    Ward 


A.  S.  Stover 
Councilman,   3rd   Ward 


S.  (i.  Palmer 
Councilman,    Mh    Ward 


B.   F.   Small 
Councilman,    ~)lh    Ward 


BOROUGH    OFFICIALS 

OF 

THE   BOROUGH   OF   CHAMBERSBURG 


T.   L.   Farner 
Councilman,   5th   Ward 


J.  Hase  Mowrey 
Manager   of    Utilities 


E.    C.    WlNGERD 

Borough   Solicitor 


F.    D.    Rhodes,    Jr. 
Borough    Engineer 


H.   S.   Byers 
Chief  of  Police 
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THE    BOROUGH   OF    CHAMBERSBURG 
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Margaret  E.  Wingert 
Chief  Bookkeeper 


W.  L.  Grove 
Plumbing  Inspector 


Robert  Monn 
Supt.  of  Water  and  Sewer 


J.    R.   Williams 
Borough   Clerk 


Robert  Rinick 
Market  Master 
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MUNICIPAL    OFFICE    BUILDING 


HISTORICAL 

Chambersburg  was  founded  by  Benjamin  Chambers  at  "Fawling 
Spring  on  Cannogogige,"  in  1734,  and  in  1764  Benjamin  Chambers  writes, 
"there  is  a  town  laid  out  on  Conegogig  Creek."  The  Town  was  incorpora- 
ted by  an  Act  of  the  General  Assembly  of  the  State  of  Pennsylvania, 
March  21,  1803,  and  the  first  Burgess  and  Town  Council  consisted  of  the 
following:  Chief  Burgess — Major  John  Holliday;  Councilmen — Edward 
Crawford,  Esq.,  Andrew  Dunlap,  Christian  Oister,  John  Shryock,  and 
Patrick  Campbell.  It  has  grown  slowly,  but  its  growth  has  been  steady, 
and  its  accomplishments  enduring.  Today  it  bears  the  rather  enviable 
reputation  of  being  one  of  the  outstanding  boroughs  in  the  State  of 
Pennsylvania,  and  its  citizens  enjoy  more  vital  services  at  a  much  lower 
cost  than  any  other  borough  in  the  State. 


POLICE  DEPARTMENT 

The  first  police  force  for  the  Borough  of  Chambersburg  was  estab- 
lished January  16,  1818,  by  the  following  action  of  Town  Council,  "Be  it 
ordained,  etc.,  That  four  men  shall  be  employed  to  watch  and  patrol  the 
streets  of  the  Borough  during  the  night,  from  nine  o'clock  until  daybreak, 
for  the  term  of  three  months  from  this  date,  to  guard  the  property  of 
the  inhabitants,  as  far  as  in  their  power,  from  incendiaries,  thieves,  and 
plunderers,  and  to  arrest  and  detain  all  vagrants  and  night  walkers  until 
the  morning,  unless  he,  she,  or  they  can  give  a  satisfactory  account  of 
their  purpose,  and  the  occasion  of  their  being  found  on  the  street  —  and 
also  call  the  hour." 

The  Council  entered  into  an  article  of  agreement  dated  January  17, 
1818,  with  Robert  Allison,  as  Captain;  William  McElhany,  Jacob  Hecker- 
man,  and  Dan  McAllister,  Privates;  to  patrol  the  town  from  nine  o'clock 
until  daybreak,  call  the  hour,  and  light  any  lamps  that  are,  or  may  be, 
erected,  for  which  the  Captain  was  to  receive  $18.00  per  month,  and  each 
Private  $15.00  per  month,  and  the  Council  was  to  furnish  each  one  with 
a  sufficiently  warm  watch  coat. 

From  the  following  proclamation,  it  is  evident  that  128  years  ago  the 
sources  of  amusement  for  the  good  people  of  Chambersburg  were  much 
better  protected  than  they  are  today: 

"To  Robert  Allison,  High  Constable 

Sir:  You  are  hereby  authorized  to  attend  the  Theatre  in  the 
Borough  of  Chambersburg  and  Protect  the  Manager  thereof  whilst  act- 
ing from  any  disorderly  Person  or  Persons  —  and  if  any  Person  or  Per- 
sons attempt  to  disturb  said  actors  during  their  "performans" — you  are 
hereby  Commanded  to  bring  him  or  them  before  me  or  any  Justice  of  the 
Pe  ace  in  said  Borough  to  be  dealt  with  according  to  Law.     Fail  not. 

Given  under  my  hand  and  seal  this  19th  day  of  July,  1816. 

(Signed)   PATRICK  CAMPBELL,  Burgess." 

From  this  very  modest  beginning,  the  Police  Department  has  de- 
veloped into  a  highly  efficient  and  very  completely  equipped  organization. 
The  personnel  now  consists  of  a  Chief,  two  Sergeants,  thirteen  patrolmen, 
and  a  clerk.  Included  in  their  equipment  is  a  Hardinge  Police  Register 
System,  dictograph,  fingerprinting  and  photographing  outfits,  38  calibre 
Colt  revolvers,  tear  gas  guns  and  hand  grenades,  two  motorcycles  and 
two  radio-equipped  police  cars.  These  two  cars  have  15-watt  power 
transmitters  and  operate  two-way  with  a  very  modern  50-watt  power 
central  station  located  at  the  Department's  headquarters.  This  radio 
station,  known  as  WMCB,  operates  on  a  frequency  of  39,500  kilocycles. 
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During  the  year  1944,  the  Police  Department  answered  2,031  calls. 
This  is  exclusive  of  all  calls  answered  by  the  Chief  of  Police.  Of  31 
actual  cases  of  burglary,  breaking  or  entering  reported  or  known  to 
police,  16  were  cleared  by  arrest.  Sixteen  cases  of  larceny-theft  were 
cleared  by  arrests  from  a  total  of  67  reported.  There  was  a  total  number 
of  2,500  arrests  made  for  various  offenses,  1,633  of  which  were  parking 
meter  violations,  147  drunkenness  and  disorderly,  294  other  parking 
violations  and  21  arrests  for  operating  a  motor  vehicle  while  intoxicated. 
The  night  patrol  reported  358  store  doors  left  open  by  proprietors  on 
leaving  stores.  The  total  amount  of  fines  collected  by  the  Borough  was  , 
$2,467.00,  $1,871.00  of  which  was  parking  meter  fines.  A  total  of  120' 
traffic  accidents  were  investigated. 


FIRE   DEPARTMENT 

In  1790,  one  hundred  and  fifty-four  years  ago,  when  the  village  of 
Chambersburg  consisted  entirely  of  either  log  or  frame  houses,  and  the 
fire  hazard  was  great  because  of  wood  fires  upon  the  open  hearth,  the 
necessity  o%.  providing  protection  from  fire  was  first  discussed,  and  the 
Friendship  "Fire  Company,  an  organization  of  citizens  equipped  with 
buckets,  was  formed. 

Since  that  time,  with  the  expansion  of  the  village  from  a  few  houses 
to  a  borough  of  the  first  magnitude,  the  formation  of  additional  com- 
panies became  necessary,  and  their  equipment,  from  bucket,  to  hand 
pump,  to  hose  reel,  to  steam  fire  engine,  and,  during  the  past  seventeen 
years,  to  modernized  motor  drawn  and  motor  driven  apparatus,  has  kept 
pace  with  the  times. 

Today,  the  Fire  Department  consists  of  five  companies,  advantage- 
ously loca:ed,  and  equipped  with  three  American  LaFrance  Pumpers,  one 
Ward  LaFrance  Flood  Light  Truck  and  Pumper,  an  aerial  truck  with  85 
foot  ladder,  a  City  Service  truck  with  booster  pump,  two  Peter  Pirsch 
Combination  Booster  and  Squad  Wagons,  a  squad  and  chemical  car,  and 
an  ambulance. 

The  companies  are  entirely  volunteer,  only  the  drivers  of  the  appara- 
tus receiving  pay  from  the  Borough.  The  fire  houses  and  equipment  are 
owned  by  the  Borough,  and  under  the  care  of  the  Property  Committee 
and  the  Fire  Committee  of  the  Borough  Council. 

In  addition  to  the  above  mentioned  equipment,  the  town  is  completely 
covered  by  the  Gamewell  Fire  Alarm  System,  consisting  of  60  fire  alarm 
boxes,  5  station  house  indicators  and  gongs,  and  one  general  alarm,  all 
storage  battery  operated.  Two  hundred  and  forty  latest  type  fire  plugs 
are  installed  at  the  most  advantageous  points. 

The  Department  answered  26  General  Alarms  sounded  by  the  Game- 
well  System  during  the  year.  In  addition  to  these  system  alarms,  the 
companies  responded  to  silent  alarms  and  individual  calls  as  follows: 

Friendship  Company   14 

Junior  Company 22 

Good  Will  Company V 18 

Franklin    Company    25 

Cumberland   Valley   Company 7 

The  Franklin  Fire  Company  Community  Pumper  answered  29  calls 
for  rural  fires. 

The  fire  loss  in  the  Borough  of  Chambersburg  for  1944  was  $7,655.00. 

The  Good  Will  Ambulance  responded  to  1,129  calls  during  the  year. 
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STREET  DEPARTMENT 

On  March  30,  1734,  Benjamin  Chambers  was  given  a  grant  to  take, 
settle,  and  improve  400  acres  of  land  at  the  mouth  of  the  Falling  Spring 
and  the  Conococheague  Creek,,  but  this  tract  was  not  sub-divided  until 
1764  when  it  was  laid  out  as  a  town  and  called  Chambers  Town,  which 
name  was  changed  to  Chambersburg  when  Franklin  County  was  erected 
in  1784. 

The  limits  of  the  town  at  that  time  were  on  the  North  by  the  Fall- 
ing Spring;  on  the  East  by  Second  Street;  and  on  the  South  by  approxi- 
mately Liberty  Street;  and  on  the  West  by  the  Conococheague  Creek. 

In  the  beginning  of  the  19th  Century  no  streets  had  been  graded  or 
paved,  although  each  property  owner  was  required  to  maintain  a  walk  in 
front  of  his  own  property.  The  original  plan  of  the  inhabitants  was  to 
make  Second  Street  the  principal  business  street,  but  this  was  changed 
to  Main  Street  after  considerable  influence  was  exerted  by  those  property 
owners. 

Prior  to  1813,  the  Lincoln  Highway  and  Main  Street  were  repaired 
by  the  Turnpike  Company,  by  turnpiking,  which  consisted  of  placing 
one  foot  of  broken  stone  covered  with  gravel  and  clay.  The  first  record 
of  a  contract  awarded  by  the  Borough  was  in  1813  to  repair  the  Lincoln 
Highway  and  Main  Street  near  the  "Diamond." 

The  first  covered  storm  sewer  was  built  in  Burkhart  Avenue  from 
Main  Street  to  the  Creek  in  1823.  This  sewer  had  an  inside  height  of  \xk 
feet  and  a  width  of  3V2  feet. 

The  extension  of  this  form  of  street  repairs,  grading,  and  sewers 
continued  with  some  modification  until  1912  when  the  present  brick  pav- 
ing was  laid,  and  plans  adopted  to  continue  this  paving  four  blocks  each 
year.    This  plan  was  not  followed,  due  to  the  increased  cost  of  materials. 

In  1918  a  general  plan  of  macadam  construction  and  surface  oiling 
was  adopted,  and  the  Lincoln  Highway  and  Main  Street  were  paved  first 
with  water-bound  macadam,  and  treated  with  road  oil.  This  is  the  first 
year  that  a  large  quantity  of  road  oil  was  used  as  a  maintenance  and 
construction  material.  Prior  to  this  time,  oil  was'  used  as  a  dust  pre- 
ventive and  partially  paid  for  by  the  property  owners  abutting  on  the 
streets  treated. 

This  plan  was  continued  until  1927  and  1928,  when  the  Lincoln  High- 
way and  Main  Street  were  again  repaved  with  reinforced  cement  concrete. 

Due  to  wartime  restrictions,  the  work  of  the  Street  Department  was 
confined  to  maintenance,  with  -the  exception  of  the  construction  of  200 
feet  of  24-inch. storm  sewer  and  macadam  paving  along  the  curb  on  Wayne 
Awerrcrev 

Storm  -  Sewer  Construction : 
Wayne  Avenue  .  .  .  ; 24"  Concrete  Pi-pe  . 200  Lin.  Ft. 

The  following 'schedules  are  designed  to  show  the  progress  of  con- 
struction in  the  Street  Department  during  the  past  twenty-six  years: 

S  TRfcET-^Rtf^eeS 
1918  1944 

Square  Yards  Type  Square  Yards 

3,850 Oil  Treated  Water-Bound  Macadam    442,476 

0 .Oil  Treated  Bituminous  Macadam   46,515 

0 Reinforced   Cement   Concrete    72,663 

14,712 Brick  on  Cement  Concrete  Base 14,712 

0 Bituminous    Concrete    12,935 

587,565 • .  Unpaved 18,816 

Total— 608,117  Square  Yards,  or  31.39  Miles  of  Highways,  1944. 
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ALLEY   SURFACES 


Type 

0 Reinforced  Cement  Concrete    

Bituminous   Concrete    

.  Oil  Treated  Macadam    

Stone  and  Macadam 

17.50 Clay,  Slate  or  Not  Opened 

Total— 22.0  Miles. 

UNDERGROUND  SURFACE  WATER  DRAINS 


1944 
Miles 

1.93 
3.67 
7.20 
8.27 
1.36 


q4<*> 


Pipe 
Pipe 
Pipe 


Type 

Terra  Cotta  Pipe 
Terra  Cotta 
Terra  Cotta 
Terra  Cotta 
Terra  Cotta 
Concrete  Pipe 
Concrete  Pipe 
Concrete 
Concrete 
Concrete 
Iron  Pipe 
2.5'  Cement  Concrete 


Linear  Feet 

2,610 

Pipe    -4^0 


Pipe 
Pipe 
Pipe 


Box 


Totals 
Inlets 


Cement  Concrete  Box  .  .  , 
Cement  Concrete  Box  .  .  , 
Cement  Concrete  Box  .  .  . 
Cement  Concrete  Box  .  .  . 
3,5'  Cement  Concrete  Box 
3.5'  Cement  Concrete  Box 
4.5'  Cement  Concrete  Box 


260 

4,993 

452 

831 

350 

2,979 

2,714 

800 

1,050 

1,662 

1,467 

8,385 

6,726 

150 

720 

113 

252 


-40;894 
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ENGINEERING    DEPARTMENT    »2  ^ 

The  office  of  the  Engineer  in  the  Borough  of  Chambersburg  was 
created  by  Ordinance  adopted  by  the  Council  on  June  14,  1909. 

The  Council  appoints  the  Borough  Engineer,  and  determines  who 
shall  be  his  assistants. 

"fhe  duties  of  the  Engineer  are  to  furnish  engineering  services  to 
the  various  departments  of  the  Borough;  to  have  charge  of  all  property 
not  under  the  supervision  of  the  Manager  of  Utilities;  to  have  supervision 
over  the  Street  Department,  Parks  and  Playgrounds  Department,  and 
the  Garbage  and  Refuse  Collection  Department,  and  to  report  monthly 
to  the  council  on  all  works  completed  under  his  supervision. 

The  general  duties  of  the  office  of  the  Engineer  are  to  make,  supply 
and  preserve  copies  of  plans,  specifications,  estimates,  maps,  charts, 
profiles,  etc.;  to  keep  records  of  the  location  of  water,  sewer  and  gas 
mains;  and  to  perform  clerical  work  incidental  to  the  departments  under 
the  Engineer's  supervision. 
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MUNICIPAL    MARKET 

The  first  Market  House  and  Town  Hall  was  erected  in  Chambersburg 
in  1830  on  land  purchased  from  Andrew  Hemphill  and  Ruth,  his  wife,  on 
May  3,  1830,  for  $630.00.  This  lot  had  a  frontage  on  Queen  Street  of 
64  feet  and  a  depth  on  Second  Street  of  110  feet.  Apparently  there  was 
some  doubt  of  the  construction  as  one  of  the  provisions  of  the  sale  of  the 
ground  provided  that  if  a  Market  House  or  Town  Hall  was  not  erected 
until  April  1,  1833,  Hemphill  could  repurchase  the  ground  at  the  same 
price  that  he  received. 

The  Market  House  and  Town  Hall  was  enlarged  later  in  1874.  During 
1930  other  alterations  were  made  when  additional  office  space  was  re- 
quired and  after  interest  in  the  market  had  decreased  to  such  an  extent 
that  ample  room  still  remained  to  conduct  this  market.  However,  when 
the  market  session  was  changed  to  Friday  afternoons  and  evenings  a 
considerable  increase  in  attendance  resulted  and  the  demand  for  larger 
quarters  and  parking  facilities  was  apparent. 

At  a  meeting  of  the  Burgess  and  Town  Council  held  on  November 
12,  1940,  the  preparation  of  plans  for  a  new  market  building  to  be  located 
on  South  Third  Street  was  authorized  and  on  April  15,  1941,  the  general 
contract  was  awarded.  The  first  market  was  held  on  November  7,  1941, 
in  the  completed  structure. 

The  building  is  one  story,  150  feet  long  and  50  feet  wide  with  a  full 
basement.  The  entire  construction  is  of  concrete  foundations  and  brick 
walls  faced  with  glazed  tile  in  the  market  room.  Steel  trusses  support 
the  roof  which  provides  a  ceiling  height  of  twenty  feet  in  the  center  and 
fifteen  feet  on  the  sides.  Fluorescent  lighting  is  provided  for  the  market 
room,  concrete  walks  are  laid  on  three  sides  of  the  building,  and  a  maca- 
dam paved  parking  lot  to  accommodate  fifty  cars  is  provided  on  the 
North  side. 

The  Municipal  Market  was  in  operation  for  the  full  year  with  a 
large  attendance  at  all  Friday  markets  but  with  very  few  dealers  or  buy- 
ers attending  the  Tuesday  markets,  with  the  result  that  the  Tuesday 
markets  were  eventually  discontinued.  c*?S  */ 

January  1,  194&,  there  were  Srdealers  renting  a  total  of  3##  linear 
feet  of  space.  ~THis~rep*'e&£nts_about.84  percent  of-  the  greatest  amount 
of  dealer  stall  space  ever  rented,  and  this  decrease  is  caused  no  doubt  to 
a  large  extent  -by  wartime  conditions. 

The  Franklin  County  and  Borough  Control  Center  is  located  in  a 
portion  of  the  basement  of  this  building  and  the  balance  of  the  basement 
is  being  used  as  a  recreation  center,  mention  of  which'  will  be  found 
under  report  of  the  Playground  Department. 

The  total  cost  of  the  Market  Room  and  equipment  was  $28,686.35; 
the  total  cost  of  the  basement  was  $13,500.18;  making  the  total  vajue  of 
the  building  $42,186.53. 
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GARBAGE    AND   REFUSE    COLLECTION 

Effective  April  1,  1943,  the  Borough  of  Chambersburg  acquired  the 
business  of  the  Chambersburg  Sanitary  Garbage  Disposal  Company. 
This  company  and  another  private  operator  were  the  two  largest  collec- 
tors of  garbage  and  refuse,  taking  care  of  the  majority  of  this  work  in 
the  Borough. 

In  order  to  prevent  a  serious  breakdown  in  this  type  service  the 
Borough  purchased  this  business  upon  the  determination  of  the  owners 
to  discontinue  operating,  and,  after  decision  of  the  other  private  collec- 
tors that  they  were  not  equipped  and  did  not  elect  to  take  over  this 
business. 

For  the  business  and  equipment  of  the  Chambersburg  Sanitary 
Garbage  Disposal  Company  the  Borough  paid  $4,500.00,  and  in  addition 
made  capital  expenditures  in  the  amount  of  $2,666.55  for  equipment  to 
efficiently  conduct  the  business. 

Under  a  revised  ordinance  adopted  by  the  Borough"  Council  the  neces- 
sary rules,  regulations  and  rates  were  established.  Household  rates 
are  $1.00  per  month  for  the  removal  of  the  garbage  and  rubbish,  $1.25 
per  month  for  garbage,  rubbish  and  ashes,  provided  in  both  cases  all 
materials  are  placed  on  the  first  or  ground  floor. of  the  property  for 
collection;  and  $2.00  per  month  for  removal  of  garbage,  rubbish  and  ashes 
from  the  cellar  of  the  property.  Commercial  rates  are  by  separate  con- 
tract, based  upon  amount  of  material  to  be  removed. 


PUBLIC    COMFORT    STATION    ^ 

A  Public  Comfort  Station  was  built  by  the  Borough  of  Chambers- 
burg and  the  Commissioners  of  Franklin  County  in  1932  at  a  total  cost  of 
$10,689.03,  and  is  maintained  jointly  by  them.  The  operation  costs  and 
repairs  are  divided.  In  tt&£  the  costs  were  {pl/Tflfl.SO;  of  which  the 
Borough  paid  $068'.,60.  In  addition,  the  Borough  furnished  water  and 
electricity  in  the  amount  of  $&4&&},  and  the  County  Commissioners  fur- 
nished heat  and  janitor  service  without  charge. 

Two  attendants  are  employed,  and  are  on  duty  each  day  during  the 
hours  of  operation  to  maintain  order  and  keep  the  station  in  an  orderly 
and  sanitary  manner. 

The  use  made  of  this  station  has  greatly  exceeded  the  estimates 
made  by  the  original  promoters,  and  the  records  show  that  more  than 
2,000  persons  attended  this  station  in  one  day. 


PARKS    AND   PLAYGROUNDS 

The  Burgess  and  Town  Council  at  the  present,  as  well  as  those  in 
the  past,  recognize  leisure  time  activities  and  recreation  as  an  essential 
governmental  function  and  have  adopted  a  plan  for  expansion  and  im- 
provement that  will  eventually  provide  for  Chambersburg  a  system  of 
Parks,  Athletic  Fields,  Playgrounds,  and  Play  Areas  to  conform  to  stand- 
ards set  by  the  National  Recreation  Association. 

The  playground  system  was  started  through  the  efforts  of  churches, 
civic  organizations  and  citizens  who  together  formed  small  associations 
to  secure  sites,  equipment  and  voluntary  supervision  for  play  areas  for 
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small  children.  Much  of  their  equipment  was  made  by  members  of  these 
associations  and  by  funds  for  materials  secured  from  festivals  and  con- 
tributions. As  the  value  of  these  areas  were  proven,  the  demand  for 
expansion  increased  and  the  Borough  of  Chambersburg  then  assumed 
the  obligations  of  ^maintenance  and  operation,  assisted  by  the  various 
citizens'  committees. 

The  present  playground  program  is  designed  for  a  twelve  week  period 
during  the  months  of  June,  July  and  August  and  is  under  the  direction 
of  the  Parks  and  Playgrounds  Committee  of  the  Town  Council,  together 
with  the  Borough  Engineer,  Playground  Supervisor,  seven  girl  leaders 
and  an  Athletic  Director. 

The  playground  system  consists  of  three  combination  athletic  fields 
and  playgrounds  and  four  play  areas  distributed  over  the  Borough  at 
locations  as  accessible  as  possible  for  the  more  densely  populated  sections. 

In  order  to  help  meet  the  need  of  a  year  around  recreational  program, 
a  Recreation  Center  was  opened  on  March  1,  1943,  in  the  basement  of 
the  Municipal  Market  Building,  under  sponsorship  of  the  Department  of 
Parks  and  Playgrounds.  The  center  was  open  only  during  the  winter 
months,  on  Monday,  Tuesday,  Thursday  and  Friday  evenings  of  each  week 
from  7:00  to  9:30  o'clock.  Wednesdays  were  kept  open  and  practically 
all  of  these  days  were  made  use  of  by  organizations  sponsoring  recrea- 
tional events.  The  regular  program  of  activities  was  under  the  super- 
vision of  the  Supervisor  of  Playgrounds. 

The  colored  asphalt  tile  floor,  acoustical  tile  ceiling,  painted  walls, 
furniture  and  equipment,  consisting  of  ping-pong  tables,  shuffleboard 
court,  game  tables,  piano,  combination  radio  and  record  player,  etc., 
make  a  very  attractive  game  and  recreation  room.  The  center  proved 
very  popular  withsi^wfSTTpersons  making  use  of  its  facilities  according 
to  attendance  figures  kept  by  the  supervisor. 

^    jfc&S  ^   /^  7ft 


HISTORY  OF  THE  CHAMBERSBURG  HEALTH  BOARD 

The  first  meeting  of  the  Chambersburg  Health  Board  was  held  in 
Council  Hall  September  26,  1893.  The  following  men  —  Dr.  Johnston 
McLanahan,  A.  J.  White,  J.  Brua  Hoyer,  and  George  Denton  were  sworn 
in  as  members  by  Burgess  George  A.  Wood.  Dr.  John  A.  Bouse  was 
appointed  Health  Officer. 

Dr.  Johnston  McLanahan  was  elected  President  of  the  Board,  which 
office  he  held  until  October  3,  1912. 

Among  the  first  duties  of  the  Board  were  the  enacting  of  local  sani- 
tary measures  which,  in  conjunction  with  the  State  regulation,  began 
functioning  shortly  after  its  inception. 

The  Health  Board  was  the  outcome  of  an  Act  of  the  General  Assembly 
of  May  9,  1893,  authorizing  Chambersburg  such  a  Board. 

The  duties  of  the  Health  Board  have  varied  with  conditions  of  the 
times,  but  the  main  actions  have  always  been  the  maintaining  of  sanitary 
health  measures  concerning  the  public. 

Contagious  diseases  and  their  control  have  always  been  one  of  the 
chief  duties  of  the  Health  Board. 

Other  duties  are  seeing  that  the  milk  supply  is  brought  to  the  con- 
sumer in  the  best  possible  condition  as  a  palatable,  healthful  product, 
free  of  preservatives  or  adulterations,  issuing  of  health  certificates  to 
those  who  work  or  are  employed  in  restaurants,  drug  stores,  hotels,  eating 
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houses,  .etc.,  nuisances  affecting  the  public  are  corrected,  and  the  general 
civic  conditions  of  the  city  are  observed. 

During  the  year  1944,  91  cases  of  contagious  diseases  were  reported 
to  the  Board  of  Health.  Three  hundred  and  forty-six  common  nuisances 
were  reported  to  the  Board  of  Health,  which  were  investigated  by  the 
Health  Officer  and  removed  or  remedied.  Fifty-nine  connections  were 
made  to  the  Sanitary  Sewer  System  during  the  year  1944.  Five  hundred 
and  thirty-one  Health  Certificates  were  issued  to  all  hotels,  restaurants, 
drug  stores,  ice  cream  parlors,  eating  houses,  tap  rooms  and  all  milk 
dealers  on  July  1st  and  on  December  31st,  1944:  Seven  permits  were 
granted  to  all  milk  dealers.  The  Health  Officer  made  1325  calls  during- 
the  year.  Twelve  permits  were  issued  to  haulers  of  garbage  and  refuse. 
During  the  year  1944  an  average  of  30  loads  of  refuse,  etc.,  was  received 
daily  at  the  Borough  of  Chambersburg  incinerator  and  dump,  located  on 
the  Borough  Farm,  and  was  properly  placed  and  disposed  of. 

Sediment  testing  of  milk  was  made  quarterly,  and  the  preservative 
test  made  annually. 

Anyone  whose  milk  registered  unsatisfactory  on  two  successive  test- 
ings were  refused  the  privilege  of  selling  milk  within  the  Borough  for 
local  distribution. 

The  Board  meets  the  last  Monday  of  each  month  in  regular  session 
with  additional  special  meetings. 

The  members  are  Dr.  B.  M.  Beattie,  President;  Dr.  L.  H.  Seaton,  W. 
M.  L.  Etter,  Paul  Walker,  F.  Lester  Marshall,  and  Frank  J.  Croft,  Health 
Officer  and  Secretary. 


HISTORICAL  SKETCH  OF  CHAMBERSBURG  SANITARY 
SEWER    DEPARTMENT 

When  the  Borough  of  Chambersburg  decided  in  1910  and  1911  to 
obtain  its  water  supply  from  the  State  Forest  at  Caledonia,  it  was  neces- 
sary to  obtain  a  permit  from  the  Pennsylvania  State  Health  Department, 
and  when  the  State  Health  Department  issued  this  permit,  it  granted 
to  Chambersburg  the  right  to  the  water  of  Birch  Run,  but  it  also  pro- 
vided that,  for  this  right,  the  Borough  of  Chambersburg  was  to  install 
a  Sanitary  Sewerage  System  with  a  proper  Disposal  Plant  of  a  capacity 
sufficient  to  take  care  of  the  town  for  twenty  years  to  come. 

The  same  Bond  Issue,  providing  funds  for  the  construction  of  the 
water  supply  line  between  the  mountain  and  Chambersburg,  provided 
also  for  sufficient  bonds  to  put  in  a  Sanitary  Sewerage  System  in  Cham- 
bersburg. This  system  was  constructed,  and  was  put  in  service  August 
1,  1912.  As  building  operations  developed  in  the  town,  new  laterals  have' 
been  run,  and  at  the  present  time  the  entire  system  consists  of: 

LATERALS 

21.805  miles  8" 

6.636  miles  10" 

.263  miles  12" 

.23     miles  15" 

.074  miles  18" 


Total   29.008  miles 
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TRUNK  LINES 

238.0  feet  10" 

4,432.5  feet  12" 

2.138.3  feet  15" 

3.099.4  feet  18" 
4,014.9  feet  24" 

1,631.2  feet  20"  x  30"    concrete 


Total   15,554.3  feet 

At  the  present  time  there  is  a  total  of  168,824.76  feet,  or  31.97  miles 
of  sewers,  126  Flush  Tanks,  765  Manholes,  and  3346  buildings  are  con- 
nected with  the  system. 

There  are  no  charges  for  sewer  service  rendered  by  the  Borough  of 
Chambersburg,  and  this  is  a  rather  outstanding  achievement  when  you 
stop  to  think  that  charges  for  sewer  service  run  from  $8.00  to  $36.00  per 
year  in  the  state  of  Pennsylvania. 

The  State  Health  Department  insists  on  a  very  high  standard  of 
quality  for  the  effluent  from  the  Disposal  Plant,  and  weekly  reports  are 
made  to  the  Department  showing  each  day's  operation. 

Due  to  the  inability  to  procure  the  proper  materials  in  sufficient 
quantities,  on  account  of  restrictions  of  the  War  Production  Board,  there 
were  no  sanitary  lateral  sewers  constructed  during  the  year  1944. 

The  total  sewage  handled  at  the  Sanitary  Sewerage  Disposal  Plant 
during  1944  was  533,341,404  gallons.  The  total  cost  for  the  operation 
and  maintenance  of  the  plant  during  the  year  1944  was  $18,313.25.  The 
average  cost  for  handling  the  sanitary  sewage  during  1944  was  3.43  cents 
per  1,000  gallons. 


ANNUAL  REPORT  OF  THE  PLUMBING  INSPECTOR 

During  the  year  the  Plumbing  Inspector  had  submitted  to  him  114 
sets  of  plans  covering  plumbing  and  house  and  building  drainage  for  his 
approval.  He  inspected  and  tested  the  plumbing  and  fixtures  in  56  new 
buildings  covering  560  fixtures  and  inspected  and  tested  the  soil,  vent  and 
drain  pipes  in  56  new  buildings  covering  560  fixtures.  There  were  21 
buildings  converted  into  apartments,  which  involved  approval  of  plans, 
inspection,  testing  and  approval  of  96  fixtures.  There  were  97  alteration 
projects,  involving  the  approval,  inspection  and  testing  of  237  fixtures. 
There  were  10  major  repair  jobs,  which  required  the  inspection  and  ap- 
proval of  10  fixtures.  The  Plumbing  Inspector  inspected  3  vacuum  break- 
ers, 10  gas  water  heaters,  and  306  sand  trap  inspections  were  made.  All 
of  this  involved  1,180  inspection  trips. 
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STATEMENT   OF   RECEIPTS   AND    EXPENDITURES   OF 

THE  BOROUGH  OF  CHAMBERSBURG,  PENNSYLVANIA, 

FROM  JANUARY  1st,  1944,  TO  JANUARY  1st,  1945 


7,824.03 


Receipts 

Balance    in    Treasurer's    Account 

January  1,  1944 $     4,557.31 

Edgar   W.    Diehl,    Tax    Duplicate 

1944-1945    $     7,377.12 

Edgar   W.    Diehl,    Tax    Duplicate 

1943-1944    308.81 

Edgar   W.    Diehl,    Tax    Duplicate 

1941-1942    138.10 

Licenses,  Circus    $          25.00 

Licenses,    Beverages     4,225.00 

Sewer   Permits    282.50 

Building  Permits    49.00 

Plumbers  License   2.00 

Parking  Meter  Fines    $     1,871.00 

Miscellaneous    Fines    596.00 

Market   Master    

Tax  Liens  and  Interest    

Ambulance    Collections     

Pole    Tax    

Street  Paving  Liens  and  Interest  $        420.13 

Sidewalk  Liens  and  Interest  ....  76.80 

Rental  of  Equipment 475.66 

Resurfacing    Private    Driveways, 

Parking  Lots  and  Streets   1,946.74 

Sale  of  Material  114.01 

Rental  of  Properties 428.06 

Painting  Bridge    197.30 

Miscellaneous    Street    25.47 

3,684.17 

Rental  of  Borough  Farm    240.00 

Sewer  Liens  and  Interest    4,244.89 

Rental  of  Henninger  Field 285.11 

Insurance   Refund    1,815.32 

Parking  Meter  Receipts   15,771.25 

Parking  Meter  Repairs 223.82 

Garbage  Refuse  Collection  Service  14,696.62 

Sale  of  Lumber,  Angle  Lot   2,239.79 

Miscellaneous  General  Borough   .  630.85 

Miscellaneous  Police    Department  152.00 

Miscellaneous  Sewer   Department  41.30 

Miscellaneous  Fire  Department   .  112.99 


4,583.50 


2,467.00 

1,441.00 

1,329.38 

1,245.90 

233.80 
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Miscellaneous  Engineering  De- 
partment    428.10 

Transfer  from  Electric  Light  De- 
partment       170,000.00 


Expenditures 
Salaries 

Clerks  and  Bookkeepers   $     4,871.10 

Borough    Engineer    3,372.00 

Drafting  Department    5,825.46 

Treasurer    400.00 

Borough  Attorney 1,550.00 

Burgess     360.00 

Auditors    375.00 

Market  Master   1,571.25 

Plumbing  Inspector 1,764.00 


Board  of  Health 

Salary    $     1,800.00 

Supplies    295.39 


Police  Department 

Salaries $  27,718.99 

Salaries,      Emergency      Police 

Guards     1,740.00 

Equipment  and  Supplies 359.02 

Maintenance  and  Repairs  to  Motor 

Equipment    438.46 

Uniforms    1,152.19 

Telephone   and   Telegraph    239.64 

Traffic  Signs,  Signals  and  Repairs  834.76 

Fuel      59.80 

Gas  and  Oil   979.74 

Maintenance      and      Repairs      to 

Building    23.98 

Insurance    79.91 

Advertising 45.88 

Extra   Labor    60.00 

Emergency  Lighting   102.71 

Maintenance  to  Radio  Equipment  607.50 

Miscellaneous     108.45 


Parking  Meter  Account 

Salaries     $     5,372.60 

Purchase  North  Main  Street  Lot  19,500.00 

Rent  of  Parking  Lot 150.00 

Removal  of  Snow,  Maintenance  of 

Parking    Meters,   etc 7,336.50 
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$238,248.13 


$  20,088.81 


2,095.39 


34,551.03 


$  32,359.10 


Street  Department 

Maintenance  of  Streets: 

Patching     $     4,042.35 

Surface   Oiling    6,401.45 

Sweeping  and  Cleaning    ....  3,663.95 

Operating  Motor  Sweeper   .  .  1,471.02 

Snow  Removal    1,929.99 

Miscellaneous     651.81 

Maintenance  of  Alleys: 

Patching     $     2,352.38 

Surface  Oiling 5,968.94 

Dust  and  Weed  Control 369.32 

Miscellaneous     71.95 

Maintenance  and  Repairs: 

Storm    Sewers    $        458.13 

Bridges    410.53 

Operation  —  Garage 1,899.30 

Purchase     and     Repairs      to 

Tools    378.87 

Operation     ajid     Repairs     to 

Equipment    2,387.39 

Insurance  and  Office  Supplies  528.15 
Maintenance   and   Repairs   to 

Properties     v  27.90 

Back-filling  Ditches   1,263.30 

Construction  of  Streets    2,357.55 

Construction  of  Storm  Sewers  983.44 


Disposal  Plant 

Salary $     1,176.00 

Office  Supplies 60.95 

Insurance 17.64 

Labor  at  Pump  House 7,744.30 

Gasoline    40.05 

Chlorine  —  Chemical  Treatment  861.34 

Lamps   9.70 

Fuel  and  Fuel  Oil 147.74 

Maintenance  and  Repairs,  Build- 
ings and  Grounds 247.95 

Maintenance  and  Repairs,  Pumps  117.32 

Maintenance  and  Repairs,  Engine  5.89 
Maintenance   and    Repairs,   Tools 

and    Instruments    3.97 

Maintenance  and  Repairs,  Tanks 

and  Filter  Beds    2,221.70 

Maintenance  and  Repairs,  Sludge 

Beds     3,141.96 

Maintenance  and  Repairs,  Electri- 
cal Equipment 34.43 

Maintenance  and  Repairs,  Truck  11.20 
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$  37,617.72 


$  15,842.14 


Fire  Department 

No.  1     Friendships: 

Driver's  Salary  $     2,656.13 

Supplies    44.92 

Repairs  to  Equipment     406.00 

Repairs  to  Building     7.80 

Telephone     24.94 

Laundry    33.15 

Coal    184.09 

Insurance    19.85 

Gas  and  Oil   48.97 

New  Hose 612.50 

Miscellaneous     28.81 


No.  2     Juniors: 

Driver's    Salary    $     5,429.70 

Supplies    166.22 

Repairs  to  Equipment     439.66 

Repairs  to  Building     ......      .  4.00 

Telephone   36.64 

Laundry    25.50 

Coal    168.44 

Insurance      39.70 

Gas  and  Oil  108.30 

Miscellaneous     24.14 


No.  3     Good  Wills: 

Driver's    Salary    $     6,710.41 

Supplies    63.00 

Repairs  to  Equipment     317.37 

Repairs  to  Building     100.32 

Telephone     24.58 

Laundry    40.25 

Coal    194.75 

Insurance    39.70 

Gas   and   Oil    26.13 

New   Hose    893.76 

Miscellaneous 61.33 


No.  4     Franklin: 

Driver's     Salary     $     4,511.13 

Supplies     143.42 

Repairs  to  Equipment     163.75 

Repairs  to  Building     5.20 

Telephone    26.68 

Laundry    31.00 

Coal    241.26 

Insurance    39.70 

Gas  and  Oil   21.23 

New   Hose    1,411.20 

Miscellaneous     38.46 
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$     4,067.16 


$     6,442.30 


8,471.60 


6,633.03 


No.  5     Cumberland  Valley: 

Driver's    Salary    $     2,656.13 

Supplies    31.44 

Repairs  to  Equipment    80.52 

Repairs  to  Building     921.65 

Telephone     24.94 

Coal     210.48 

Insurance    19.85 

Gas  and  Oil  11.21 

New   Hose 219.52 

Miscellaneous     21.74 


$     4,197.48 


General  Fire  Department 

Maintenance      and      Repairs      to 

Alarm   System    $     1,058.45 

Miscellaneous .  57.57 


Sewers 

Salary      $     1,200.00 

Maintenance  and  Repairs    2,617.51 


$     1,116.02 


$     3,817.51 


Garbage  and  Refuse 
Collection  Service 

Salaries    and   Expenses    $  13,051.72 

Miscellaneous 

Office  Supplies $     2,259.72 

Supplies,      Engineering      Depart- 
ment      853.64 

Maintenance,  City  Hall    1,855.99 

Municipal  Market,  Operation  and 

Maintenance     3,121.76 

Insurance  —  Fire,  Accident  and 

Compensation    . 3,500.84 

Maintenance     and     Operation    — 

Parks  and  Playgrounds    6,667.91 

Improvements  —  Parks  and  Play- 
grounds       200.00 

Premium,   Surety   Bond    255.00 

Coyle    Free    Library,    Appropria- 
tion       3,000.00 

Maintenance  of  Ambulances   ....  1,246.26 

Telephone     405.25 

Maintenance,  Comfort  Station   . .  868.69 

Expense,  Defense  Council   1,209.36 

Salary,   Caretaker  of  Incinerator  1,495.85 

Maintenance   of  Incinerator    ....  428.02 

Maintenance,  Borough  Farm  ....  801.62 
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Telephone,  Secretary  and  Plumb- 
ing Inspector 65.58 

Dues,    Borough    Association    ....  39.00 

Expenses,     Borough     Officials     at 

Conventions    1,075.00 

Appropriation,  Spanish  American 

War    Veterans     75.00 

Recording  Liens    16.50 

Borough    Solicitor's    Expenses    .  .  347.66 

Fire  Insurance  Tax  Refund    1,815.32 

Expenses,  Salvage  Drives    421.74 

Appropriation,      Chambersburg 

Hospital    3,528.14 

Expenses,    Clean-Up    Week    312.43 

Tax  Collector's  Expenses   98.15 

Tax  Collector's  Commission    ....  250.36 

Purchase    of    Ground,    Carbaugh 

Alley    125.00 

Sidewalk  and  Curb 455.39 

Miscellaneous     197.82 

$  36,993.00 

$227,344.01 

Balance    in    Hands    of    Treasurer 

January  1,  1945    10,904.12 


$238,248.13 


BOROUGH    FIRE    FUND 

January     1,     1944,     Balance      in 

Treasurer's    Hands     $  27,917.19 

Interest,     Time     Certificates     of 

Deposit      164.93 

Interest,     Coupons     Mercersburg 

Bonds     42.52 

Interest,    2%%    U.    S.    Treasury 

Bonds     250.35 

$2,000.00  Borough  of  Mercersburg 

Bonds     2,000.00 

$50,000.00   U.   S.   Savings   Bonds, 

"Series  F"    37,000.00 

$  67,374.99 

$2,000.00  Borough  of  Mercersburg 

Bonds     $     2,000.00 

$50,000.00    U.    S.    War    Savings 

Bonds,    "Series    F"    37,000.00 

$18,000.00  U.   S.  Treasury  Bonds 

2%%,    1956-59    18,000.00 

Balance     in     Treasurer's     Hands, 

January  1,  1945    10,374.99 

$  67,374.99 
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TAX    COLLECTOR'S    ACCOUNT 

Borough         Bond         Borough         Bond  Total 


Dr. 


Duplicate,  1941- 
1942  Taxes, 
Balance  as 
shown  by  Audi- 
tors' Report 
January  1,   1944  $      140.65  $      422.02 

Cr. 

Amount  paid 
Treasurer  by 
Edgar  W.  Diehl, 


Collector     ...    $ 
Tax  Liens  Entered 

138.10  $ 
2.55 

414.38 
7.64 

140.65 

422.02 

Dr. 

Duplicate,      19  42- 
1943    Taxes, 

Balance      as 
shown  by  Audi- 
tors'     Report 
January  1,  1944 

86.75 

259.72 

Cr. 

Tax  Liens  Entered 

2.55 

7.64 

Balance  Outstand- 
ing   January    1, 
1945      

84.20 

252.08 

Dr. 

Duplicate     1943- 
1944     Taxes 

• 

Balance      as 
shown  by  Audi- 
tors'     Report 
January  1,  1944 
Penalty  Added    .  . 

362.61 
16.89 

1,091.38 
50.84 

379.50 

1,142.22 

Cr. 

Amount     paid 

Treasurer     by 

Edgar  W.  Diehl, 

Collector     $      308.81  $      930.73 

Tax  Liens  Entered  1.90  5.68  310.71  936.41 
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Borough         Bond         Borough         Bond  Total 

Balance  Outstand- 
ing January  1, 
1945      $        68.79  $      205.81 

Dr. 

Duplicate     1944- 

1945      7,981.31     23,943.01 

Cr. 

Amount  Collected 
to  November  1, 
1944    $  7,301.21  $21,897.49 

Abatement  on 
Amount  Collec- 
ted to  Novem- 
ber 1,  1944 384.27       1,152.49 

Collected  Novem- 
ber 1,  1944  to 
January  1,  1945  75.91  219.83       7,761.39     23,269.81 

Balance  to  be  Col- 
lected January 
1,    1945    $      219.92  $      673.20 

SUMMARY   TAX    DUPLICATE 

Borough  Bond  Total 

January  1,  1945,  Duplicate   1942-1943    .    $        84.20  $  252.08 

January  1,  1945,  Duplicate  1943-1944    .  68.79  205.81 

January  1,  1945,  Duplicate  1944-1945    .  219.92  673.20 

$      372.91  $  1,131.09  $  1,504.00 

BOND    DEPARTMENT 
Receipts 

Balance  in  hands  of  Treasurer  January 

1,    1944    .  , $26,661.53 

Tax    Duplicate,     1944-1945,     Edgar    W. 

Diehl,  Collector $22,117.32 

Tax     Duplicate,     1943-1944,    Edgar    W. 

Diehl,  Collector 930.73 

Tax    Duplicate,     1941-1942,    Edgar    W. 

Diehl,  Collector 414.38     23,462.43 

$50,123.96 

Expenditures 

Bonds    Redeemed    $13,000.00 

Interest  Paid  (Coupons)   4,090.00 

State    Tax    38.00 

Commission     Account     Corporate     Loan 

Report,  James   G.   Bietsch,  Treasurer  2.00 

Commissions,  Edgar  W.  Diehl,  Collector  750.78 

Balance  in  Hands  of  Treasurer,  January 

1,    1945    32,243.18 

$50,123.96 
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BOND  DEPARTMENT  —  SINKING  FUND 

Balance   in   Treasurer's   Hands   January 

1,    1944    $  4,461.54 

Interest  Received   44.69 

$  4,506.23 

Balance  in  Hands  of  Treasurer  January 

1,  1945 $  4,506.23 

TAX   LIENS 

Borough 
Borough         Bond        and  Bond     Interest         Total 
Balance  to  be  col- 
lected     January 


1,  1944 

Liens      Entered 

During    1944    .  . 
Interest    Collected 

$ 

$ 
$ 
$ 

1,388.72  $ 
7.00 

1,700.92  $ 
20.96 

27.33 

$ 

456.99 

$  3,116.97 

27.96 
456.99 

Amount   Collected, 
1944    .  .' 

1,395.72  $ 
390.88 

1,721.88  $ 
482.08 

27.33  $ 

456.99 
456.99 

$  3,601.92 
1,329.95 

Tax  Liens  Not  Re- 
vived     

1,004.84  $ 
12.67 

1,239.80  $ 
4.48 

27.33 

$  2,271.97 
17.15 

992.17  $ 

1,235.32  $ 

27.33 

$  2,254.82 

LATERAL  SEWER  LIENS 

Balance  to  be  collected  January   1,  1944    $  5,058.96 

Interest   Accrued    1,430.98 

Costs    Accrued    20.75 


6,510.69 


Collected  during  1944 $  1,126.87 

Interest  collected 1,430.98 

Costs   collected 20.75 

Balance  to  be  collected  January  1,   1945    3,932.09 

$  6,510.69 

PAVING    LIENS 

Balance  to  be  collected  January  1,  1944    $  1,049.23 

Interest   Accrued    210.82 

Costs  Accrued   42.30 

«  j  3Q2  35 

Collected   during    1944    $      278.57 

Interest  collected    215.98 

Costs   collected    42.30 

Balance  to  be  collected  January  1,  1945    765.50 

$  1,302.35 

HARRY    R.    GEARHART, 
ALBERT    S.    HENNEBERGER, 
HERBERT  C.  KEEFER, 

Auditors. 
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HISTORICAL    SKETCH    OF    CHAMBERSBURG 
WATER  DEPARTMENT 

The  first  attempt  made  to  furnish  water  under  pressure,  to  the  citi- 
zens of  Chambersburg,  was  made  by  the  Chambersburg  Water  Company, 
of  which  Mr.  James  Riddle  was  President,  in  1817.  This  company  fur- 
nished water,  under  pressure,  through  a  wooden  pipe  system,  which 
consisted  simply  of  pine  logs  with  suitable  hole  bored  through  them  from 
end  to  end,  and  the  logs  fastened  together  end  to  end  by  a  heavy  brass 
tapered  ferrule.  Water  was  furnished  until  1875  or  1876.  The  pump  for 
this  system  was  located  on  the  South  side  of  the  Falling  Spring  at  a 
point  almost  directly  in  line  with  the  buildings  of  the  Chambersburg 
Hospital,  and  the  dwelling  house  on  the  farm  now  owned  by  the  T.  B. 
Wood  Estate,  and  was  driven  by  a  water  wheel.  The  reservoir  was 
located  where  the  present  buildings  of  the  Chambersburg  Hospital  now 
stand,  and  during  the  construction  of  the  new  portion  of  the  Hospital, 
traces  of  the  old  reservoir  structure  were  uncovered,  and  some  of  the 
old  wooden  pipe  was  dug  up.  The  pressure  under  which  this  water  was 
furnished  must  have,  of  necessity,  been  quite  low,  and  the  old  records 
show  that  the  system,  as  a  whole,  was  not  satisfactory. 

On  March  1,  1875,  the  following  men  were  elected  to  the  Chambers- 
burg Town  Council:  W.  B.  Gilmore,  Jacob  H.  Miller,  Samuel  M.  Worley, 
J.  P.  Culbertson,  John  C.  Gerbig,  John  Suesserote,  Thomas  Cook,  and 
David  Harmony,  with  G.  W.  Nitterhouse  as  Burgess.  On  July  17,  1875, 
this  body  took  action  setting  Friday,  August  20,  1875,  as  an  election  day 
for  voting  on  a  bond  issue  not  to  exceed  $60,000.00,  for  the  purpose  of 
erecting  a  suitable  water  works.  This  election  was  duly  held,  and  the 
official  count  reported  at  a  special  meeting  of  Council  held  August  21, 
1875,  was  as  follows: 

In  favor  of  the  Bond  Issue   648 

Not  in  favor  of  the  Bond  Issue  317 

This  was  the  beginning  of  the  Borough  of  Chambersburg  entering 
into  the  business  of  supplying  water  to  its  citizens. 

Bids  were  received  for  the  necessary  equipment  on  September  25, 
1875,  and  the  contract  was  awarded  to  H.  P.  M.  Birkenbine  at  a  price  of 
$53,850.00  which  covered  a  one  million  gallon  pump,  boiler,  one  million 
gallon  reservoir,  28  fire  plugs,  5,400  feet  of  10-inch  pipe,  1,750  feet  of 
8-inch  pipe,  7,693  feet  of  6-inch  pipe,  and  18,500  feet  of  4-inch  pipe,  or  a 
total  of  6.3  miles  of  pipe.  It  is  a  matter  of  some  interest  to  note  that  all 
of  this  old  pipe  and  some  of  the  old  Birkenbine  fire  plugs  are  still  in 
service  in  Chambersburg  today. 

This  action  on  the  part  of  the  Borough  was  contested  by  the  Cham- 
bersburg Water  Company,  but,  in  the  end,  all  of  the  actions  of  Council 
were  upheld  by  the  Courts. 

This  first  pumping  plant,  constructed  in  1875-1876,  a  steam  operated 
one,  was  located  on  the  West  Bank  of  the  Conococheague  Creek  almost 
directly  opposite  the  foundry  of  the  Wolf  Company,  and  has  always  been 
known  locally  as  the  Birkenbine  Pumping  Plant.  In  1891,  a  water-driven 
pumping  plant  was  installed  at  the  C.  B.  Gish  Mill,  afterward  known  as 
Siloam,  and  another  reservoir  constructed  with  a  capacity  of  2,000,000 
gallons,  on  the  farm  of  Joseph  Horst.  A  2,000,000  gallon  steam  pumping 
plant  is  held  in  readiness  to  operate  at  Siloam,  and  can  be  placed  in  ser- 
vice in  ten  hours  in  an  emergency. 
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In  1910  and  1911,  the  Conococheague  Creek  at  Siloam,  as  a  source 
•of  water  supply,  was  abandoned  by  the  Borough,  and  a  supply  brought 
in  by  gravity  from  the  State  Forest  at  Caledonia.  This  was  a  vast  im- 
provement over  any  of  the  other  supplies  that  the  Borough  of  Chambers- 
burg  had  been  using  but  the  drought  of  1931,  1932,  and  1933  brought 
very  forcibly  to  the  attention  of  the  authorities  that  the  supply  might, 
under  certain  conditions,  become  quite  inadequate.  To  guard  against 
any  shortage  of  water  that  might  possibly  occur,  the  Borough  of  Cham- 
bersburg  proceeded  to  build  a  storage  dam,  at  Caledonia  across  the  Birch 
Run  Valley,  which  holds  387,000,000  gallons  of  water.  This  dam  will  be, 
held  entirely  full  at  all  times  for  emergency  purposes,  and  will  supply  the 
town,  when  using  2,000,000  gallons  of  water  per  day  for  193  days,  if 
there  was  not  a  drop  of  water  flowing  into  the  dam  in  all  that  time. 

During  the  dry  summer  and  fall  of  1944,  the  streams  were  so  low 
that  they  could  not  furnish  the  Borough's  demand  for  water,  and  the 
387,000,000  gallon  storage  was  drawn  on  for  175,000,000  gallons,  between 
July  4,  1944  and  December  26,  1944. 

Due  to  the  inability  to  procure  the  proper  materials  in  sufficient 
quantities,  on  account  of  restrictions  of  the  War  Production  Board,  there 
were  no  water  main  extensions  constructed  during  the  year  1944. 

The  total  cash  and  credits  of  this  Department  for  1944  were 
$78,327.55,  and  the  total  operating  and  non-operating  expenses  were 
$38,105.86,  including  depreciation  amounting  to  $13,034.59,  which  leaves 
a  total  gross  profit,  exclusive  of  interest  charges,  of  $40,221.69. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Account- 
ing and  Bookkeeping  System  was  installed  for  this  Department,  after 
the  making  of  a  complete  appraisal.  The  Reproduction  Value  New, 
less  Accrued  Depreciation,  as  of  December  31,  1944,  was  $1,132,999.49. 

PHYSICAL    DATA    OF   BOROUGH    OF    CHAMBERSBURG 

WATER    DEPARTMENT 

JANUARY    1,    1945 

Population   of  Borough    15,500 

(Census  Population — 15,005,  and  495  was  added  for  Schools  and  Colleges) 

Area  of  Water  Shed .  ...  .  .      17.75  Square  Miles 

Elevation  of  Impounding     Reservoir     .  .    1,091.75  Feet  above  Sea  Level 

Elevation  of  Intake    Dam     975  Feet  above  Sea  Level 

Elevation  of  Dull  Hill   Reservoir    801  Feet  above  Sea  Level 

Elevation  of  Horst  Reservoir     712  Feet  above  Sea  Level 

Elevation  of  Reservoir  Hill   Reservoir    .  707  Feet  above  Sea  Level 

Elevation  of  Memorial    Square    615  Feet  above  Sea  Level 

Total  Head  from  Intake  to  Town 360  Feet 

Present  24  Hour  Capacity  from  Michaux  State  Forest 
by  Gravity  with  40  Pounds  Average  Residual 
Pressure    in    Chambersburg    5,500,000  Gallons 

Emergency  Steam  Operated  Plant  at 

Siloam,  Capacity  2,500,000  Gallons  in  24  Hours 

Storage  Capacity  of  Impounding  Reservoir    387,000,000  Gallons 

Storage  Capacity  of  Dull   Hill   Reservoir    2,200,000  Gallons 

Storage  Capacity  of  Horst    Reservoir     2,000,000  Gallons 

Storage  Capacity  of  Reservoir  Hill  -Reservoir   ....  1,000,000  Gallons 

Storage  Capacity  of  Stand   Pipe    55,000  Gallons 
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Total  Storage  Capacity 392,255,000  Gallons 

Days  Supply  @  2,687,145  G.  P.  D.  if  no  water  came  from  Mountain         1.96 

Days  Supply  @  2,687,145  G.  P.  D.  in  Impounding  Reservoir    144.02 

Total  Days  Supply  Stored  @  2,687,145  G.  P.  D 145.98 

Miles  of  Main  in  Borough  Limits: 

14  Inch   0.42  Miles            4  Inch   11.82  Miles 

12  Inch    2.53  Miles            2  Inch    0.57  Miles 

10  Inch   4.05  Miles        1%  Inch   0.18  Miles 

8  Inch    4.36  Miles            1  Inch    0.37  Miles 

6  Inch   13.88  Miles 

Total  of  all  Mains  in  Borough  Limits   38.18  Miles 

Miles  of  Mains  Outside  Borough  Limits: 

16  Inch   2.43  Miles  6  Inch   1.03  Miles 

14  Inch    17.81  Miles  4  Inch   0.09  Miles 

12  Inch   1.29  Miles 

Total  of  all  Mains  Outside  Borough  Limits    22.65  Miles 

Total  of  all  Mains  Inside  and  Outside  Borough  Limits   ....   60.83  Miles 

Total  Number  of  Fire  Hydrants  on  System    240 

Total  Number  of  Sewer  Flush  Tanks  on  System 126 

Active  Services: 

8  Inch  6  1V2   Inch  20 

6  Inch  11  1 V4  Inch  30 

4  Inch  30  1  Inch  222 

3  Inch  4  %   Inch  . 3,417 

2V2   Inch  1  %   Inch  92 

2  Inch  32 

Total  of  all  Active  Services    3,865 

Inactive  Services: 

2  Inch   3  %  Inch   73 

1  Inch    11  y2   Inch   2 

Total  of  all  Inactive  Services    89 

Total  of  all  Active  and  Inactive  Services    3,954 

Valves  Inside  Borough   Limits    646 

Valves  Outside    Borough    Limits    80 

Total  Valves  in  System   726 

Number  of  Domestic  Consumers  Inside    Borough    Limits    3,467 

Number  of  Domestic  Consumers  Outside    Borough    Limits    235 

Total  Number  of  Domestic  Consumers   3,702 

Number  of  Industrial    Consumers    38 

Number  of  Railroad  Consumers   4 
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Number  of  Public    Consumers    39 

Number  of  Free   Consumers    30 

Total  Number  of  Metered  Consumers  —  Active  3,813 

Meters  on  System  January  1,  1945: 

8  Inch  5  1  y2   Inch  27 

6  Inch  8  l1^  Inch 2 

4  Inch  18  1  Inch  30 

3  Inch  15  %  Inch  103 

2  Inch  30  %  Inch  3,663 

Total  Number  of  Meters  on  System 3,901 

Data  for  Year  1944: 

Total  Cubic  Feet  Registered  by  Master  Meters   131,132,667 

Total  Cubic  Feet  Furnished  Domestic  Consumers    34,455,124 

Total  Cubic  Feet  Furnished  Industrial    Consumers     35,937,292 

Total  Cubic  Feet  Furnished  Industrial   Consumers — Siloam  8,402,377 

Total  Cutyc  Feet  Furnished  Railroad   Consumers    9,663,128 

Total  Cubic  Feet  Furnished  Public   Consumers    4,745,206 

Total  Cubic  Feet  Furnished  Free    Consumers     5,225,779 

Estimated  Total  Cubic  Feet  Furnished  for  Fire,  Flushing 

Streets,  Trenches,  Fire  Hydrants  and  Sewer  Flush  Tanks  5,673,000 

Total  Cubic  Feet  Accounted  For   95,699,529 

Total  Cubic  Feet   Lost   between   Master   Meters   and   Con- 
sumer           35,433,138 

Percentage  Lost  between  Master  Meters  and  Consumer   . .  27.0% 

50%  of  Loss  is  in  Mains    17,716,569 

45%   of  Loss  is  in  Service   Pipes    15,944,912 

5%  of  Loss  is  due  to  Under-registration  of  Meters 1,771,657 

Average  Cubic  Feet  Registered  by  Master  Meters  per  Day  358,286 

Average  Cubic  Feet  Used  by   Consumers   per   Day    261,474 

Average  Cubic  Feet  Unaccounted  for  per  Day    96,812 

Average  Gallons  Registered  by  Master  Meters  per  Day    .  2,687,145 

Average  Gallons  per  Day  per  Domestic  Consumer     191 

Average  Gallons  per  Day  per  Industrial  Consumer    23,911 

Average  Gallons  per  Day  per  Railroad    Consumer     49,504 

Average  Gallons  per  Day  per  Public   Consumer    2,493 

Average  Gallons  per  Day  per  Free    Consumer    3,570 

Estimated  Average  Gallons  Used  per  Day  for  Fire,  Flush- 
ing Streets,  Sewers,  Trenches,  Fire  Hydrants  and  Sewer 

Flush  Tanks 116,250 

Average  Gallons  per  Day  used  for  All  Purposes    2,133,236 

Average  Gallons  per  Day  Unaccounted  For    553,909 

Average  Gallons  per  Capita  per  Day  Domestic   45.5 

Average  Gallons  per  Capita  per  Day  Industrial 58.6 

Average  Gallons  per  Capita  per  Day  Railroad    12.8 

Average  Gallons  per  Capita  per  Day  Public     6.3 

Average  Gallons  per  Capita  per  Day  Free     6.9 

Average  Gallons  per  Capita  per  Day  Flushing     Fire     Hy- 
drants, Etc 7.5 

Total  Average  Gallons  per  Capita  per  Day  Consumption   .  137.6 
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Received  from  Water  Sale  for  Domestic  Purposes     Inside 

Borough    $  35,688.10 

Received  from  Water  Sale  for  Domestic  Purposes    Outside 

Borough    $     7,420.55 

Total  Received  from  Water  Sale  for  Domestic   Purposes    .  $  43,108.65 

Total  Received  from  Water  Sale  for  Industrial  Purposes  .  $  14,225.04 
Total  Received  from  Water  Sale  for  Industrial     Purposes, 

Siloam   $     2,375.06 

Total  Received  from  Water  Sale  for  Railroad    Purposes    .  $     3,143.31 

Total  Received  from  Water  Sale  for  Public  Purposes   ....  $     2,152.41 

Total  Received  from  Sale  of  Meters,  Cocks  and  Accessories  $     4,074.82 

Total  Received  from  All   Sources    $  69,079.29 

Total  Credits   for   Water   Furnished   Free   Consumers    and 

Other  Borough  Departments $     9,248.26 

Total  Receipts  and  Credits   $  78,327.55 

Cash  Receipts  from  Water  Sale  for  All  Purposes,  1944   .  .  $  65,004.47 

Cash  Receipts  from  Water  Sale  for  All  Purposes,  1943    .  .  |  62,475.35 

Increase  in  Receipts  from  Water  Sale  for  the  Year $     2,529.12 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1944    $     4,074.82 

Cash  Receipts  from  Sale  of  Meters,  Cocks,  and  Accessories 

1943    $     3,348.58 

Increase  in  Receipts  from  Sale  of  Meters,  Etc.,  for  the  Year  $        726.24 

Average  Received  per  1,000  Cubic  Feet  from  Domestic,  In- 
cluding Minimum   Charges    $            1.25 

Average  Received  per  1,000  Gallons  from  Domestic,  Includ- 
ing Minimum  Charges $              .17 

Average  Received  per  1,000  Cubic  Feet  from  Industrial,  In- 
cluding Minimum  Charges  $              .37 

Average  Received  per  1,000  Gallons  from  Industrial,  Includ- 
ing   Minimum    Charges    $              .05 

Average  Received  per  1,000  Cubic  Feet  from  Railroads,  In- 
cluding   Minimum    Charges $              .33 

Average  Received  per  1,000  Gallons  from  Railroads,  In- 
cluding   Minimum    Charges $              .04 

Average  Received  per  1,000  Cubic  Feet  from  Public,  Includ- 
ing Minimum  Charges    $              .45 

Average  Received  per  1,000  Gallons  from  Public,  Includ- 
ing Minimum  Charges _ $              .06 

Average  Received  per  Quarter  per  Domestic  "Inside  Borough  $  2.57 
Average     Received     per     Quarter     per     Domestic     Outside 

Borough $            7.89 

Amount  Received  per  Quarter  per  Public  Consumer    $          13.80 

Average   Received  per  Month  per  Industrial   Consumer    .  .  $          36.40 

Average  Received  per  Month  per  Railroad  Consumer    ....  $          65.49 

Received  from  Water  Sale  per  Mile  of  Main  Inside  Borough  $     1,508.22 
Received  from  Water  Sale  per  Mile  of  Main  Outside  Borough  $        327.62 
Received  from  Water  Sale  per  Mile  of  Main  Inside  and  Out- 
side   Borough    Limits    $     1,068.63 

Total  Loss  in  Bad  Accounts,  1944 $            0.00 

Percent  Lost  in  Bad  Accounts,  1944  $            0.00 

Receipts  and  Credits  for  1943 $  74,883.00 

Receipts    and    Credits    for    1944    $  78,328.00 

Increase    for    the    Year .  $     3,445.00 
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RATES    FOR    WATER 

Within  Borough  Limits 

Rate  Per 
1,000  Cu.  Ft. 

First  20,000  Cu.  Ft.  used  per  Month   $1.00 

Next  400,000  Cu.  Ft.  used  per  Month    0.30 

All  over      420,000  Cu.  Ft.  used  per  Month    . 0.28 

Minimum  Charges 

Single  houses,  or  dwellings,  shall  pay  .a  Minimum  Charge  of  $1.50 
per  Quarter. 

Double  houses  served  by  one  meter  shall  pay  a  Minimum  Charge  of 
$3.00  per  Quarter. 

Industries  and  Railroads  shall  pay  a  Minimum  Charge  of  $0.50  per 
Month  for  each  and  every  service. 

All  Charges  are  payable  net  on,  or  before,  the  25th  of  the  Month 
following  the  end  of  the  Month  or  Quarter.  If  not  paid  on,  or  before, 
the  25th '-of  the  Month  following  the  end  of  the  Month  or  Quarter,  a 
penalty  of  five  (5%)  per  cent  shall  be  added. 

If  bills  are  not  paid  on,  or  before,  the  30th  of  the  Month  following 
the  Month  or  Quarter  for  which  the  bill  was  rendered,  the  water  will 
be  turned  off. 

Outside    Borough    Limits 

Per  Thousand  Cubic  Feet  $2.50 

Minimum  Charges 

Single  houses  outside  of  the  Borough — $2.35  per  Quarter. 
Double  houses  outside  of  the  Borough — $4.70  per  Quarter. 
The  same  regulations  shall  apply,  and  the  same  penalties  shall  be 
inflicted  for  non-payment  as  provided  for  within  the  Borough. 


BALANCE    SHEET 

WATER  DEPARTMENT 

Assets 

Fixed  Capital 

Fixed    Capital    Installed    .  .  .  $1,354,456.12 
Construction  Work  in  Prog- 
ress        7.35 

Total    Fixed    Capital    $1,354,463.47 

Funds  and  Special 
Deposits 

Sinking  Fund  Assets   S  6,381.31 
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Current  Assets 

Cash    (Borough    Treasurer's 

Account)    $        44,564.45 

U.  S.  Treasury  Bonds  1%%  80,000.00 

Accounts     Receivable     from 

Consumers     13,373.51 

Materials  and  Supplies   4,981.31 

Accrued    Interest    on    U.    S. 

Notes    291.67 

Total  Current  Assets   $    143,210.94 

Total  Assets   $1,504,055.72 

Liabilities 

Municipal  Ownership 

Net  Worth,  Water  Depart- 
ment      $    954,181.63 

Current  Liabilities 

Assessments  for  Line  Con- 
struction      9,680.92 

Reserves 

Reserve    for    Renewals    and 

Replacements    221,456.63 

Surplus 

Unappropriated  Surplus    .  . .  318,736.54 

Total    Liabilities    $1,504,055.72 

RECAPITULATION    OF   NET   WORTH 

Net    Investments,    December 

31,  1943   $1,239,664.61 

Additions  During  1944 

Net  Income  for  Year 33,253.56 

Balance,   December  31,   1944  $1,272,918.17 

REVENUE   AND   EXPENSE   STATEMENT 
WATER    DEPARTMENT 

Operating  Revenues 

Metered  Domestic  Sales    ...  $      39,766.49 

Metered  Commercial  Sales   .  7,118.03 

Metered  Industrial    Sales    .  .  20,063.64 

Metered  Public  Sales   3,292.42 

Sales  for  Private  Fire  Pro- 
tection      99.87 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed   •              73.99 

$      70,414.44 
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Operating  Expenses 

Water  Collection  System: 

Operating  Labor    

Supplies  and  Expenses    .  . 
Maintenance    

Purification  System: 

Operating  Labor   

Supplies  and  Expenses    . . 
Maintenance    

Pumping  System: 

Operating    Labor    

Supplies  and  Expenses    . . 
Maintenance 

Distribution  System: 

Operating  Labor  (Gen- 
eral)       

Operating  Labor  (Reser- 
voir)       

Maintenance  of  Mains  and 
Pipes 

Maintenance  of  Storage 
Reservoirs,  etc 

Maintenance  of  Meters, 
Vaults,  etc. 

Maintenance  of  other  Dis- 
tribution  Property    .... 


General  Expenses 

Office  Salaries    $ 

Salaries   of  Meter  Readers 

Office  Supplies  and  Expenses 

Other  General  Property  Ex- 
penses      

Taxes 

Other   General   Expenses    . . 

Insurance     

Maintenance  of  General 
Properties      

Depreciation      

Total  General  Expenses    . 

Total  Operating  Expenses  ■ $      36,385.39 


$ 

654.13 

1.40 

513.76 

$ 

1,169.29 

$ 

1,308.25 

1,262.76 

483.23 

$ 

3,054.24 

$ 

1,269.01 
715.41 

828.35 

$ 

2,812.77 

$ 

821.15 
654.12 
1,766.96 
137.88 
855.19 
404.60 

$ 

4,639.90 

$ 

8,501.83 

1,448.00 

268.92 

439.63 

571.89 

14.50 

27.33 

402.50 

13,034.59 

$ 

24,709.19 
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INCOME     STATEMENT 
WATER   DEPARTMENT 
Operating  Revenues 

Operating-  Income    $      70,414.44 

Operating  Expenses: 

Water  Collection   System    .  .  $        1,169.29 

Purification   System    3,054.24 

Pumping  System   2,812.77                          • 

Distribution  System    4,639.90 

General  Operating  Expenses  24,709.19 

Total  Operating  Expenses $      36,385.39 

Net    Operating    Income    .  

Non-Operating  Revenues  In- 
cluding  Interest    $        3,681.28 

Non-Operating   Expenses    .  .  1,720.47 

Net  Non-Operating  Income $        1,960.81 

Net  Income     

Other  Deductions 

Free  Water  to  Borough  .... 

Balance  of  Net  Income  to 
Surplus     


34,029.05. 


$      35,989.86 


$       2,736.30 


$      33,253.56 


WATER    DEPARTMENT 
ANALYSIS    OF   FIXED    CAPITAL 


Description 

Siloam   Property    

Organization     

Water  Collection  System, 
Rights  of  Way 

Water  Collection  System, 
Water    Diversion    Rights 

Water  Collection  System, 
Impounding  Reservoirs    .  . 

Water  Collection  System, 
Collection  Reservoirs  and 
Intake  Wells  

Water  Collection  System, 
Aqueducts  and  Supply 
Mains      

Purification    System,    Filters 

Purification  System,  Chemi- 
cal Treatment  Plant 

Purification  System,  Water 
Testing  Equipment 


Balance 
Dec.  31,  1943 

Additions 
1944 

Balance 
Dec.  31,  1944 

$        4,595.00 
11,024.28 

$ 

4,595.00 
11,024.28 

3,143.00 

3,143.00 

40,400.00 

40,400.00 

194,524.78 

194,524.78 

51,084.39 

407,718.29 
1,085.25 

2,799.63 

31.50 


51,084.39 

407,718.29' 
1,085.25 

2,799.63 

31.50* 
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Pumping    System,    Pumping 

Station   Structures    5,208.85  5,208.85 

Pumping  System,  Pumps  and 

Pump  Equipment 12,469.80  12,469.80 

Distribution   System,   Rights 

of  Way    404.00  404.00 

Distribution  System,  Trans- 
mission  Mains    330.43  330.43 

Distribution  System,  Storage 

Reservoir,    Tanks,    etc.    . .  11,994.02  11,994.02 

Distribution  System,  Distri- 
bution  Mains    414,538.40  414,538.40' 

Distribution     System,     Fire 

Hydrants  and  Cisterns    ..  26,577.26  26,577.26 

Distribution  System,  Foun- 
tains        11,107.75  11,107.75 

General     Equipment,     Other 

General  Structures   3,329.00  3,329.00 

General  Equipment,  General 

Office    Equipment    ........  738.19     $  184.15  922.34 

General     Equipment,     Other 

General  Equipment 8,598.42  8,598.42 

Engineering  and  Superinten- 
dence during  Construction  33,566.50  33,566.50 

Administrative  and  Legal 
Expenses  during  Con- 
struction      11,024.28  11,024.28 

Interest  during  Construction  34,065.04  34,065.04 

Development  Cost 63,913.91  63,913.91 


Totals     $1,354,271.97     $  184.15     $1,354,456.12 


WATER  DEPARTMENT  —  CREDIT  ACCOUNTS  1944 

Metered  Water,  Light  Plant  $  1,009.21 
Metered  Water,  Park  of  the 

Valiant     113.81 

Metered  Water,  Fire  Houses  87.63 
Metered    Water,    City    Hall, 

Meter    Room    and    Police 

Headquarters    68.03 

Metered     Water,     Municipal 

Market   7.51 

Memorial  Fountains   250.49 

Comfort   Station    269.61 

Borough  Farm  17.35 

Disposal  Plant   463.71 

Borough  Garage    12.87 

Parks  and  Playgrounds  ....  34.98 
East  Queen  Street  and  South 

Fourth  Street  Properties  12.00 
North   Main   Street  Parking 

Lot    4.00 

$        2,351.20 
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Free  Water  Per  Agreements 

Perm  Hall  Farm $             74.87 

Nitterhouse  Farm   11.99 

Childrens'    Home    (75%)     . .  52.98 

Hospital    (75%)     240.69 

Salvation    Army    4.57 


385.10 


$        2,736.30 


Note:     This  amount,   $2,736.30  used  in  Comparative  Income   Statement 
as  Free  Water  Furnished  in  1944. 


Free   Unmetered   Water   Furnished   the   Following    in   1944 

240  Fire  Hydrants  @  $15.00  $  3,600.00 
126    Sewer   Flush    Tanks    @ 

$16.96      2,136.96 

Flushing  Storm   Sewers  and  • 

Street  Work    750.00 

Road    Roller    and    Street 

Sweeper     25.00 

$        6,511.96 

Note:     This  amount,  $6,511.96  does  not  appear  in  any  other  statement. 

WATER    LIENS 

Balance  to  be  collected  Janu- 
ary   1,    1944    $        2,012.73 

Interest    Accrued    704.16 

Cost  Accrued    75.90 

$        2,792.79 

Collected  during  1944  ......      $        1,010.43 

Interest    Collected     713.68 

Costs   Collected    75.90 

Balance  to  be  collected  Janu- 
ary 1,  1945    992.78 

$        2,792.79 


HARRY  R.  GEARHART, 
HERBERT  C.  KEEFER, 
ALBERT    S.    HENNEBERGER, 

Auditors. 
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HISTORICAL    SKETCH    OF    CHAMBERSBURG 
ELECTRIC    LIGHT    DEPARTMENT 

On  August  29,  1874,  the  following  named  persons  applied  for  a  Char- 
ter to  furnish  electric  current  for  lighting  in  the  Borough  of  Chambers- 
burg,  under  the  name  of  "The  Franklin  Electric  Company": 

James    McKnight    and  Agent  B.  M.  Nead 

B.  Frank  Gilmore  Van    T.    Haulman 
William   McKnight  Samuel     L.     Hawbaker 
J.  Spoonhour                                                   W.    Lynn    Ritchey 
William  Nixon                                                George    A.    Britsch 
William  Sellers                                               D.  Alonza  Orr 

M.  A.  Foltz  William  Orr 

C.  H.  Fulwiler  John  Hart 

John  A.  Orr 

The  stock  in  this  Company  was  stated  at  $25.00  a  share,  but  just 
how  much  stock  was  issued  is  not  a  matter  of  record. 

There  is  some  doubt  as  to  the  year  this  Company  started  to  furnish 
current  in  Chambersburg,  but  that  it  was  in  business  in  Chambersburg 
has  been  established  beyond  question.  How  extensive  their  business  was 
at  that  time,  it  is  now  impossible  to  state. 

The  plant  consisted  of  a  belt  driven  generator  using  a  steam  traction 
engine  as  power,  and  the  equipment  was  located  in  the  old  brick  and 
weatherboard  building  known  as  the  "Ebersole  Building,"  which  stood 
immediately  on  the  West  bank  of  the  Conococheague  Creek  on  the  South 
side  of  Lincoln  Way  West,  and  which  has  been  demolishd  by  the  Western 
Maryland  Railway  Company.  This  was  the  first  electric  plant  that  was 
ever  operated  in  Chambersburg,  and  certainly  could  not  have  stayed  in 
business  very  long.  Some  of  the  citizens  of  Chambersburg  remember 
distinctly  seeing  these  electric  lamps  suspended  above  the  streets,  and 
at  that  time  were  impressed  with  the  fact  that  they  did  not  blow  out  when 
the  wind  blew. 

In  the  year  1883  there  was  constructed,  in  the  shops  of  the  Cumber- 
land Valley  Railroad  Company,  a  portable  electric  light  plant  which  con- 
sisted of  boiler,  steam  engine,  and  one  arc  lamp  generator  with  a  capacity 
of  fifteen  2,000  candle-power  open  arc  lamps.  This  car  operated  success- 
fully under  the  supervision  of  Charles  S.  Hull  from  the  very  beginning, 
and  in  1884  lighted  arc  lamps  around  the  Public  Square  for  the  Centen- 
nial, and  this  same  year  lighted  the  grounds  for  a  baseball  game  which 
was  played  at  night.  This  game  was  played  in  a  field  bounded  on  the 
North  by  Falling  Spring  Creek,  on  the  East  by  what  is  now  North  Fourth 
Street,  on  the  South  by  what  is  now  East  King  Street,  and  on  the  west 
by  what  is  now  Kennedy  Street. 

In  1889  this  portable  electric  light  plant  was  rebuilt,  under  the  super- 
vision of  Mr.  Hull,  for  a  capacity  of  forty  2,000  candle-power  open  arc 
lamps.  This  plant  was  frequently  used  for  the  lighting  of  important 
construction  work  along  the  Cumberland  Valley  Railroad,  as  well  as  the 
lighting  of  serious  wrecks.  It  was  also  used  for  the  lighting  of  the 
Granger's  Picnic  Ground  at  Williams  Grove,  and  many  of  us  recall  the 
lighting  of  Mt.  Alto  Park  Grounds.  Mr.  Hull  was  a  mechanical  genius, 
and  one  of  the  beautiful  things  he  created,  with  this  car  and  an  arc  lamp, 
was  a  fountain  which  sprayed  steam  of  different  colors  up  above  the  car 
roof.  Mr.  Charles  S.  Hull  will  be  remembered  as  a  kindly  old  gentleman, 
and  one  of  the  first  to  take  up  seriously  the  possibility  of  electric  light- 
ing in  this  section. 
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On  November  29,  1889,  after  a  vote  had  been  taken  by  the  citizens  of 
Chambersburg  to  increase  the  indebtedness  of  the  Borough  by  an  amount 
not  exceeding  $10,000.00  for  the  purpose  of  installing  an  Electric  Light 
Plant  to  light  the  streets  of  the  Borough,  a  contract  was  placed  for  the 
necessary  electrical  equipment  with  the  Thompson-Houston  Electric  Light 
Company  at  a  price  of  $9,797.50.  This  plant  was  installed  solely  for 
furnishing  lighting  for  the  streets  of  town.  The  plant  was  operated 
from  dark  in  the  evening  until  twelve  o'clock  midnight,  except  on  moon- 
light nights  when  it  was  not  operated  at  all. 

In  1893,  the  Borough  went  into  the  commercial  phase  of  furnishing 
current  to  consumers.  It  was  a  far  step  from  this  first  plant  to  the- 
present  up-to-date  efficient  plant,  and  the  citizens  of  Chambersburg  are 
certainly  to  be  congratulated  on  having  had  sufficient  intelligence  to  keep 
this  valuable  utility  for  their  very  own. 


AVAILABLE    FOR    DISTRIBUTION 

1934  —     7,253,250  kilo-watt  hours 

1935  —     7,926,377  kilo-watt  hours 

1936  —     9,439,105  kilo-watt  hours 

1937  —  10,472,343  kilo-watt  hours 

1938  —  10,191,690  kilo-watt  hours 

1939  —  11,590,400  kilo-watt  hours 

1940  —  13,729,150  kilo-watt  hours 

1941  —  16,243,700  kilo-watt  hours 

1942  —  18,996,100  kilo-watt  hours 

1943  —  19,918,059  kilo-watt  hours 

1944  —  19,463,973  kilo-watt  hours 

During  the  year  1944,  the  peak  load  on  the  Electric  Light  Plant 
reached  4,550  kilo-watts,  which  involved  the  operation  of  two  2,500  Kilo- 
Watt  Turbine  Generators.  The  total  generated  in  kilo-watt  hours  during 
the  year  was  20,491,873  kilo-watt  hours,  or  approximately  2%  decrease 
in  kilo-watt  hours  generated  during  the  year  1943. 

The  total  cash  and  credits  in  this  Department  for  1944  were  $426,- 
197.12,  and  the  total  operating  and  non-operating  expenses  were  $206,- 
241.06,  including  $37,767.33  for  depreciation,  leaving  a  total  gross  profit 
of  $219,956.06. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Account- 
ing and  Bookkeeping  System  was  installed  for  this  Department,  which 
involved  the  making  of  an  appraisal.  The  Reproduction  Value  New,  less 
accrued  depreciation  as  of  December  31,  1944,  was  $601,831.81. 
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BRONZE  TABLET  AT  ELECTRIC  LIGHT  PLANT 


PHYSICAL  DATA  ON  BOROUGH  OF  CHAMBERSBURG  — 
ELECTRIC  LIGHT  DEPARTMENT  —  1944 

Population  of  Chambersburg  —  1944  15,000 

Number  of  Light  and  Power  Consumers   5,457 

K.  W.  Hrs.  Generated    20,491,873 

K.  W.  Hrs.  Purchased  from  South  Penn  Power  Company  .  47,000 

Total  K.  W.  Hrs.  Generated  and  Purchased 20,538,873 

K.  W.  Hrs.  Used  by  Station  Auxiliaries    1,074,900 

K.  W.  Hrs.  Available  for  Distribution    19,463,973 

K.  W.  Hrs.  Decrease   over   1943    514,086' 

K.  W.  Hrs.  Furnished  to  Street  Arc  Lamps   242,200 

K.  W.  Hrs.  Furnished  to  Street  Incandescent  Lamps    ....  365,988 

K.  W.  Hrs.  Furnished  to  Disposal  Plant    113,159 

K.  W.  Hrs.  Furnished  to  Office  Building    23,151 

K.  W.  Hrs.  Furnished  to  Fire  Department   19,098 

K.  W.  Hrs.  Furnished  to  Street  Dept.  Municipal  Garage  . .  4,661 
K.  W.  Hrs.  Furnished  to  Police    Headquarters    and    Police 

Booth  on  Square    8,009 

K.  W.  Hrs.  Furnished  to  Public  Comfort  Station   6,499 

K.  W.  Hrs.  Furnished  to  Traffic    Signals     13,458 

K.  W.  Hrs.  Furnished  to  Good  Will  Block  Party   172 

K.  W.  Hrs.  Furnished  to  Franklin    Block    Party     320 

K.  W.  Hrs.  Furnished  to  Henninger   Field    313 

K.  W.  Hrs.  Furnished  to  Light  Plant— Fire  Alarm  Battery  400 

K.  W.  Hrs.  Furnished  to  Light  Plant— Storage   Shed    77 

K.  W.  Hrs.  Furnished  to  White     Way — Flood     Lights     on 

Square     33,918 

K.  W.  Hrs.  Furnished  to  "The  Park  of  the  Valiant"    617 

K.  W.  Hours  Furnished  to  Emergency    Lighting    at    Light 

Plant 37,670 

K.  W.  Hrs.  Furnished  to  Municipal    Market    11,957 

K.  W.  Hrs.  Furnished  to  American  Red  Cross    363 

K.  W.  Hrs.  Furnished  to  D.  Harvel  Diehl— Bomb  Shelter  76 
K.  W.  Hrs.  Furnished  to  Parking    Lot — West    Washington 

Street    21,530 

K.  W.  Hrs.  Furnished  to  U.  S.  O.  Room  (To  July  19,  1944)  2,252 


K.  W.  Hrs.  Furnished  to  Residential   Light   Consumers    .  .  3,758,645 

K.  W.  Hrs.  Furnished  to  Commercial  Light  Consumers    .  .  2,870,801 

K.  W.  Hrs.  Furnished  to  Power  Consumers    10,102,437 

Total  K.  W.  Hrs.  Sold  to  All  Consumers   16,731,883 

K.  W.  Hrs.  Furnished    Free     905,888 

K.  W.  Hrs.  Sold  or  Furnished  Free  17,637,771 

Total  K.  W.  Hrs.  Lost  in  Distribution    1,826,202 

Percent   Lost   in   Distribution    9.38% 

Total  Number  of  Active  Residential   Light  Consumers  — 

January  1,  1945   4,373 
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Total  Number  of  Active  Commercial  Light  Consumers  — 

January  1,  1945 834 

Total  Number  of  Active  Power  Consumers  —  January  1, 

1945 250 

Total  Number  of  all  Active  Consumers   5,457 

Amount  Paid  by  Residential   Light   Consumers    $139,018.24 

Amount  Paid  by  Commercial  Light  Consumers    $  95,680.47 

Amount  Paid  by  Power  Consumers $144,323.34 

Total  Paid  by  All  Consumers   $379,022.05 

Amount  Received  from  Sale  of  Lamps,  Miscellaneous    ....  $     1,751.40 

Federal  Excise  Tax  on  Lamp  Sales $          94.62 

Amount  Received  from  Jobbing   Work    $        651.04 

Amount  Received  from  Penalties    Imposed    $          63.70 

Amount  Received  from  Sale   of  Scrap,  Miscellaneous    ....  $        101.67 

Amount  Received  from  Interest  on  Consumers'  Deposits   .  .  $        243.14 

Tansfer  from  Light  Sinking  Fund  to  Light  General  Account  $     2,084.76 


Total  Cash  .Received  from  all  Sources $384,012.38 

Credit  for  Light,  Power,  Supplies  Furnished  other  Depart- 
ments   Free     $  42,184.74 

Total  Cash  Received  from  all  Sources  and  Credit   $426,197.12 

Increase  in  Receipts  from  Residential  Light  over  1943 $     5,986.05 

Increase  in  Receipts  from  Commercial  Light  over  1943    .  .  $        792.24 

Increase  in  Receipts  from  Power  over  1943 $        359.48 

Increase  in  K.  W.  Hrs.  Furnished  for  Light  over  1943    .  .  51,932 

Decrease  in  K.  W.  Hrs.  Furnished  for  Power  over  1943    .  1,009,789 

K.  W.  Hrs.  Sold  per    Consumer   per    Year   —    Residential 

Light 859 

K.  W.  Hrs.  Sold  per   Consumer   per   Year   —   Commercial 

Light . 3,442 

K.  W.  Hrs.  Sold  per  Consumer  per  Year  —  Power 40,409 

K.  W.  Hrs.  Sold  per  Capita  per  Year  —  Residential  Light  250 

K.  W.  Hrs.  Sold  per  Capita  per  Year  —  Commercial  Light  191 

K.  W.  Hrs.  Sold  per  Capita  per  Year  —  Power    673 

Received  per  Consumer  per  Year  —  Residential  Light    .  .  $          31.79 

Received  per  Consumer  per  Year  —  Commercial  Light    .  .  $        114.72 

Received  per  Consumer  per  Year  —  Power $        577.29 

Received  per  Capita  per  Year  —  Residential  Light $            9.26 

Received  per  Capita  per  Year  —  Commercial  Light $            6.37 

Received  per  Capita  per  Year  —  Power   $            9.62 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge, 

Residential  Light    3.69  cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge, 

Commercial   Light 3.33  cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge, 

Power    1.42  cents 

Total  Amount  of  Bills  Rendered  Net $384,013.07 

Total  Amount  of  Bills  Collected  Net  $384,012.38 

Loss  in  Bad  Accounts    .69 

Percentage  Lost  in  Bad  Accounts    .00017% 
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BOILER   ROOM,  MUNICIPAL  ELECTRIC  LIGHT  PLANT         1944 


RATES    FOR    ELFXTRIC    CURRENT 

Residential    Lighting 

Rate  per 
K.W.H. 

First  40  K.  W.  Hrs.  used  per  Month  5.4  cents 

Next  60  K.  W.  Hrs.  used  per  Month  4.0  cents 

Next  100  K.  W.  Hrs.  used  per  Month  3.0  cents 

All  over  200  K.  W.  Hrs.  used  per  Month  2.0  cents 

Residential    Lighting    Where    Ranges    or    Refrigerators    Are    in    Service 

Rate  per 
K.W.H. 

First  30  K.  W.  Hrs.  used  per  Month  5.4  cents 

Next  60  K.  W.  Hrs.  used  per  Month  3.6  cents 

Next  100  K.  W.  Hrs.  used  per  Month  2.7  cents 

All  over  190  K.  W.  Hrs.  used  per  Month  1.8  cents 

Commercial    Lighting 

Rate  per 
K.W.H. 

First  75  K.  W.  Hrs.  used  per  Month  5.8  cents 

Next  350  K.  W.  Hrs.  used  per  Month  4.9  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month  3.1  cents 

All  over  1,925  K.  W.  Hrs.  used  per  Month  2.0  cents 

Minimum  Charges 

All  of  the  above  rates  are  subject  to  a  monthly  Minimum  Charge  of 
seventy-five  ($0.75)  cents  for  each  kilo-watt,  or  fraction  thereof,  of  con- 
nected load,  with  the  exception,  however,  that  in  computing  the  capacity 
of  all  electric  ranges,  the  capacity  of  the  largest  element  of  the  range 
shall  be  used  for  determining  the  monthly  Minimum  Charge,  but  in  no 
event  will  a  Monthly  Minimum  Charge  on  any  range  be  less  than  $2.00 
per  Month. 

Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council,  on 
or  before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered.     Minimum  Charges  are  not  subject  to  discount. 


Secondary    Power 

First             500  K.  W.  Hrs.  used  per  Month  2.7  cents 

Next           1,500  K.  W.  Hrs.  used  per  Month  1.8  cents 

Next          3,000  K.  W.  Hrs.  used  per  Month  1.62  cents 

Next          5,000  K.  W.  Hrs.  used  per  Month  1.44  cents 

All  over  10,000  K.  W.  Hrs.  used  per  Month  1.26  cents 
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Minimum  Charges 

Minimum  Charges  on  motor  installations  for  Secondary  Power  pur- 
poses shall  be  as  follows: 

1st  Motor  Installed  $1.25  per  H.  P.  Installed  per  Month 

2nd    Motor  Installed  $1.00  per  H.  P.  Installed  per  Month 

3rd  Motor  Installed  $  .90  per  H.  P.  Installed  per  Month 

4th  Motor  Installed  $  .80  per  H.  P.  Installed  per  Month 

5th  Motor  Installed  $  .70  per  H.  P.  Installed  per  Month 

6th  Motor  Installed  $  .60  per  H.  P.  Installed  per  Month 

All  over  Six  Motors  Installed $  .50  per  H.  P.  Installed  per  Month 

Primary   Light  and   Power 

Rate  per 
K.  W.  H. 

First        10,000  K.  W.  Hrs.  used  per  Month  1.44  cents 

Next        20,000  K.  W.  Hrs.  used  per  Month  1.26  cents 

Next        40,000  K.  W.  Hrs.  used  per  Month  1.08  cents 

All  over  70,000  K.  W.  Hrs.  used  per  Month  0.81  cents 

Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  Mils  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council  on,  or 
before,  the  20th  of  the  Month  following  that  for  which  the  bill  was  ren- 
dered. 

Demand  Charges 

Demand  charges  shall  be  determined  and  billed  monthly,  based  on 
the  highest  registration  during  the  Month  of  a  demand  meter  having  a 
15-minute  interval,  and  shall  be  as  follows: 

First         200  K.  W.  of  Demand  per  Month   . .   $1.50  per  K.  W. 
All  over  200  K.  W.  of  Demand  per  Month   .  .   $1.00  per  K.  W. 

Power  Factor  Clause 

When  the  average  power  factor  is  found  to  be  lower  than  eighty 
(80%)  per  cent,  the  monthly  kilo-watt  Demand  shall  be  corrected  and 
determined  as  follows:  Kilo-watt  Demand  as  measured,  divided  by 
average  power  factor  of  load,  multiplied  by  allowable  power  factor  of 
eighty  (80%)  per  cent. 

OFF  PEAK  PRIMARY  LIGHT  AND  POWER 

Energy    Rates 

First  Block  1.35  cents  per  K.  W.  Hr. 

Second  Block  1.17  cents  per  K.  W.  Hr. 

•Third  Block  1.00  cents  per  K.  W.  Hr. 

Fourth  Block  0.50  cents  per  K.  W.  Hr. 

The  kilo-watt  hours  to  be  billed  for  under  Blocks  No.  1,  No.  2,  and 
No.  3,  will  be  determined  by  multiplying  the  "ON  STATION  PEAK  DE- 
MAND" of  the  consumer  by  70. 
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The  kilo-watt  hours  to  be  billed  for  under  Block  No.  4  will  be  the 
difference  between  the  total  kilo-watt  hours  billed  for  under  Blocks  No.  1, 
No.  2,  and  No.  3,  and  the  total  kilo-watt  hours  consumed  during  the 
Month. 

Discount 

The  above  Energy  Rates  are  subject  to  a  discount  of  ten  (10%) 
per  cent,  if  the  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council 
on,  or  before,  the  20th  of  the  Month  following  that  for  which  the  bill  was 
rendered. 

Determination  of  Demand 

For  the  purpose  of  application  of  this  rate,  the  hours  of  "STATION 
PEAK"  will  be  from  7:00  A.M.  to  6:00  P.M.  on  all  week  days  except 
Saturdays,  when  it  will  be  from  7:00  A.M.  to  12:00  Noon.  On  Sundays 
and  holidays,  there  will  be  no  "STATION  PEAK"  period. 

The  Demand  will  be  determined  by  means  of  a  Graphic  Demand 
Meter.  The  maximum  monthly  "Demand"  to  be  used  for  "Billing  De- 
mand" will  be  the  highest  corrected  15  minute  kilovolt  Ampere  Demand 
occurring  across,  or  during,  the  "STATION  PEAK."  Demands  occurring 
across,  or  during,  "STATION  OFF  PEAK"  will  not  be  billed  for. 

The  Demand  as  indicated  by  the  Graphic  Demand  Meter  will  be  sub- 
ject to  corrections  for  Power  Factor  as  follows: 

Indicated  Kilo-watt  Demand  divided  by  the  Average  Power 
Factor  of  Load,  and  multiplied  by  allowable  Power  Factor  of 
eighty  (80%)  per  cent. 

Corrected  Demand  will  be  billed  for  as  follows: 

First         200  Kilovolt  Amperes  of  Demand  per  Month  $1.50  per  K.V.A. 
All  over  200  Kilovolt  Amperes  of  Demand  per  Month  $1.00  per  K.V.A. 

Discount 

The  Demand  Charges  are  not  subject  to  discount,  but  if  not  paid  on, 
or  before,  the  20th  of  the  Month  following  the  Month  for  which  the  bill 
was  rendered,  a  ten  (10%)  per  cent  penalty  shall  be  added. 

The  charges  to  the  customer  under  this  schedule  will  not  be  subject 
to  rebate  on  account  of  cost  of  fuel  delivered  to  the  Electric  Light  Plant. 

Minimum  Charges 

The  monthly  Minimum  Charge  under  these  rates  will  be  $3.00  per 
kilovolt  ampere  of  Corrected  Demand. 

The  annual  Minimum  Charge  under  these  rates  shall  be  not  less  than 
$10.00  per  kilo-watt  of  connected  load. 

The  service  furnished  under  this  schedule  will  be  approximately  2,300 
volt,  3  phase,  60  cycle  current,  and  metering  will  be  done  on  the  pri- 
mary side  of  the  customer's  transformers.  The  customer  will  furnish, 
mount,  and  maintain  the  necessary  distribution  transformers,  and  also 
furnish,  install,  and  maintain  a  suitable  weather-proof  metal  metering 
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cabinet.  The  Chambersburg  Electric  Light  Department  will  furnish,  in- 
stall, and  maintain  all  metering  devices,  including  instrument  trans- 
formers. 

The  rate  is  available  to  all  industrial  light  and  power  customers 
who  have  a  "Corrected  Demand"  of  100  kilovolt  amperes,  or  over. 

Off   Peak   Electric   Water   Heating 

Rate  per 
K.W.H. 

Energy  Rate  per  K.  W.  Hr.  per  month   1.0  cent 

Minimum  Charge 

This  rate  is  subject  to  a  monthly  Minimum  Charge  of  seventy-five 
($0.75)  cents  per  kilo-watt  of  heater  capacity,  based  on  largest  heating 
unit. 

Discount 

The  above  Energy  Rate  is  subject  to  a  discount  of  ten  (10%)  per 
cent,  if  bills  are  paid  on,  or  before,  the  20th  of  the  Month  following 
that  for  which  the  bill  was  rendered.  Minimum  Charges  are  not  subject 
to  discount. 

This  rate  applies  only  to  a  restricted  service  for  residential  and  com- 
mercial water  heating. 

This  rate  is  available  only  to  residential  and  commercial  consumers 
who  are  accessible  to  the  distributing  system  of  the  Borough  of  Cham- 
bersburg Electric  Light  Department. 

The  supply  of  service  under  this  schedule  shall  be  limited  to  operat- 
ing periods  aggregating  not  more  than  twelve  hours  in  each  day,  or 
from  9:00  P.M.  to  7:00  A.M.  the  following  morning,  and  from  12:00 
Noon  to  2:00  P.M.  This  period  may,  at  the  option  of  the  Borough,  be 
further  restricted  or  extended. 

Service  under  this  schedule  is  available  only  for  water  heaters  of 
not  more  than  3,000  watts  capacity,  which  shall  be  furnished,  installed, 
and  connected  up  by  the  consumer.  The  Borough  of  Chambersburg 
Electric  Light  Department  will  furnish  a  suitable  device  for  automatically 
restricting  the  supply  of  current  to  those  hours  which  the  Borough  may 
designate. 

This  service  will  be  supplied  through  a  separate  integrating  watt- 
hour  meter  and  no  other  appliances  other  than  the  water  heater  shall 
be  connected  to  this  service.  Service  will  be  supplied  at  either  220  volts 
or  110  volts  single,  or  three  phase,  at  the  option  of  the  Borough  of 
Chambersburg  Electric  Light  Department. 

Water  heaters,  and  all  devices  connected  therewith  or  appurtenant 
thereto,  shall  be  so  designed  and  constructed  that  they  will  not,  under 
any  circumstances,  cause  radio  interference  by  their  operation.  In  the 
event  that  any  of  the  equipment  does  cause  radio  interference  by  reason  of 
its  operation,  the  Borough  shall  discontinue  furnishing  current  to  the 
installation  in  which  the  particular  radio  interference  originates,  until 
such  time  as  new  equipment  is  installed,  or  the  old  equipment  corrected 
for  radio  interference.  Water  heaters  must  be  controlled  automatically 
so  that,  under  no  circumstances,  shall  both  heating  elements  operate  at 
the  same  time. 
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GENERAL    REGULATIONS 

Minimum  Charges 

Minimum  Charges  and  Demand  Charges  under  the  different  classes 
of  service  are  not  subject  to  discount,  but  if  they  are  not  paid  on,  or  be- 
fore, the  20th  of  the  Month  following  the  Month  for  which  the  service 
was  rendered,  a  ten  (10%)  per  cent  penalty  shall  be  added. 

Lamps,  Supplies,  Etc.  , 

All  bills  rendered  by  the  Borough  of  Chambersburg  Electric  Light. 
Department,  except  those  rendered  for  electric  energy,  are  not  subject 
to  discount,  but  if  not  paid  on,  or  before,  the  20th  of  the  Month  following 
the  Month  for  which  the  bill  was  rendered,  a  penalty  of  ten  (10%)  per 
cent  shall  be  added. 

Deposits 

All  consumers  applying  for,  or  using,  any  class  of  service  in  prop- 
erties which  they  cannot  establish  ownership  shall  make  a  cash  deposit 
with  the  City  Clerk  in  amount  equal  to  the  estimated  bills  for  the  service 
to  be  supplied  in  any  two  consecutive  Months.  The  Borough  may  at 
any  time  require  that  the  deposit  be  increased  to  cover  two  Months'  con- 
sumption based  on  the  amount  of  the  highest  Month's  billing.  The 
amount  of  the  deposit  may  be  reduced,  upon  request  of  the  consumer, 
to  an  amount  sufficient  to  cover  the  maximum  amount  of  the  billing 
for  any  two  consecutive  Months  during  the  preceding  year. 

BALANCE   SHEET 

ELECTRIC    LIGHT    DEPARTMENT 

Assets 
Fixed  Capital 

Fixed   Capital   Installed    ...     $1,093,490.34 
Construction  Work  in  Prog- 
ress       2,657.14 


$1,096,147.48 


Funds  and  Special  Deposits 

Sinking     Fund     Assets     and 

U.  S.  Government  Bonds       $    295,988.30 
Consumers'     Deposits     Plus 

Interest    29,329.94 


325,318.24 


Current  Assets 

Cash    (Borough    Treasurer's 

Account)    $      25,370.13 

Accounts     Receivable     from 

Consumers 54,635.33 

Materials  and  Suppplies   .  . .  10,601.78 

Other    Current    Assets,    a-c  , 

Interest  U.  S.  Bonds 879.23 

91,486.47 

Total  Assets   $1,512,952.19 
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Liabilities 

Net  Worth,  Electric  Light 
Department,  Including 
Earned  Surplus    $    994,030.88 

$    994,030.88 

Current  Liabilities 

ConsumerV   Deposits    $      27,249.15 

Other  Current  Liabilities    .  .  13.63 

27,262.78 

Reserves 

Reserves    for    Renewals    and 

Replacements    $    491,658.53 

491,658.53 

Total   Liabilities    $1,512,952.19 

RECAPITULATION  NET  WORTH,  INCLUDING  SURPLUS 

Balance    beginning    of    year 

January   1,    1944    $    980,564.12 

Additions 

Free  Water  from  Water  De- 
partment  $        1,123.02 

Net  Income  for  year  1944  .  .  223,796.48 

$1,205,483.62 

Deductions 

Transferred     to     Borough 

General    Fund    $    170,000.00 

Free  Electricity  to  Borough  41,452.74 

211,452.74 

$    994,030.88 

OPERATING  REVENUE  AND  EXPENSE  STATEMENT 
ELECTRIC    LIGHT    DEPARTMENT 

Operating  Revenues 

Metered   Sales  for  Domestic 

Lighting     $    150,799.31 

Metered     Sales     for     Other 

Private  Lighting 103,220.55 

Metered   Sales   for  Domestic 

Power     153,032.13 

Metered  Sales  to  Other  Elec- 
tric Utilities    8,771.09 

Metered     Sales     for     Other 

Municipal  Lighting 6,350.60 

Metered  Sales  for  Municipal 

Power   2,292.46 
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Unmetered    Sales   for   Muni- 
cipal   Street   Lighting    .  .  . 

Consumers'    Discounts     For- 
feited   and    Penalties    Im- 
posed      

32,809.68 
63.70 

Discounts  and  Allowances  to 
Consumers     

Operating  Expenses 

Generating  System  Expenses 

Operating  Labor    $ 

Fuel    

30,900.61 
86,144.52 

Water     

1,123.02 

Lubricants     

75.95 

Boiler    Plant     Supplies     and 
Expenses      

411.79 

Other  Supplies  and  Expenses 
Maintenance    of    Generating 

System  Structures    

Maintenance     of      Steam 

Power  Equipment   

Maintenance      of     Electric 

Equipment     

116.57 

841.75 

3,657.18 

2,260.60 

15.95 
7,766.24 

1,251.11 

1,690.55 
110.39 
114.01 

7,768.86 
253.73 

469.91 

Maintenance   of   Other   Gen- 
erating System  Equipment 
Power   Purchased    

Distribution  System  Expenses 

Operating    Labor    $ 

Supplies  and  Expenses  Over- 
head     and      Underground 
System     

Other  Supplies  and  Expenses 

Maintenance  of  Structures   . 

Maintenance      of      Overhead 
Equipment     

Maintenance  of  Services    .  .  . 

Maintenance    of    Transform- 
ers      

Maintenance  of  Meters    .... 

2,106.61 

Utilization  System  Expenses 

Operating   Labor     $ 

Municipal    Street    Arc    and 
Incandescent  System  Sup- 
plies and  Expenses   

Maintenance     of     Municipal 
Street   Arc   and   Incandes- 
cent System    

754.80 
517.06 
827.67 

$  457,339.52 
38,341.10 


$  418,998.42 


$  133,314.18 


13,765.17 


2,099.53 
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General  Expenses 

General      Administrative 

Salaries      $      10,677.17 

Salaries  of  Meter  Readers   .  2,235.05 

General      Administrative 

Supplies     362.43 

Other    General    Administra- 
tive   Expenses    214.02 

Garage    Labor    1,793.05 

Garage     Supplies     and     Ex- 
penses       313.57 

Shop    and    Laboratory    Sup- 
plies and  Expenses 26.23 

Insurance 44.39 

Other   General   Expenses    . .  2.00 

Maintenance     of     General 

Equipment     542.83 

Depreciation      37,767.33 

53,978.07 

Total  Operating  Expenses   . $    203,156.95 


CONDENSED  INCOME  PROFIT  AND  LOSS  STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

Operating    Revenues    $    418,998.42 

Operating  Expenses 

Generating    System    Operat- 
ing Expenses    $    133,314.18 

Distribution  System  Operat- 
ing   Expenses     13,765.17 

Utilization    System    Operat- 
ing Expenses    2,099.53 

General    Administrative    Ex- 
penses       13,488.67 

Other   General   Expenses    .  .  40,489.40 

Total  Operating  Expenses    .    $    203,156.95 

$    203,156.95 

Operating    Income    $    215,841.47 

Non-Operating     Revenues 

(Including  Interest)    $      11,039.12 

Non-Operating   Expenses    .  .                                          3,084.11 
Non-Operating    Income    ....  7,955.01 

Gross    Income    $    223,796.48 

Net  Income  to  Surplus   $    223,796.48 

Net  Income  Deductions 

Free     Electricity    Furnished 

Borough     41,452.74 

Balance  of  Net  Income   .  .  $    182,343.74 
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ELECTRIC  LIGHT  DEPARTMENT 
ANALYSIS    OF    FIXED    CAPITAL 

Balance         Additions  and  Balance 

Account  Jan.  1,  1944       Retirements       Dec.  31,  1944 

Organization     $        7,605.25  $        7,605.25 

Generating  System,  Lands    .  21,885.80  21,885.80 

Generating     System,     Power 

Plant  Structures    45,677.39  45,677.39 

Generating  System,  Railroad 

Sidings  and  Trestles    6,067.16  6,067.16 

Generating     System,     Boiler 

Plant  Equipment 124,190.78  124,190.78 

Generating     System,     Turbo 

Generators     300,534.50  300,534.50 

Generating     System,     Other 

Electric  Generators 48,425.53     $  659.00  49,084.53 

Generating     System,     Other 

Electric    Equipment     80,231.03  764.62  80,995.65 

Generating  System,  Coal 
Storage  and  Weighing 
Equipment     16,645.42  16,645.42 

Generating     System,     Other 

Power  Plant  Equipment  .  3,776.32  3,776.32 

Transmission  System,  Over- 
head Conductors    44.88  44.88 

Distribution     System,     Poles 

and   Fixtures    39,420.39  56.94  39,477.33 

Distribution  System,  Over- 
head Conductors    55,979.62  85.76  56,065.38 

Distribution  Svstem,  Over- 
head Transformers    51,572.41  352.13  51,924.54 

Distribution  System,  Over- 
head Transformer  Instal- 
lations    .  .  .  .  6,914.15  14.30  6,899.85 

Distribution  Svstem,  Over- 
head  Services  21,965.76  83.62  22,049.38 

Distribution  System,  Under- 
ground Conduits    1,183.69  1,183.69 

Distribution  System,  Under- 
ground Conductors    14,119.10  14,119.10 

Distribution  System,  Under- 
ground Transformers   605.25  605.25 

Distribution  System,  Under- 
ground Transformer  In- 
stallations        82.93  82.93 

Distribution  System,  Under- 
ground   Services    7.81  7.81 

Distribution   System,  Meters  50,045.78  361.31  50,407.09 

Distribution    System,    Meter 

Installations    8,776.19  242.74  9,018.93 

Utilization  System,  Commer- 
cial Arc  System    2.16  2.16 

Utilization  System,  Munici- 
pal  Street   Arc   System    .  18,535.38  18,535.38 


Utilization    System,    Munici- 

pal     Street      Incandescent 

Svstem    

52,959.41 

Other  General — Land   

600.00 

Other  General — Structures    . 

2,590.00 

Other  General — Equipment  . 

1,107.09 

General  Store  Equipment    .  . 

184.22 

General  Shop  Equipment    .  . 

292.00 

General  Garage  Equipment  . 

6,329.78 

General    Laboratory    Equip- 

ment       

1,278.86 

General     Tools     and     Equip- 

ment       

748.69 

Engineering     and     Superin- 

tendence During  Construc- 

tion     

24,025.55 

Administrative      Legal      and 

Taxes  During  Construction 

7,605.25 

Interest  During  Construction 

23,555.35 

Development    Cost    

45,119.23 

6040  52,899.03 

600.00 

2,590.00 

188.03  1,295.12 

184.22 

292.00 

6,329.78 

80.78  1,359.64 

748.69 


24,025.55 

7,605.25 
23,555.35 
45,119.23 


$1,090,690.11     $        2,800.23     $1,093,490.34 


ELECTRIC  LIGHT  SINKING  FUND 

Balance  in  Sinking  Fund  January  1,  1944  $  108,976.10 
Transfer  from  Electric  Light  Department  .  38,400.00 

March    15— Interest    on    $74,000.00    Bonds 

U.  S.  Treas.  2's    740.00 

June  24— Proceeds  from  Sale  of  $70,000.00 

U.  S.  Treas.  2's,  1949-1951    71,018.13 

June  24 — Interest  on  above  Bonds    26.78 

June  24— Proceeds  from  Sale  of  $37,000.00 

U.  S.  Treas.  2's,  1950-1952   37,336.88 

June  24 — Interest  on  above  Bonds 199.08 

June  15— Interest    on    $70,000.00    Bonds— 

U.  S.  Treas.  2's 700.00 

June  30 — Interest   on   Time   Certificates    .  .  657.75 

Sept.  15— Interest     on     $37,000.00     U.     S. 

Treas.  2's,  1951-1953   370.00 

Sept.  15— Interest     on     $84,000.00     U.     S. 

Treas.   21/4,s,    1956-1959    1,168.28 

Nov.  15— Sale   of  $128,000.00  U.   S.  Treas. 

2's,    1952-1954    128,495.00 

Nov.  15— Interest     on     $128,000.00     U.     S. 

Treas.  2's  Bonds  1,007.21 

Feb.— Purchase  of  $84,000.00  U.   S.  Treas. 

21A's,   1956-1959    $      84,000.00 

June  24— Purchase    of    $128,000.00    U.     S. 

Treas.   2's,    1952-1954    128,000.00 

Dec.  15— Purchase  of  $128,000  U.  S.  Treas. 

2's,    1952-1954    128,000.00 

Dec.  15— Purchase     of     $10,000.00     U.     S. 

Treas.  1V4   Notes  "C"  1947   10,000.00 
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$    389,095.21 


Dec.  30 — Transfer  from  Light  Sinking  Fund 

to  Light  General    2,084.76 

Balance    in    Treasurer's    Hands,    December 

31,    1944    37,010.45 


389,095.21 


Summary   of   Securities   Held   by   Electric    Light    Sinking    Fund 
December  31,  1944 

Treas.  2's    1951-1953 

Treas.^'s   1956-1959 

Treas.  2's  1952-1954 

Treas.  Notes   1^4  #    Series  "C"   1947 


$  37,000.00  U. 

84,000.00  U. 

128,000.00  U. 

10,000.00  U. 

s 

s. 

s 

s. 

$259,000.00 

FREE  LIGHTING   AND  POWER   USED   IN   BOROUGH   1944 
Light 

Public    Comfort   Station    ...      $  270.96 

Traffic  Signals    686.60 

Street  Lighting  on  Square   .  929.14 

Parking  Lot,  West  Washing- 
ton Street   688.93 

Service     Men's     Room      (To 

July  19,  1944)    103.57 

Police    Headquarters    and 

Police  Booth  on  Square    .  321.89 

American    Red    Cross    Room  37.61 

Bomb    Shelter     (D.    Harvey 

Diehl)     9.74 

Municipal  Garage    166.98 

Henninger  Field    43.82 

Electric    Light    Plant    Stor- 
age Shed   9.00 

Electric     Light     Plant     Fire 

Alarm  Battery  Charges    .  20.91 

Park  of  the  Valiant   36.09 

Emergency     Lighting     at 

Plant     996.68 

City  Hall  594.20 

City  Hall,  Water  Heater  .  .  .  45.70 

Disposal    Plant    119.23 

Disposal       Plant,       Settling 

Pump  House .  9.00 

Disposal   Plant,   Control  and 

Tool  House    9.00 

Disposal  Plant,  Pump  House  37.99 

Municipal    Market     353.16 

Friendship  Fire  Company  .  .  145.93 

Junior    Fire    Company    ....  220.97 

Good  Will  Fire  Company   .  .  179.63 

Franklin  Fire  Company    .  .  .  248.23 

Cumberland       Valley       Fire 

Company    65.64 

$        6,350.60 
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Power 

Franklin    Fire    Company    .  . 
Municipal  Garage    

$ 

60.60 
60.96 

Disposal  Plant   

Disposal       Plant,       Settling 
Pump    House     

1,323.76 
386.62 

Disposal   Plant,  Control  and 

Tool    House     

Municipal  Market    

Power  for  Air  Raid  Sirens   . 

121.80 

61.28 

277.44 

Arc  Lighting  of  Streets    .  .  . 

Incandescent      Lighting      of 

Streets      

$ 

7,071.60 
25,738.08 

Total     

$ 
RIC 

$ 

In  addition,  Credit  Account. 
Labor  at  Plant,  Fire  Alarm 
Batteries,  366  @   $2.00    .  . 

ELECT] 

Balance  to  be  collected  Jan- 
uary 1,  1944   

Interest  Accrued    

732.00 

LIGHT 

57.13 
8.81 

Costs  Accrued    

2.00 

Collected  during  1944 

Interest    Collected     

Costs   Collected    

Balance  to  be  collected  Jan- 
uary   1,    1945     

$ 

$ 

67.94 

24.13 
8.81 
2.00 

33.00 

$ 

67.94 

2,292.46 


32,809.68 
$      41,452.74 


LIENS 


ORNAMENTAL   STREET   LIGHTING    LIENS 

Balance  to  be  collected  Jan- 
uary 1,  1944   $  68.85 

Balance  to  be  collected  Jan- 

ary    1,    1945    68.85 

STATEMENT  OF  ASSETS  AND  LIABILITIES  OF  THE  BOROUGH 
OF  CHAMBERSBURG  AS  OF  JANUARY  1,   1945 

Assets 

Cash  in  Treasurer's  Hand,  all  Departments: 

General    Borough    Department    $      10,904.12 

Electric  Light  Department   25,370.13 

Water   Department    44,564.45 

$      80,838.70 
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Bond  Account    

Bond  Account  Sinking  Fund    

Borough   Fire  Fund    

Water  Sinking   Fund    

Electric  Light  Sinking  Fund    

Total  Operating  Cash  Balance  and  Sinking 
Fund    

Cash  in  Collector's  Hands,  Electric  Light 
Consumers'  Deposit  Account    


32,243.18 
4,506.23 

10,374.99 
6,381.31 

37,010.45 


90,516.16 

$    171,354.86 
$      29,329.94 


Tax  Duplicate  1942-1943 
Tax  Duplicate  1943-1944 
Tax   Duplicate   1944-1945 


Borough 

84.20 

68.79 

219.92 


Bond 

252.08 
205.81 
673.20 


372.91     $        1,131.09     $        1,504.00 


Investments 

Borough   Fire  Fund   $2000.00— Borough   of 

Mercersburg  4V2%  Bonds,  due  1948 S        2,000.00 

Borough  Fire  Fund  $50,000.00  U.  S.  Savings 

Bonds,  Series  "F"   37,000.00 

Borough  Fire  Fund,  $18,000.00  U.  S.  Treas- 
ury Bonds  21A%,  1956-1959 18,000.00 

Light  Department  Sinking  Fund  $37,000.00 

U.  S.  Treasury  Bonds  2%,  1951-1953  ....  37,000.00 

Light  Department  Sinking  Fund,  $84,000.00 

U.  S.  Treasury  Bonds,  21A%,  1956-1959  .  84,000.00 

Light  Department  Sinking  Fund  $128,000.00 

U.  S.  Treasury  Bonds,  2%,  1952-1954   .  .  128,000.00 

Light  Department  Sinking  Fund  $10,000.00 

U.  S.  Treasury  Notes,  1%%,  1947    10,000.00 

Water  Department  Sinking  Fund  $80,000.00 

U.  S.  Treasury  1%%,  1947   80,000.00 

Unpaid  Tax  Liens    : 2,254.82 

Unpaid  Paving  Liens    765.50 

Unpaid  Sewer  Liens   . 3,932.09 

Unpaid  Water  Liens   992.78 

Unpaid  Electric  Light  Current  Liens    ....  33.00 

Unpaid  Ornamental  Street  Lighting  Liens  68.85 

Water   Department,    Current   Assets,    Less 

Cash  in  Treasurer's  Account   18,646.49 

Light    Department,    Current    Assets,    Less 

Cash  in  Treasurer's  Account   66,116.34 


Value  of  Borough  Property 

Electric  Light  Plant  and  Distribution  Sys- 
tem, Reproduction  Value  New,  Less 
Accrued    Depreciation     

Water  Distribution  System,  Reproduction 
Value  New,  less  Accrued  Depreciation  .  . 


$    601,831.81 
1,132,999.49 
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Disposal  Plant  and  Main  Trunk  System  . .  324,650.00 

Lateral    Sewers    . 268,236.00 

Fire   Houses   and   Apparatus    127,562.00 

City   Hall,   Office   Building    55,856.00 

Police   Headquarters    and   Equipment    ....  13,220.00 
Street    Department,     Storage    House    and 

Equipment      21,200.00 

Municipal  Market  Building  43,870.00 

Fourth  Street  Properties   3,000.00 

Public  Comfort  Station    5,500.00 

West  Washington  Street  Parking  Lot 7,500.00 

North  Main   Street  Parking  Lot    22,000.00 

Show   Field    7,500.00 

Henninger  Field   . . . ' 16,000.00 


Liabilities 

3%  Improvement  and  Re- 
funding Bonds  issued  De- 
cember 1,  1935 $    150,000.00 

Bonds  Redeemed  and  Can- 
celled  1936    $        7,000.00 

Bonds  Redeemed  and  Can- 
celled  1937    14,000.00      « 

Bonds  Redeemed  and  Can- 
celled  1938    11,000.00 

Bonds  Redeemed  and  Can- 
celled  1939 11,000.00 

Bonds  Redeemed  and  Can- 
celled  1940 12,000.00 

Bonds  Redeemed  and  Can- 
celled  1941    .; 12,000.00 

Bonds  Redeemed  and  Can- 
celled  1942 13,000.00 

Bonds  Redeemed  and  Can- 
celled  1943    13,000.00 

Bonds  Redeemed  and  Can- 
celled  1944 13,000.00 

Balance   Outstanding    

2%  Improvement  Bonds,  Is- 
sued  September  1,  1938    . 

Bonds  Redeemed  and  Can- 
celled   1940    $      24,000.00 

Balance   Outstanding    

The  above  balances  are  the 
present  actual  indebted- 
ness of  the  Burgess  and 
Town  Council  of  the  Bor- 
ough     of      Chambersburg 
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$3,341,923.97 


$  106,000.00 

$   44,000.00 

$  145,000.00 

24,000.00 

$  121,000.00 

created  without  the 
authority  of  the  vote  of 
electors  thereof. 

Electric     Light     Consumers' 

Deposit  Account    $      29,329.94 

Assets  in  Excess  of  Liabili- 
ties      3,147,594.03 


$3,341,923.97 


HARRY    R.    GEARHART, 
ALBERT    S.    HENNEBERGER, 
HERBERT     C.     KEEFER, 

Auditors. 
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GOVERNMENTAL    TAXES    PAID    BY    CITIZENS 
OF  CHAMBERSBURG 

Stated    in    Mills 

For  Public    School    Purpose     21  Mills 

For  State,    County    and    Institutional    Purpose     6  Mills 

For  Borough    Bond   Purpose    3  Mills 

For  General  Borough  Purpose    1  Mill 

Total  Mill  Rate   31  Mills 

WHERE    A   TAX    DOLLAR    GOES    TO 

2  3    <4> 


(1)  Public    Schools    Receive    67.75  cents  out  of  each  tax  dollar 

(2)  State   and   County   Receives    19.35  cents  out  of  each  tax  dollar 

(3)  Borough  Bond  Purpose  Receives    ..      9.68  cents  out  of  each  tax  dollar 

(4)  General  Borough   Purpose   Receives     3.22  cents  out  of  each  tax  dollar 

Borough  Purposes— Taxes  1  Mill  Collected,  1944   $7,824.00 

Borough  Purposes— Taxes  Collected,  1944  per  Capita  .   $7,824.00 

=   .521 

15,000 


VALUE  OF  SERVICES  RECEIVED  FOR  $1.00  OF  BOROUGH 
TAXES  COLLECTED   1944 

Taxes  Collected 

for 
Borough  Purposes 

Borough    Administration    $  46,886.48  divided  by  $7,824.00=$  5.992 

Police    Services     $  35,593.54  divided  by  $7,824.00  =  $  4.549 

Public   Health    Services    $     4,331.69  divided  by  $7,824.00  =  $     .554 

Fire  Protection   Services    $  36,312.04  divided  by  $7,824.00  =  $  4.641 

Street  Department  Services    .  $  38,645.53  divided  by  $7,824.00  =  $  4.939 
Street     Lighting,     Miscellane- 
ous   Services    $  33,738.82  divided  by  $7,824.00  =  $  4.312 

Sanitary  Sewerage  Services  .  .  $  26,031.72  divided  by  $7,824.00  =  $  3.327 

Comfort  Station  Services $     1,409.26  divided  by  $7,824.00  =  $     .180 

Parks    and    Playgrounds    Ser- 
vices       $     6,951.69  divided  by  $7,824.00  =  $     .888 

Total    $229,900.77  divided  by  $7,824.00  =  $29.38 
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VALUE  OF  SERVICES  RECEIVED  PER  CAPITA 

Estimated  Population  15,000 

Costs  Population 

Borough    Administration     ......    $  46,886.48  divided  by  15,000  =  $  3.125 

Police    Services    $  35,593.54  divided  by  15,000  =  $  2.372 

Public  Health   Services    $     4,331.69  divided  by  15,000  =  $     .289 

Fire   Protection    Services    $  36,312.04  divided  by  15,000=$  2.420 

Street  Department  Services $  38,645.53  divided  by  15,000  =  $  2.576 

Street     Lighting-,     Miscellaneous 

Services    $  33,738.82  divided  by  15,000  =  $  2.249 

Sanitary    Sewerage    Services     .  .    $  26,031.72  divided  by  15,000  =  $  1.735 

Comfort    Station    Services     $     1,409.26  divided  by  15,000  =  $     .094 

Parks  and  Playgrounds   Services  $     6,951.69  divided  by  15,000  =  $     .463 

Total     $229,900.77  divided  by  15,000  =  $15.32 


Note:  The  citizens  of  Chambersburg  receive  in  these  services  $229,900.77 
of  value  for  which  taxes  were  collected  for  Borough  Purposes  in 
the  amount  of  $7,824.00.  If  you  did  not  operate  your  Electric 
Light  and  Water  Utilities  at  a  handsome  profit,  the  whole  cost 
of  these  services  would  have  to  be  paid  for  by  taxes,  which  would 
mean  an  increase  in  taxes  for  Borough  Purposes  of  29.38  times 
what  they  were  in  1944. 
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ANNUAL  REPORT 

of  the 

BURGESS  AND  TOWN  COUNCIL 

of 

THE  BOROUGH  OF  CHAMBERSBURG 
PENNSYLVANIA 

For  the  Year  Ending  December  31, 1945 


This  Pamphlet  is  published  for  the  benefit  of  the  citizens  of  Cham- 

bersburg,  that  they  may  become  better  acquainted  with  those  vital 

things  in  our  community  that  go   to  make  Chambersburg  a  better 

place  in  which  to  live. 


ANNUAL  REPORT 

of  the 

BURGESS  AND  TOWN  COUNCIL 

of 

THE  BOROUGH  OF  CHAMBERSBURG 
PENNSYLVANIA 

For  the  Year  Ending  December  31,  1945 


FOR  THE  YEAR 

from 

JANUARY  1,   1945,   TO  DECEMBER  31,  1945 

Being 

The  One  Hundred  and  Forty-second  Since  Incorporated 
As  A  Borough 


PERSONNEL  OF  THE  BOROUGH  GOVERNMENT 

1945 


H.  R.  Forbes Chief  Burgess 

A.  R.  Zimmerman President  of  Town  Council 

J.  Hase  Mowrey Manager  of  Utilities 

F.  D.   Rhodes^  Jr. Borough  Engineer 

Charles  F.  Pfoutz Assistant  Borough  Engineer 

J.    R.    Williams    Secretary 

James  G.  Bietsch Treasurer 

Edmund  C.  Wingerd Solicitor 

Edgar  W.  Diehl , Tax  Collector 

Herbert  C.  Keefer Auditor 

Eugene  V.  Miller Auditor 

John  A.  Burkhart Auditor 

Margaret  E.  Wingert Chief  Bookkeeper 

H.  S.  Byers I Chief  of  Police 

Robert  Monn Superintendent  of  Water  and  Sewer 

William  L.  Grove Plumbing  Inspector 

Robert  R7Inick Market  Master 

COMMITTEES  OF  COUNCIL 


FINANCE  COMMITTEE 

A.  R.  Zimmerman,  Chairman 
S.  G.  Palmer 
C.  H.  Pensinger 
J.  C.  Sierer 

A.  S.  Stover 

WATER  AND  LIGHT  COMMITTEE 

C.  H.  Pensinger,  Chairman 
E.  M.  Miller 

B.  F.  Small 

STREET  COMMITTEE 

R.  F.  Angle,  Chairman 
J.  C.  Sierer 
L.  D.  Fero 

FIRE  COMMITTEE 

A.  S.  Stover,  Chairman 
E.  M.  Miller 
T.  L.  Farner 

PARKS    AND    PLAYGROUNDS 
COMMITTEE 

T.  L.  Farner,  Chairman 
R.  F.  Angle 
L.  D.  Fero 
S.  G.  Palmer 

C.  H.  Pensinger 


BOROUGH   PROPERTY 
COMMITTEE 

A.  R.  Zimmerman,  Chairman 
R.  F.  Angle 

C.  H.  Pensinger 

B.  F.  Small 
A.  S.  Stover 

PUBLIC  COMFORT  STATION 
COMMITTEE 

A.  S.  Stover,  Chairman 
T.  L.  Farner 

S.  G.  Palmer 

INDUSTRIAL   COMMITTEE 

E.  M.  Miller,  Chairman 
J.  C.  Sierer 
T.  L.  Farner 

SEWER  COMMITTEE 

B.  F.  Small,  Chairman 
S.  G.  Palmer 

J.  C.  Sierer 

PUBLIC    SAFETY    COMMITTEE 

H.  R.  Forbes,  Chairman 
H.  S.  Byers 
R.  F.  Angle 
E.  M.  Miller 
B.  F.  Small 


GARBAGE  AND  REFUSE 
COMMITTEE 

J.  C.  Sierer,  Chairman 
R.  F.  Angle 
L.  D.  Fero 

MARKET  COMMITTEE 

C.  H.  Pensinger,  Chairman 
E.  M.  Miller 
S.  G.  Palmer 
B.  F.  Small 
A.  S.  Stover 

POLICE    CIVIL    SERVICE 
COMMISSION 

H.  C.  Row,  Chairman 
Donald  E.  Haller,  Sr. 
Harry  B.   Eberly,  Secretary 


COYLE  FREE  LIBRARY 
TRUSTEES 
S.  G.  Palmer 
J.  C.  Sierer 


HOSPITAL 
E.  M.   Miller 

PLUMBERS'  EXAMINING  BOARD 

C.  H.  Pensinger,  Chairman  Water  and 
Light  Committee 
B.  F.  Small,  Chairman  Sewer  Com- 
mittee 
H.  A.  Kottcamp,  Master  Plumber 
W.  L.  Grove,  Plumbing  Inspector 
J.  Hase  Mowrey,  Manager  of  Utilities 


BOARD  OF  HEALTH 


Dr.  B.  M.  Beattie,  President 

W.  M.  L.  Etter 

F.  Lester  Marshall 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank    J.    Croft,    Health    Officer   and   Secretary 


PERSONNEL  OF  THE  BOROUGH  GOVERNMENT 
1946 

W.   M.   L.   Etter   Chief  Burgees 

A.  R.  Zimmerman President  of  Town  Council 

J   Hase  Mowrey Manager  of  Utilities 

F.  D.  Rhodes,  Jr. Borough  Engineer 

Charles  F.  Pfoutz Assistant  Borough  Engineer 

J.   R.   Williams Secretary 

Albert  S.  Henneberger Treasurer 

Daniel   W.    Long    Solicitor 

Edgar  W.   Diehl   Tax  Collector 

Herbert  C.  Keefer Auditor 

Eugene   V.  Miller   . Auditor 

John  A.   Burkhart Auditor 

Margaret  E.  Wingert Chief  Bookkeeper 

H.  S.  Byers Chief  of  Police 

Robert  Monn Superintendent  of  Water  and  Sewer 

William  L.  Grove Plumbing  Inspector 

Robert   Rinick    Market   Master 

COMMITTEES  OF  COUNCIL 


FINANCE,  PROPERTY  AND 
INDUSTRIAL  COMMITTEE 

A.  R.  Zimmerman,  Chairman 

F.  B.  Leidig 

C.  H.  Pensinger 

J.   C.  SlERER 

A.  S.  Stover 

STREET  AND  GARBAGE  AND 
REFUSE  COMMITTEE 

R.  F.  Angle,  Chairman 
T.  L.  Farner 
F.  B.  Leidig 

J.  C.   SlERER 

A.  S.  Stover 

FIRE  COMMITTEE 

A.  S.  Stover,  Eire  Marshall  &  Chairman 
R.  F.  Angle 
T.  L.  Farner 
L.  D.  Fero 
S.  G.  Palmer 

COYLE  FREE  LIBRARY 
TRUSTEES 

L.  D.  Fero 
F.  B.  Leidig 
J.  C.  SlERER 


UTILITIES    (Light,  Water  and  Sewer) 
COMMITTEE 

C.  H.  Pensinger,  Chairman 

L.  D.  Fero 

G.  S.  Klenzing 

S.  G.  PaliMer 

J.   C.   SlERER 

RECREATION,    MARKET   AND 
COMFORT    STATION    COMMITTEE 

T.  L.  Farner,  Chairman 

L.  D.  Fero 

G.  S.  Klenzing 

S.  G  Palmer 

C.  H.  Pensinger 

PUBLIC  SAFETY  COMMITTEE 

W.  M.  L.  Etter,  Burgess 

H.  S.  Byers,  Chief  of  Police 

S.  G.  Palmer 

R.  F.  Angle 

G.  S.  Klenzing 

J.  C.  SlERER 

A.  S.  Stover 

CHAMBERSBURG   HOSPITAL 
F.  B.  Leidig 


POLICE  CIVIL  SERVICE  PLUMBERS'    EXAMINING    BOARD 

COMMISSION 

C.  H.  Pensinger,  Chairman 
H.    C.    Row,    Chairman  H.   A.   Kottcamp,  Master  Plumber 

Donald  E.  Haller,  Sr.  W.  L.   Grove,  Plumbing   Inspector 

Harry   B.   Eberly,   Secretary  J.  Hase  Mowrey,  Manager  of  Utilities 


BOARD  OF  HEALTH 

Dr.  B.  M.  Beattie,  President 

W.  M.  L.  Etter 

F.  Lester  Marshall 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank  J.  Croft,  Health  Officer  and  Secretary 


BOROUGH  OFFICIALS 

OF 

THE  BOROUGH  OF   CHAMBERSBURG 


L.  D.  Fero 

Councilman,    1st    Ward 


R.   F.   Angle 
Councilman,   2nd  Ward 


H.  B.  Forbes 
Chief   Burgess 


Earl  McL.  Miller 
Councilman,  1st  Ward 


A.  R.  Zimmerman 

Councilman,  2nd  Ward 

President  of  Council 


BOROUGH  OFFICIALS 

OF 

THE  BOROUGH  OF   CHAMBERSBURG 


C.   H.   Pensinger 
Councilman,   3rd   Ward 


John  C.  Sierer 
Councilman,  4th    Ward 


A.  S.  Stover 
Councilman,   3rd   Ward 


S.  G.  Palmer 
Councilman,  4th   Ward 


B.  F.  Small 
Councilman,   5th    Ward 


BOROUGH  OFFICIALS 

OF 

THE  BOROUGH  OF  CHAMBERSBURG 


T.   L.   Farner 
Councilman,   5th    Ward 


J.  Hase  Mowrey 
Manager  of  Utilities 


E.    C.    WlNGERD 
Borough    Solicitor 


F.  D.  Rhodes,  Jr. 
Borough   Engineer 


H.    S.    Byers 

Chief  of  Police 


BOROUGH  OFFICIALS 

OF 

THE  BOROUGH  OF   CHAMBERSBURG 


Margaret  E.  Wingert 
Chief  Bookkeeper 


Robert  Monn 
Supt.   of  Water  and  Sewer 


W.  L.  Grove 

Plumbing  Inspector 


J.  R.  Williams 
Borough  Clerk 


Edgar  W.  Diehl 
Tax   Collector 
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Robert  Rinick 
Market  Master 


MUNICIPAL  OFFICE  BUILDING 


HISTORICAL 

Chambersburg  was  founded  by  Benjamin  Chambers  at  "Fawling  Spring  on 
Cannogogige,"  in  1734,  and  in  1764  Benjamin  Chambers  writes,  "there  is  a  town 
laid  out  on  Conegogig  Creek."  The  Town  was  incorporated  by  an  Act  of  the 
General  Assembly  of  the  State  of  Pennsylvania,  March  21,  1803,  and  the  first 
Burgess  and  Town  Council  consisted  of  the  following:  Chief  Burgess — Major 
John  Holliday;  Councilmen — Edward  Crawford,  Esq.,  Andrew  Dunlap,  Christian 
Oister,  John  Shryock,  and  Patrick  Campbell.  It  has  grown  slowly,  but  its 
growth  has  been  steady,  and  its  accomplishments  enduring.  Today  it  bears  the 
rather  enviable  reputation  of  being  one  of  the  outstanding  boroughs  in  the 
State  of  Pennsylvania,  and  its  citizens  enjoy  more  vital  services  at  a  much  lower 
cost  than  any  other  borough  in  the  State. 


POLICE  DEPARTMENT 

The  first  police  force  for  the  Borough  of  Chambersburg  was  established 
January  16,  1818,  by  the  following  action  of  Town  Council,  "Be  it  ordained, 
etc.,  That  four  men  shall  be  employed  to  watch  and  patrol  the  streets  of  the 
Borough  during  the  night,  from  nine  o'clock  until  daybreak,  for  the  term  of 
three  months  from  this  date,  to  guard  the  property  of  the  inhabitants,  as  fas  as 
in  their  power,  from  incendiaries,  thieves,  and  plunderers,  and  to  arrest  and 
detain  all  vagrants  and  night  walkers  until  the  morning,  unless  he,  she,  or  they 
can  give  a  satisfactory  account  of  their  purpose,  and  the  occasion  of  their  being 
found  on  the  street — -and  also  call  the  hour." 

The  Council  entered  into  an  article  of  agreement  dated  January  17,  1818, 
with  Robert  Allison,  as  Captain;  William  McElhany,  Jacob  Heckerman,  and 
Dan  McAllister,  Privates;  to  patrol  the  town  from  nine  o'clock  until  daybreak, 
call  the  hour,  and  light  any  lamps  that  are,  or  may  be,  erected,  for  which  the 
Captain  was  to  receive  $18.00  per  month,  and  each  Private  $15.00  per  month, 
and  the  Council  was  to  furnish  each  one  with  a  sufficiently  warm  watch  coat. 

From  the  following  proclamation,  it  is  evident  that  129  years  ago  the  sources 
of  amusement  for  the  good  people  of  Chambersburg  were  much  better  protected 
than  they  are  today: 

"To  Robert  Allison,  High  Constable 

Sir:  You  are  hereby  authorized  to  attend  the  Theatre  in  the  Borough  of 
Chambersburg  and  Protect  the  Manager  thereof  whilst  acting  from  any  dis- 
orderly Person  or  Persons — and  if  any  Person  or  Persons  attempt  to  disturb 
said  actors  during  their  "performans" — you  are  hereby  Commanded  to  bring 
him  or  them  before  me  or  any  Justice  of  the  Peace  in  said  Borough  to  be  dealt 
with  according  to  Law.     Fail  not. 

Given  under  my  hand  and  seal  this  19th  day  of  July,  1816. 

(Signed)  PATRICK  CAMPBELL,  Burgess." 

From  this  very  modest  beginning,  the  Police  Department  has  developed 
into  a  highly  efficient  and  very  completely  equipped  organization.  The 
personnel  now  consists  of  a  Chief,  two  Sergeants,  thirteen  patrolmen,  and  a 
clerk.  Included  in  their  equipment  is  a  Hardinge  Police  Register  System,  dicto- 
graph, fingerprinting  and  photographing  outfits,  38  calibre  Colt  revolvers,  tear 
gas  guns  and  hand  grenades,  two  motorcycles  and  two  radio-equipped  police 
cars.  These  two  cars  have  15-watt  power  transmitters  and  operate  two-way 
with  a  very  modern  50-watt  power  central  station  located  at  the  Depart- 
ment's headquarters.  This  radio  station,  known  as  WMCB,  operates  on  a  fre- 
quency of  39,500  kilocycles. 
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During  the  year  1945,  the  Police  Department  answered  2,099  calls.  This 
is  exclusive  of  all  calls  answered  by  the  Chief  of  Police.  Of  20  actual  cases  of 
burglary,  breaking  or  entering  reported  or  known  to  police,  8  were  cleared  by 
arrest.  Sixteen  cases  of  larceny-theft  were  cleared  by  arrests  from  a  total  of  5  3 
reported.  Two  cases  of  auto  theft  were  cleared  by  arrests  from  11  reported. 
There  was  a  total  number  of  2,215  arrests  made  for  various  offenses,  1,175  of 
which  were  parking  meter  violations,  211  drunkenness  and  disorderly,  449 
other  parking  violations  and  19  arrests  for  operating  a  motor  vehicle  while  in- 
toxicated. The  night  patrol  reported  288  store  doors  left  open  by  proprietors 
on  leaving  stores.  The  total  amount  of  fines  collected  by  the  Borough  was 
$2,268.00,  $1,324.00  of  which  was  parking  meter  fines.  A  total  of  108  traffic 
accidents  were  investigated. 


FIRE  DEPARTMENT 

In  1790,  one  hundred  and  fifty-five  years  ago,  when  the  village  cf 
Chambersburg  consisted  entirely  of  either  log  or  frame  houses,  and  the  fire 
hazard  was  great  because  of  wood  fires  upon  the  open  hearth,  the  necessity  of 
providing  protection  from  fire  was  first  discussed,  and  the  Friendship  Fire 
Company,  an  organization  of  citizens  equipped  with  buckets,  was  formed. 

Since  that  time,  with  the  expansion  of  the  village  from  a  few  houses  to  a 
borough  of  the  first  magnitude,  the  formation  of  additional  companies  became 
necessary,  and  their  equipment,  from  bucket,  to  hand  pump,  to  hose  reel,  to 
steam  fire  engine,  and,  during  the  past  seventeen  years,  to  modernized  motor 
drawn  and  motor  driven  apparatus,  has  kept  pace  with  the  times. 

Today,  the  Fire  Department  consists  of  five  companies,  advantageously 
located,  and  equipped  with  three  American  LaFrance  Pumpers,  one  Ward  La- 
France  Flood  Light  Truck  and  Pumper,  an  aerial  truck  with  85  foot  ladder,  a 
City  Service  truck  with  booster  pump,  two  Peter  Pirsch  Combination  Booster 
and  Squad  Wagons,  a  squad  and  chemical  car,  and  an  ambulance. 

The  companies  are  entirely  volunteer,  only  the  drivers  of  the  apparatus  re- 
ceiving pay  from  the  Borough.  The  fire  houses  and  equipment  are  owned  by 
the  Borough,  and  under  the  care  of  the  Property  Committee  and  the  Fire  Com- 
mittee of  the  Borough  Council. 

In  addition  to  the  above  mentioned  equipment,  the  town  is  completely 
covered  by  the  Gamewell  Fire  Alarm  System,  consisting  of  60  fire  alarm  boxes, 
5  station  house  indicators  and  gongs,  and  one  general  alarm,  all  storage  battery 
operated.  Two  hundred  and  forty  latest  type  fire  plugs  are  installed  at  the  most 
advantageous  points. 

The  Department  answered  34  General  Alarms  sounded  by  the  Gamewell 
System  during  the  year.  In  addition  to  these  system  alarms,  the  companies  re- 
sponded to  silent  alarms  and  individual  calls  as  follows : 

Friendship   Company    9 

Junior  Company 22 

Good   Will    Company   43 

Franklin   Company   22 

Cumberland   Valley   Company   8 


rura 


The   Franklin    Fire   Company    Community    Pumper    answered    35    calls   for 
.1  fires. 

The  fire  loss  in  the  Borough  of  Chambersburg  for  1945  was  $8,115.00. 
The  Good  Will  Ambulance  responded  to  1,149  calls  during  the  year. 
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STREET  DEPARTMENT 

On  March  30,  1734,  Benjamin  Chambers  was  given  a  grant  to  take,  settle, 
and  improve  400  acres  of  land  at  the  mouth  of  the  Falling  Spring  and  Cono- 
cocheague  Creek,  but  this  tract  was  not  sub-divided  until  1764  when  it  was 
laid  out  as  a  town  and  called  Chambers  Town,  which  name  was  changed  to 
Chambersburg  when  Franklin  County  was  erected  in  1784. 

The  limits  of  the  town  at  that  time  were  on  the  North  by  the  Falling  Spring; 
on  the  East  by  Second  Street;  and  on  the  South  by  approximately  Liberty 
Street;  and  on  the  West  by  the  Conococheague  Creek. 

In  the  beginning  of  the  19th  Century  no  streets  had  been  graded  or  paved, 
although  each  property  owner  was  required  to  maintain  a  walk  in  front  of  his 
own  property.  The  original  plan  of  the  inhabitants  was  to  make  Second  Street 
the  principal  business  street,  but  this  was  changed  to  Main  Street  after  con- 
siderable influence  was  exerted  by  those  property  owners. 

Prior  to  1813,  the  Lincoln  Highway  and  Main  Street  were  repaired  by  the 
Turnpike  Company,  by  turnpiking,  which  consisted  of  placing  one  foot  of  broken 
stone  covered  with  gravel  and  clay.  The  first  record  of  a  contract  awarded  by 
the  Borough  was  in  1813  to  repair  the  Lincoln  Highway  and  Main  Street  near 
the  "Diamond." 

The  first  covered  storm  sewer  was  built  in  Burkhart  Avenue  from  Main 
Street  to  the  Creek  in  1823.  This  sewer  had  an  inside  height  of  4]/2  feet  and  a 
width  of  $y2  feet. 

The  extension  of  this  form  of  street  repairs,  grading,  and  sewers  continued 
with  some  modification  until  1912  when  brick  paving  was  laid,  and  plans 
adopted  to  continue  this  paving  four  blocks  each  year.  This  plan  was  not 
followed,  due  to  the  increased  cost  of  materials. 

In  1918  a  general  plan  of  macadam  construction  and  surface  oiling  was 
adopted,  and  the  Lincoln  Highway  and  Main  Street  were  paved  first  with  water- 
bound  macadam,  and  treated  with  road  oil.  This  is  the  first  year  that  a  large 
quantity  of  road  oil  was  used  as  a  maintenance  and  construction  material. 
Prior  to  this  time,  oil  was  used  as  a  dust  preventive  and  partially  paid  for  by 
the  property  owners  abutting  on  the  streets  treated. 

This  plan  was  continued  until  1927  and  1928,  when  the  Lincoln  Highway 
and  Main  Street  were  again  repaved  with  reinforced  cement  concrete. 

Due  to  wartime  restrictions,  the  work  of  the  Street  Department  was  con- 
fined to  maintenance  work. 


SCHEDULE  OF  HIGHWAYS 

Streets 

1918  1945 

Miles  Miles 

0 Cement  Concrete 3.4918 

.18 Bituminous    Surface    29.2151 

0 Hard    Surface    1.1565 

.696 Brick  on  Concrete — now  paved 

with   Bituminous  material   

27.820 Unimproved    .8544 


28.534 Total    34.7178 
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Alleys 
1918  — 1945 

Miles  Miles 

0 Cement    Concrete    1.93 

4.1 Bituminous    Surface    19.14 

17.5 Unimproved     1.36 

21.6 Total      22.43 

UNDERGROUND  SURFACE  WATER  DRAINS 

1918  -*2*5" 
Linear  Feet                                                  Type                                                   Linear  Feet 

2,610 12"  Terra  Cotta  Pipe 2,610 

200 18"   Terra   Cotta   Pipe 4,480 

0 15"  Terra  Cotta  Pipe 260 

2,650 24"   Terra   Cotta   Pipe 4,993 

0 36"    Terra    Cotta    Pipe    452 

0^ 12"    Concrete   Pipe    831 

0 15"   Concrete   Pipe 350 

0 18"   Concrete   Pipe   2.979 

775 24"    Concrete   Pipe   2,714 

0 36"    Concrete   Pipe   800 

0 18"    Iron  Pipe 1,050 

0 3'  x  2.5'  Cement  Concrete  Box 1,662 

0 4'  x  3'  Cement  Concrete  Box 1,467 

0 3'  x   3'   Cement  Concrete   Box    8,385 

0 4'  x  4'  Cement  Concrete  Box 6,726 

0 2'  x  2'  Cement  Concrete  Box 150 

0 1.5'  x  3.5'  Cement  Concrete  Box 720 

0 1.75'  x  3.5'  Cement  Concrete  Box 113 

0 1.5'  x  4.5'  Cement  Concrete  Box 252 


6,235-— Totals    40,994 

31 Inlets   317 


ENGINEERING  DEPARTMENT 

The  office  of  the  Engineer  in  the  Borough  of  Chambersburg  was  created 
by  Ordinance  adopted  by  the  Council  on  June   14,   1909. 

The  Council  appoints  the  Borough  Engineer,  and  determines  who  shall  be 
his  assistants. 

The  duties  of  the  Engineer  are  to  furnish  engineering  services  to  the 
various  departments  of  the  Borough;  to  have  charge  of  all  property  not  under 
the  supervision  of  the  Manager  of  Utilities;  to  have  supervision  over  the  Street 
Department,  Parks  and  Playgrounds  Department,  and  the  Garbage  and  Refuse 
Collection  Department,  and  to  report  monthly  to  the  council  on  all  works  com- 
pleted under  his  supervision. 

The  general  duties  of  the  office  of  the  Engineer  are  to  make,  supply  and  pre- 
serve copies  of  plans,  specifications,  estimates,  maps,  charts,  profiles,  etc.; 
to  keep  records  of  the  location  of  water,  sewer  and  gas  mains;  and  to  perform 
clerical  work  incidental  to  the  departments  under  the  Engineer's  supervision. 
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MUNICIPAL  MARKET 

The  first  Market  House  and  Town  Hall  was  erected  in  Chambersburg  in 
1830  on  land  purchased  from  Andrew  Hemphill  and  Ruth,  his  wife,  on  May  3, 
1830,  for  $630,00.  This  lot  had  a  frontage  on  Queen  Street  of  64  feet  and  a 
depth  on  Second  Street  of  110  feet.  Apparently  there  was  some  doubt  of  the 
construction  as  one  of  the  provisions  of  the  sale  of  the  ground  provided  that  if 
a  Market  House  or  Town  Hall  was  not  erected  until  April  1,  1833,  Hemphill 
could  repurchase  the  ground  at  the  same  price  that  he  received. 

The  Market  House  and  Town  Hall  was  enlarged  later  in  1874.  During  1930 
other  alterations  were  made  when  additional  office  space  was  required  and 
after  interest  in  the  market  had  decreased  to  such  an  extent  that  ample  room 
still  remained  to  conduct  this  market.  However,  when  the  market  session  was 
changed  to  Friday  afternoons  and  evenings  a  considerable  increase  in  attendance 
resulted  and  the  demand  for  larger  quarters  and  parking  facilities  was  apparent. 

At  a  meeting  of  the  Burgess  and  Town  Council  held  on  November  12, 
1940,  the  preparation  of  plans  for  a  new  market  building  to  be  located  on  South 
Third  Street  was  authorized  and  on  April  15,  1941,  the  general  contract  was 
awarded.,.  The  first  market  was  held  on  November  7,  1941,  in  the  completed 
structure. ' 

The  building  is  one  story,  150  feet  long  and  50  feet  wide  with  a  full 
basement,  The  entire  construction  is  of  concrete  foundations  and  brick  walls 
faced  with  glazed  tile  in  the  market  room.  Steel  trusses  support  the  roof 
which  provides  a  ceiling  height  of  twenty  feet  in  the  center  and  fifteen  feet  on 
the  sides.  Fluorescent  lighting  is  provided  for  the  market  room,  concrete  walks 
are  laid  on  three  sides  of  the  building,  and  a  macadam  paved  parking  lot  to  ac- 
commodate fifty  cars  is  provided  on  the  North  side. 

The  Municipal  Market  was  in  operation  for  the  full  year  with  a  large  at- 
tendance at  all  Friday  markets  but  with  very  few  dealers  or  buyers  attending 
the  Tuesday  markets,  with  the  result  that  the  Tuesday  markets  were  eventually 
discontinued. 

January  1,  1946,  there  were  23  dealers  renting  a  total  of  207  linear  feet 
of  space. 

The  total  cost  of  the  Market  Room  and  equipment  was  $28,686.35;  the 
total  cost  of  the  basement  was  $13,500.18;  making  the  total  value  of  the  building 
$42,186.53. 


GARBAGE  AND  REFUSE  COLLECTION 

Effective  April  1,  1943,  the  Borough  of  Chambersburg  acquired  the  business 
of  the  Chambersburg  Sanitary  Garbage  Disposal  Company.  This  company  and 
another  private  operator  were  the  two  largest  collectors  of  garbage  and  refuse, 
taking  care  of  the  majority  of  this  work  in  the  Borough. 

In  order  to  prevent  a  serious  breakdown  in  this  type  service  the  Borough 
purchased  this  business  upon  the  determination  of  the  owners  to  discontinue 
operating,  and,  after  decision  of  the  other  private  collectors  that  they  were  net 
equipped  and  did  not  elect  to  take  over  this  business. 

For  the  business  and  equipment  of  the  Chambersburg  Sanitary  Garbage 
Disposal  Company  the  Borough  paid  $4,500.00,  and  in  addition  made  capital 
expenditures  in  the  amount  of  $2,666.55  for  equipment  to  efficiently  conduct 
the  business. 

23 


Under  a  revised  ordinance  adopted  by  the  Borough  Council  the  necessary 
rules,  regulations  and  rates  were  established.  Household  rates  are  $1.00  per 
month  for  the  removal  of  the  garbage  and  rubbish,  $1.25  per  month  for  garbage, 
rubbish  and  ashes,  provided  in  both  cases  all  materials  are  placed  on  the  first  or 
ground  floor  of  the  property  for  collection;  and  $2.00  per  month  for  removal  of 
garbage,  rubbish  and  ashes  from  the  cellar  of  the  property.  Commercial  rates 
are  by  separate  contract,  based  upon  amount  of  material  to  be  removed. 


PUBLIC  COMFORT  STATION 

A  Public  Comfort  Station  was  built  by  the  Borough  of  Chambersburg  and  the 
Commissioners  of  Franklin  County  in  1932  at  a  total  cost  of  $10,689-03,  and  is 
maintained  jointly  by  them.  The  operation  costs  and  repairs  are  divided.  In 
1945  the  costs  were  $1,763-72,  of  which  the  Borough  paid  $881.88.  In  addition, 
the  Borough  furnished  water  and  electricity  in  the  amount  of  $612.73,  and  the 
County  Commissioners  furnished  heat  and  janitor  service  without  charge. 

Two  attendants  are  employed,  and  are  on  duty  each  day  during  the  hours  of 
operation  to  maintain  order  and  keep  the  station  in  an  orderly  and  sanitary 
manner. 

The  use  made  of  this  station  has  greatly  exceeded  the  estimates  made  by 
the  orginal  promoters,  and  the  records  show  that  more  than  2,000  persons  at- 
tended this  station  in  one  day. 


PARKS  AND  PLAYGROUNDS 

The  Burgess  and  Town  Council  at  the  present,  as  well  as  those  in  the  past, 
recognize  leisure  time  activities  and  recreation  as  an  essential  governmental 
function  and  have  adopted  a  plan  for  expansion  and  improvement  that  will 
eventually  provide  for  Chambersburg  a  system  of  Parks,  Athletic  Fields,  Play- 
grounds, and  Play  Areas  to  conform  to  standards  set  by  the  National  Recreation 
Association. 

The  playground  system  was  started  through  the  efforts  of  churches,  civic 
organizations  and  citizens  who  together  formed  small  associations  to  secure 
sites,  equipment  and  voluntary  supervision  for  play  areas  for  small  children. 
Much  of  their  equipment  was  made  by  members  of  these  associations  and  by 
funds  for  materials  secured  from  festivals  and  contributions.  As  the  value  of 
these  areas  were  proven,  the  demand  for  expansion  increased  and  the  Borough 
of  Chambersburg  then  assumed  the  obligations  of  maintenance  and  operation, 
assisted  by  the  various  citizens'  committees. 

The  present  playground  program  is  designed  for  a  twelve  week  period  dur- 
ing the  months  of  June,  July  and  August  and  is  under  the  direction  of  the  Parks 
and  Playgrounds  Committee  of  the  Town  Council,  together  with  the  Borough 
Engineer,  Playground  Supervisor,  seven  girl  leaders  and  an  Athletic  Director. 

The  playground  system  consists  of  three  combination  athletic  fields  and 
playgrounds  and  four  play  areas  distributed  over  the  Borough  at  locations  as 
accessible  as  possible  to  the'  more  densely  populated  sections. 

In  order  to  help  meet  the  need  of  a  year  around  recreational  program,  a 
Pvecreation  Center  was  opened  on  March  1,  1943,  in  the  basement  of  the  Munici- 
pal Market  Building,  under  sponsorship  of  the  Department  of  Parks  and  Play- 
grounds. The  center  was  open  only  during  the  winter  months,  on  Monday, 
Tuesday,  Thursday  and  Friday  evenings  of  each  week  from  7:00  to  9:30  o'clock. 
Wednesdays  were  kept  open  and  practically  all  of  these  days  were  made  use  of 
by  organizations  sponsoring  recreational  events.  The  regular  program  of 
activities  was  under  the  supervision  of  the  Supervisor  of  Playgrounds. 
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The  colored  asphalt  tile  floor,  acoustical  tile  ceiling,  painted  walls,  furniture 
and  equipment,  consisting  of  ping-pong  tables,  shuffleboard  court,  game  tables, 
piano,  combination  radio  and  record  player,  etc.,  make  a  very  attractive  game 
and  recreation  room.  The  center  proved  very  popular  with  14,781  persons 
making  use  of  its  facilities  according  to  attendance  figures  kept  by  the  super- 
visor. 


HISTORY  OF  THE  CHAMBERSBURG  HEALTH  BOARD  r 

The  first  meeting  of  the  Chambersburg  Health  Board  was  held  in  Counc'l 
Hall  September  26,  1893.  The  following  men — Dr.  Johnston  McLanahan,  A. 
J.  White,  J.  Brua  Hoyer,  and  George  Denton  were  sworn  in  as  members  by 
Burgess  George  A.  Wood.     Dr.  John  A.  Bouse  was  appointed  Health  Officer. 

Dr.  Johnston  McLanahan  was  elected  President  of  the  Board,  which  office 
he  held  until  October  3,  1912. 

Among  the  first  duties  of  the  Board  were  the  enacting  of  local  sanitary 
measures  which,  in  conjunction  with  the  State  regulation,  began  functioning 
shortly  -after  its  inception. 

The  Health  Board  was  the  outcome  of  an  Act  of  the  General  Assembly  of 
May  9,  1893,  authorizing  Chambersburg  such  a  Board. 

The  duties  of  the  Health  Board  have  varied  with  conditions,  of  the  times, 
but  the  main  actions  have  always  been  the  maintaining  of  sanitary  health 
measures  concerning  the  public. 

Contagious  diseases  and  their  control  have  always  been  one  of  the  chief 
duties  of  the  Health  Board. 

Other  duties  are  seeing  that  the  milk  supply  is  brought  to  the  consumer  in 
the  best  possible  condition  as  a  palatable,  healthful  product,  free  of  preserva- 
tives or  adulterations,  issuing  of  health  certificates  to  those  who  work  or  are 
employed  in  restaurants,  drug  stores,  hotels,  eating  houses,  etc.,  nuisances  af- 
fecting the  public  are  corrected,  and  the  general  civic  conditions  of  the  city 
are  observed. 

During  the  year  1945,  144  cases  of  contagious  diseases  were  reported  to 
the  Board  of  Health.  Three  hundred  and  thirteen  common  nuisances  were  re- 
ported to  the  Board  of  Health,  which  were  investigated  by  the  Health  Officer 
and  removed  or  remedied.  Fifteen  connections  were  made  to  the  Sanitary  Sewer 
System  during  the  year  1945.  Five  hundred  and  fifty-five  Health  Certificates 
were  issued  to  all  hotels,  restaurants,  drug  stores,  ice  cream  parlors,  eating 
houses,  tap  rooms  and  all  milk  dealers  on  July  1st.  On  July  1st,  1945,  the 
Commonwealth  of  Pennsylvania  discontinued  the  use  of  Health  Certificates  as  a 
result  of  a  new  restaurant  hygiene  law.  Seven  permits  were  granted  to  all 
milk  dealers.  The  Health  Officer  made  1525  calls  during  the  year.  Eighteen 
permits  were  issued  to  haulers  of  garbage  and  refuse.  During  the  year  1945 
an  average  of  30  loads  of  refuse,  etc.,  was  received  daily  at  the  Borough  of 
Chambersburg  incinerator  and  dump,  located  on  the  Borough  Farm,  and  was 
properly  placed  and  disposed  of. 

Sediment  testing  of  milk  was  made  quarterly,  and  the  preservative  test  made 
annually. 

Anyone  whose  milk  registered  unsatisfactory  on  two  successive  testings 
were  refused  the  privilege  of  selling  milk  within  the  Borough  for  local  distribu- 
tion. 

The  Board  meets  the  last  Monday  of  each  month  in  regular  session  with 
additional  special  meetings. 
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The  members  are  Dr.  B.  M.  Beattie,  President;  Dr.  L.  H.  Seaton,  W.  M.  L 
Etter,  Paul  Walker,  F.  Lester  Marshall,  and  Frank  J.  Croft,  Health  Officer  and 

Secretary. 


HISTORICAL  SKETCH  OF  CHAMBERSBURG  SANITARY 
SEWER  DEPARTMENT 

When  the  Borough  of  Chambersburg  decided  in  1910  and  1911  to  obtain 
its  water  supply  from  the  State  Forest  at  Caledonia,  it  was  necessary  to  obtain 
a  permit  from  the  Pennsylvania  State  Health  Department,  and  when  the  State 
Health  Department  issued  this  permit,  it  granted  to  Chambersburg  the  right  to 
the  water  of  Birch  Run,  but  it  also  provided  that,  for  this  right,  the  Borough  of 
Chambersburg  was  to  install  a  Sanitary  Sewerage  System  with  a  proper  Disposal 
Plant  of  a  capacity  sufficient  to  take  care  of  the  town  for  twenty  years  to  come. 

The  same  Bond  Issue,  providing  funds  for  the  construction  of  the  water 
supply  line  between  the  mountain  and  Chambersburg,  provided  also  for  suf- 
ficient bonds  to  put  in  a  Sanitary  Sewerage  System  in  Chambersburg.  This 
system  was  constructed,  and  was  put  in  service  August  1,  1912.  As  building 
operations  developed  in  the  town,  new  laterals  have  been  run,  and  at  the  present 
time  the  entire  system  consists  of: 

LATERALS 

21.805  miles  8" 

6.636  miles   10" 

.263  miles   12" 

.23     miles  15" 

.074  miles   18" 


Total  29.008  miles 

TRUNK   LINES 

238.0  feet  10" 

4,432.5  feet  12" 

2.138.3  feet  15" 

3.099.4  feet  18" 
4,014.9  feet  24" 

1,631.2  feet  20"  x  30"  concrete 


Total   15,554.3  feet 

At  the  present  time  there  is  a  total  of  168,824.76  feet,  or  31.97  miles  of 
sewers,  126  Flush  Tanks,  765  Manholes,  and  3361  buildings  are  connected  with 
the  system. 

There  are  no  charges  for  sewer  service  rendered  by  the  Borough  of 
Chambersburg,  and  this  is  a  rather  outstanding  achievement  when  you  stop  to 
think  that  charges  for  sewer  service  run  from  $8.00  to  $36.00  per  year  in  the 
state  of  Pennsylvania. 

The  State  Health  Department  insists  on  a  very  high  standard  of  quality  for 
the  effluent  from  the  Disposal  Plant,  and  weekly  reports  are  made  to  the 
Department  showing  each  day's  operation. 

Due  to  the  inability  to  procure  the  proper  materials  in  sufficient  quantities, 
on  account  of  restrictions  of  the  War  Production  Board,  there  were  no  sanitary 
lateral  sewers  constructed  during  the  year  1945. 
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The  total  sewage  handled  at  the  Sanitary  Sewerage  Disposal  Plant  during 
1945  was  606,770,751  gallons.  The  total  cost  for  the  operation  and  maintenance 
of  the  plant  during  the  year  1945  was  $20,438.98.  The  average  cost  for  handl- 
ing the  sanitary  sewage  during  1945  was  3.36  cents  per  1,000  gallons. 


ANNUAL  REPORT  OF  THE  PLUMBING  INSPECTOR 

During  the  year  the  Plumbing  Inspector  had  submitted  to  him  116  sets  of 
plans  covering  plumbing  and  house  and  building  drainage  for  his  approval.  He 
inspected  and  tested  the  plumbing  fixtures  in  20  new  buildings  covering  142 
fixtures.  There  were  12  buildings  converted  into  apartments,  which  involved 
approval  of  plans,  inspection,  testing  and  approval  of  77  fixtures.  There  were 
70  alteration  projects,  involving  the  approval,  inspection  and  testing  of  260 
fixtures.  There  were  25  major  repair  jobs,  which  required  the  inspection  and 
approval  of  25  fixtures.  The  Plumbing  Inspector  inspected  3  vacuum  breakers, 
21  gas  water  heaters,  and  576  sand  trap  inspections  were  made.  All  of  this  in- 
volved  1,106   inspection   trips. 


STATEMENT  OF  RECEIPTS  AND  EXPENDITURES  OF 

THE  BOROUGH  OF  CHAMBERSBURG,  PENNSYLVANIA, 

FROM  JANUARY  1st,  1945  TO  JANUARY  1st,  1946 

Receipts 

balance    in    Treasurer's    Account 

January  1st,    1945 $   10,904.12 

Edgar   W.    Diehl,   Tax    Duplicate 

1945-1946     $  7,620.46 

Edgar    W.    Diehl,   Tax    Duplicate 

1944-1945    __■ 161.28 

Edgar  W.  Diehl,  Tax  Duplicate 

1943-1944    32.00 

Edgar   W.    Diehl,   Tax   Duplicate 

1942-1943    81.44                7,895.18 

Licenses,  Circus $        25.00 

Licenses,  Peddlers 19.50 

Licenses,  Beverages 4,225.00 

Licenses,  Restaurants 56.00 

Sewer  Permits 37.50 

Plumbers  License 18.50 

Building   Permits 20.00                4,401.50 

Parking   Meter    Fines    $   1,324.00 

Miscellaneous    Fines    944.00                2,268.00 
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Market  Master 

Tax  Liens  and  Interest 

Ambulance    Collections    

Pole    Tax    

Street   Paving    Liens    and    Interest 

Rental  of  Equipment 

Resurfacing     Private     Driveways, 

Parking  Lots  and  Streets 

Sale   of  Material  

Rental    of   Properties    

Liquid    Fuel    Tax    

Miscellaneous  Street 

Rental  of  Borough  Farm 

Sewer  Liens  and  Interest 

Rental  of  Henninger  Field 

Fire  Insurance  Tax  Refund 

Parking  Meter  Receipts 

Parking  Meter   Repairs    

Garbage    Refuse     Collection 

Service     

Refund  on  Liens 

Refund   on  Insurance   

U.  S.  Government  Lieu  of  Taxes, 

Housing   Project    

Miscellaneous  General  Borough  _ 
Miscellaneous  Police  Department 
Miscellaneous  Fire  Department  _ 
Miscellaneous      Engineering 

Department     

Miscellaneous    Disposal     Depart- 
ment     

Transfer      from     Electric      Light 
Department    


1.025.50 
979.27 

1,401.80 
233.80 


$      139.46 
373.46 

963.13 

332.08 

283.46 

3,000.00 

24.20 

5,115.79 

$    240.00 

2,669.96 

346.96 

2,041.99 

16,567.87 

89.56 

17,725.93 
414.60 
424.00 

611.81 

241.49 

50.13 

111.46 

405.19 

11.25 

165,000.00    $241,177.16 

Expenditures 
Salaries 

Clerks  and   Bookkeepers $  4,650.62 

Borough  Engineer 3,526.66 

Drafting  Department    5,891.90 

Treasurer    400.00 

Borough    Attorney    1,500.00 

Burgess   360.00 

Auditors    375.00 

Market   Master    1,622.25 

Plumbing    Inspector   1,844.74 

Board  of  Health 

Salaries    $   1,886.25 

Supplies     383.12 


$  20,171.17 


$     2,269.37 
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Police  Department 

Salaries    __ 

Equipment   and  Supplies    

Maintenance       and      Repairs       to 

Motor  Equipment 

Uniforms     

Telephone  and  Telegraph 

Traffic   Sign   Signals   and   Repairs 

Fuel    

Gas  and  Oil 

Maintenance       and       Repairs       to 

Building    

Insurance    

Advertising     

Extra  Labor    

Maintenance  to  Radio  Equipment 
Miscellaneous     

Parking  Meter  Account 

Salaries    

Rent   of  Parking   Lot 

Removal    of    Snow,    Maintenance 
of   Parking  Meters 


$29,271.37 
257.68 

699.75 
952.52 
229-98 
772.39 
132.59 
982.36 

204.35 
153.39 
15.15 
60.00 
628.78 
127.01 


$  5,607.45 
150.00 

6,856.42 


34,487.32 


$  12,613.87 


Street  Department 

Maintenance  of  Streets : 


Patching    

Surface  Oiling 

Sweeping  and  Cleaning 

Operating  Motor  Sweeper 

Snow    Removal    

Miscellaneous     

Maintenance   of  Alleys: 

Patching    

Surface  Oiling 

Sweeping  and   Cleaning 

Dust  and  Weed  Control 

Miscellaneous 

Maintenance  and  Repairs: 

Storm    Sewers    

Bridges    

Operation — Garage 

Purchase   and  Repairs   to  Tools 
Operation       and       Repairs       to 

Equipment     

Insurance    and    Office    Supplies 


2,127.21 
8,128.01 
4,176.02 
1,513,37 
4,696.67 
1,159.00 


854.37 
4,775.75 

18.42 
556.98 

95.11 


$       387.55 

8.19 

2,347.88 

629.16 

3,041.18 
427.75 
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Maintenance     and     Repairs     to 

Properties   

Back-filling    Ditches     

Construction  of   Streets 

Construction    of    Storm    Sewers 

Construction    of   Alleys 

Supervision 

Damages   

Disposal  Plant 

Salary    

Office    Supplies     and    Telephone 

Insurance     

Labor   at   Pump    House : 

Gasoline    

Oil,    Waste,    Packing    

Chlorine  Chemical   Treatment   __ 

Lamps    

Maintenance    and    Repairs    Build- 
ing  and  Grounds    

Maintenance  and  Repairs,  Pumps 
Maintenance    and    Repairs,    Tools 

and    Instruments    

Maintenance    and    Repairs,    Tanks 

and    Filter    Beds    

Maintenance  and   Repairs,  Sludge 

Beds 

Maintenance       and       Repairs, 

Electrical  Equipment 

Maintenance    and    Repairs,   Truck 


Fire  Department 

No.  1   Friendships 

Driver's    Salary 

Supplies    

Repairs    to    Equipment 

Telephone 

Laundry     

Coal     

Insurance    

Gas   and   Oil    

New   Hose 

Miscellaneous     

No.  2  Juniors : 

Driver's    Salary 

Supplies     

Repairs   to   Equipment 

Telephone     

Laundry    

Coal     

Insurance     


41.94 
1,173.53 
6,703.33 
928.31 
504.76 
2,493.42 
1,160.35 


4,948.57 

140.52 

591.79 

37.80 

3.91 

178.35 

54.46 


$  47,948.26 


$    1,229.90 

59.50 

17.41 

7,224.06 

47.04 

2.00 

915.67 

2.58 

882.92 

195.53 

.61 

2,773.78 

4,257.90 

66.18 

140.98 

$  17,816.06 

$  3,405.51 

218.29 

106.86 

25.80 

15.95 

170.52 

34.61 

30.67 

112.50 

84.53 

$     4,205.24 

33 


Gas   and   Oil    

New   Hose 

Miscellaneous     

No.  3  Good  Wills: 

Driver's   Salary    

Supplies     

Repairs    to    Equipment 
Repairs    to    Building    __ 

Telephone     

Laundry     

Coal     

Insurance    

Gas   and  Oil    

Real   Estate  Plans 

New   Hose   

Miscellaneous     

No.  4   Franklin: 

Driver's    Salary    

Supplies    

Repairs   to   Equipment   _ 

Repairs  to   Building 

Telephone     

Laundry  

Coal     

Insurance     

Gas    and    Oil    

New   Hose    

Miscellaneous     

No.  5  Cumberland  Valley 

Driver's    Salary    

Supplies    

Repairs   to   Equipment  _ 

Telephone     

Coal     

Insurance     

Gas  and  Oil 

New   Hose   __*, 

Miscellaneous     


63.55 

112.50 

33.92 


6,165.37 


$  8,280.17 

248.85 

627.16 

16.51 

25.80 

28.75 

130.65 

54.46 

64.29 

800.00 

192.50 

67.61 

10,536.75 

$  4,242.36 

131.62 

37.12 

750.00 

27.60 

16.50 

98.25 

54.46 

37.57 

192.50 

65.34 

5,653.32 

$   3,389.76 

275.64 

37.71 

25.80 

157.21 

34.61 

8.24 

130.00 

25.88 

4,084.85 

General   Fire   Department 

Maintenance       and       Repairs       to 

Alarm    System    

Miscellaneous     

Sewers 

Salary    

Maintenance    and   Repairs 


$   1,296.57 

55.70  $     1,352.27 


$   1,255.00 

885.36  2,140.36 
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Garbage  and  Refuse 
Collection  Service 

Salaries   and   Expenses   16,378.28 

Miscellaneous 

Office    Supplies    $   2,100.24 

Supplies,  Engineering  Department  1,030.99 

Maintenance   City   Hall 2,336.89 

Municipal  Market,  Operation  and 

Maintenance 2,834.07 

Insurance,      Fire,     Accident     and 

Compensation     8,229-94 

Maintenance  and  Operation  Parks 

and  Playgrounds 5,831.09 

Improvements — Parks     and     Play- 
grounds    4,666.41 

Recreation  Center 1,885.57 

Coyle  Free  Library  Appropriation  3,000.00 

Maintenance    of    Ambulances 1,001.81 

Telephone 473.06 

Maintenance — Comfort  Station 888.60 

Maintenance   of   Incinerator 1,758.68 

Expenses,   Salvage   Drives 162.95 

Expenses,    Defense    Council 152.89 

Appropriation  Spanish  American 

War   Veterans    100.00 

Dues,  Borough  Association 42.00 

Premium    on    Bonds    250.00 

Expenses     Borough     Officials     at 

Convention     8.35 

Maintenance  Borough  Farm 136.96 

Expense,  Fighting  Dump  Fire 171.80 

Appropriation,  Chambersburg 

Hospital    2,703.68 

Expenses,  Clean-Up  Week 285.80 

Expenses,  Veterans  Service  Center  738.88 

Tax   Collector's   Expenses 92.06 

Tax    Collector's   Commission 252.63 

Borough  Solicitor's  Expenses 1,096.70 

Fire   Insurance   Tax    2,041.99 

Expenses,  Christmas  Lighting 75.16 

Expenses,  Filing  Tax  Suggestions, 

Liens,   etc   63-00 

Expense — Committees     138.52 

Miscellaneous     266.82         $  44,817.54         $230,640.03 


Balance    in    Hands    of    Treasurer 

January    1,    1946 10,537.13 

$241,177.16 
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BOROUGH  FIRE  FUND 

January      1,      1945.      Balance     in 

Treasurer's    Hands    $10,374.99 

Interest,      Time      Certificates      of 

Deposit   105.44 

Interest,      Coupons      Mercersburg 

Bonds    127.48 

Interest,     2l/4%     U.     S.     Treasury 

Bonds    405.00 

$2,000.00  Borough  of  Mercers- 
burg   Bonds    2,000.00 

$50,000.00    U.    S.    Savings   Bonds, 

Series    "F"    37,000.00 

$18,000.00  U.   S.   Treasury  Bonds 

2i/4's   (1956-59-)   18,000.00         $  68,012.91 


$2,000.00  Borough  of  Mercers- 
burg  Bonds    $   2,000.00 

$50,000.00    U.     S.     War    Savings 

Bonds,  Series  "F" 37,000.00 

Sl8,000.00  U.  S.  Treasury  Bonds, 

21/4%    1956-59 18,000.00 

Balance     in     Treasurer's     Hands 

January    1,    1946 11,012.91  $  68,012.91 
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TAX  COLLECTOR'S  ACCOUNT 


Borough         Bond  Borough  Bond  Total 


Duplicate  1942-1943 
Taxes,  Balance  as 
shown  by  Auditors' 
Report  January  1, 
1945 $      84.20     $      252.08 

Cr. 

Amount  paid  Treas- 
urer    by     Edgar     W. 

Diehl,    Collector    ___       $      81.44     $      243.78 
Tax  Lien   Entered  __  2.76  8.30  84.20  252.08 


Dr. 

Duplicate  1943-1944 
Taxes,  Balance  as 
shown  by  Auditors' 
Report  January  1, 
1945     $      68.79     $      205.81 
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Borough         Bond 


Borough 


Bond  Total 


Amount    Paid    Treas- 
urer    by     Edgar     W. 

Diehl,    Collector 

Tax  Lien   Entered   __ 

Balance     Outstanding 
January,   1,   1946 

Dr. 
Duplicate     1944-1945 
Taxes,      Balance      as 
shown     by    Auditors' 
Report      January      1, 

1945     

Penalty    Added    


32.00 
2.76 


96.00 
8.30 


$    219-92     $      673.20 
6.36  19.26 


34.76 


34.03 


226.28 


104.30 


101.51 


692.46 


Cr. 

Amount  paid  Treas- 
urer    by     Edgar    W. 

Diehl,    Collector 

Tax  Liens  Entered  __ 

Balance  Outstanding 
January    1,    1946 

Dr. 

Duplicate     1945-1946 

Cr. 

Amount  collected  to 
November  1,  1945  __ 
Abatement  on  A- 
mount  Collected  to 
November  1,  1945 
Collected  November 
1,  1945  to  January  1, 
1946     

Balance  to  be  collect- 
ed   January    1,    1946 


$    161.28  $ 
2.76 

491.66 
8.30 

$    164.04 

$   499.96 

62.24 

192.50 

8,157.76 

24,440.16 

$  7,563.76     $22,726.63 

398.09         1,196.13 

56.70  89.59 


8,018.55        24,012.35 


$     139.21      $     427.81 


January  1,       1946, 

Duplicate  1943-1944 

January  1,       1946, 

Duplicate  1944-1945 

January  1,       1946, 

Duplicate  1945-1946 


SUMMARY  TAX  DUPLICATE 
Borough 


Bond     Total 

34.03  $      101.51 

62.24     192.50 

139-21     427.81 


$    235.48  $      721.82  $957.30 
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BOND  DEPARTMENT 

Receipts 

Balance    in    hands    of    Treasurer 

January    1,    1945    5  32,243.18 

Tax   Duplicate,    1945-1946,  Edgar 

W.  Diehl,  Collector $22,816.22 

Tax    Duplicate    1944-1945,   Edgar 

W.    Diehl,   Collector   491.66 

Tax  Duplicate,    1943-1944,  Edgar 

W.  Diehl,  Collector 96.00 

Tax  Duplicate,    1942-1943,  Edgar 

W.    Diehl,    Collector    243.78         $  23,647.66 

$  55,890.84 

Expenditures 

Bonds    Redeemed    $46,000.00 

Interest   Paid    (Coupons)    3,700.00 

State  Tax 38.00 

Commission     Account    Corporate 

Loan  Report,  James  G.  Bietsch, 

Treasurer    2.00 

Commissions     Edgar    W.     Diehl, 

Collector     $      757.72 

Balance    in    Hands    of    Treasurer 

January   1,    1946   5,393.12  $  55,890.84 

BOND  DEPARTMENT— SINKING  FUND 

Balance      in      Treasurer's      hands 

January    1,    1945    $     4,506.23 

Interest    Received    45.15 

Balance    in    hands    of    Treasurer 

January    1,    1946 $     4,551.38 

TAX  LIENS 

Borough 
Borough         Bond  and  Bond       Interest         Total 

Balance  to  be  collect- 
ed January  1,  1945     $    992.17     $  1,235.32     $      27.33  $2,254.82 

Liens   entered   during 

1945     8.28  24.90  33.18 

Interest   Collected   __  $      229.39  229.39 


1,000.45  1,260.22  27.33  229.39       2,517.39 

Amount  collected 

1945     344.68  405.20  229-39  979.27 


655.77  855.02  27.33  1,538.12 

Tax      Liens      Not 

Revived 9-87  15.41  25.28 


645.90  839.61  27.33  1,512.84 
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LATERAL  SEWER  LIENS 

Balance  to  be  collected  January  1,  1945 $3,932.09 

Interest  Accrued   1,140.59 

Costs    Accrued     51.95         $5,124.63 


Collected  during   1945 1,517.02 

Interest  collected 1,152.94 

Costs    Collected    51.95 

Balance  to  be  collected  January  1,  1946 2,402.72  5,124.63 


PAVING  LIENS 

Balance  to  be  collected  January  1,  1946 $    765.50 

Interest  Accrued   73.22 

Costs  Accrued 28.90         $    867.62 



Collected  during  1945 64.86 

Interest   Collected   74.60 

Costs    Collected    28.90 

Balance  to  be  collected  January  1,  1946 699.26               867.62 


HERBERT  C.  KEEFER, 
EUGENE  V.  MILLER, 
JOHN  A.  BURKHART, 

Auditors. 
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HISTORICAL  SKETCH  OF  CHAMBERSBURG 
WATER  DEPARTMENT 

The  first  attempt  made  to  furnish  water  under  pressure,  to  the  citizens  of 
Chambersburg,  was  made  by  the  Chambersburg  Water  Company,  of  which  Mr. 
James  Riddle  was  President,  in  1817.  This  company  furnished  water,  under 
pressure,  through  a  wooden  pipe  system,  which  consisted  simply  of  pine  logs 
with  suitable  hole  bored  through  them  from  end  to  end,  and  the  logs  fastened 
together  end  to  end  by  a  heavy  brass  tapered  ferrule.  Water  was  furnished 
until  1875  or  1876.  The  pump  for  this  system  was  located  on  the  South  side 
of  the  Falling  Spring  at  a  point  almost  directly  in  line  with  the  buildings  of  the 
Chambersburg  Hospital,  and  the  dwelling  house  on  the  farm  now  owned  by  the 
T.  B.  Wood  Estate,  and  was  driven  by  a  water  wheel.  The  reservoir  was 
located  where  the  present  buildings  of  the  Chambersburg  Hospital  now  stand, 
and  during  the  construction  of  the  new  portion  of  the  Hospital,  traces  of  the 
old  reservoir  structure  were  uncovered,  and  some  of  the  old  wooden  pipe  was 
dug  up.  The  pressure  under  which  this  water  was  furnished  must  have,  of 
necessity,  been  quite  low,  and  the  old  records  show  that  the  system,  as  a  whole 
was  not  satisfactory. 

On  March  1,  1875,  the  following  men  were  elected  to  the  Chambersburg 
Town  Council:  W.  B.  Gilmore,  Jacob  H.  Miller,  Samuel  M.  Worley,  J.  P. 
Culberston,  John  C.  Gerbig,  John  Suesserote,  Thomas  Cook,  and  David 
Harmony,  with  G.  W.  Nitterhouse  as  Burgess.  On  July  17,  1875,  this  body 
took  action  setting  Friday,  August  20,  1875,  as  an  election  day  for  voting  on  a 
bond  issue  not  to  exceed  $60,000.00,  for  the  purpose  of  erecting  a  suitable  water 
works.  This  election  was  duly  held,  and  the  official  count  reported  at  a  special 
meeting  of  Council  held  August  21,  1875,  was  as  follows: 

In  favor  of  the  Bond  Issue 648 

Not  in  favor  of  the   Bond   Issue   317 

This  was  the  beginning  of  the  Borough  of  Chambersburg  entering  into  the 
business  of  supplying  water  to  its  citizens. 

Bids  were  received  for  the  necessary  equipment  on  September  25,  1875, 
and  the  contract  was  awarded  to  H.  P.  M.  Birkenbine  at  a  price  of  $53,850.00 
which  covered  a  one  million  gallon  pump,  boiler,  one  million  gallon  reservoir, 
28  fire  plugs,  5,400  feet  of  10-inch  pipe,  1,750  feet  of  8-inch  pipe,  7,693  feet 
of  6-inch  pipe,  and  18,500  feet  of  4-inch  pipe,  or  a  total  of  6.3  miles  of  pipe. 
It  is  a  matter  of  some  interest  to  note  that  all  of  this  old  pipe  and  some  of  the 
old  Birkenbine  fire  plugs  are  still  in  service  in  Chambersburg  today. 

This  action  on  the  part  of  the  Borough  was  contested  by  the  Chambersburg 
Water  Company,  but,  in  the  end,  all  of  the  actions  of  Council  were  upheld  by 
the  Courts. 

This  first  pumping  plant,  constructed  in  1875-1876,  a  steam  operated  one, 
was  located  on  the  West  Bank  of  the  Conococheague  Creek  almost  directly  op- 
posite the  foundry  of  the  Wolf  Company,  and  has  always  been  known  locally 
as  the  Birkenbine  Pumping  Plant.  In  1891,  a  water-driven  pumping  plant  was 
installed  at  the  C.  B.  Gish  Mill,  afterward  known  as  Siloam,  and  another 
reservoir  constructed  with  a  capacity  of  2,000,000  gallons,  on  the  farm  of  Joseph 
Horst.  A  2,000,000  gallon  steam  pumping  plant  is  held  in  readiness  to  operate 
at  Siloam,  and  can  be  placed  in  service  in   ten  hours  in   an  emergency. 

In  1910  and  1911,  the  Conococheague  Creek  at  Siloam,  as  a  source  of  water 
supply,  was  abandoned  by  the  Borough,  and  a  supply  brought  in  by  gravity 
from  the  State  Forest  at  Caledonia.  This  was  a  vast  improvement  over  any 
of  the  other  supplies  that  the  Borough  of  Chambersburg  had  been  using  but 
the  drought  of  1931,  1932,  and  1933  brought  very  forcibly  to  the  attention  of 
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the  authorities  that  the  supply  might,  under  certain  conditions,  become  quite 
inadequate.  To  guard  against  any  shortage  of  water  that  might  possibly  occur, 
the  Borough  of  Chambersburg  proceeded  to  build  a  storage  dam,  at  Caledonia 
across  the  Birch  Run  Valley,  which  holds  387,000,000  gallons  of  water.  This 
dam  will  be  held  entirely  full  at  all  times  for  emergency  purposes,  and  will 
supply  the  town,  when  using  2,000,000  gallons  of  water  per  day  for  193  days, 
if  there  was  not  a  drop  of  water  flowing  into  the  dam  in  all  that  time. 

During  the  dry  summer  and  fall  of  1944,  the  streams  were  so  low  that  they 
could  not  furnish  the  Borough's  demand  for  water,  and  the  387,000,000  gallon 
storage  was  drawn  on  for  175,000,000  gallons,  between  July  4,  1944  and  Decem- 
ber 26,   1944. 

Due  to  the  inability  to  procure  the  proper  materials  in  sufficient  quantities, 
on  account  of  restrictions  of  the  War  Production  Board,  there  were  no  water 
main  extensions  constructed  during  the  year  1945. 

The  total  cash  and  credits  of  this  Department  for  1945  were  $81,186.62,  and 
the  total  operating  and  non-operating  expenses  were  $39,719-32,  including  de- 
preciation amounting  to  $13,042.73,  which  leaves  a  total  gross  profit,  exclusive 
of  interest  charges,  of  $41,467.30. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Accounting  and 
Bookkeeping  System  was  installed  for  this  Department,  after  the  making  of  a 
complete  appraisal.  The  Reproduction  Value  New,  less  Accrued  Depreciation, 
as  of  December  31,  1945,  was  $1,119,038.97. 


PHYSICAL  DATA  OF  BOROUGH  OF  CHAMBERSBURG 
WATER  DEPARTMENT 

JANUARY  1,  1946 

Population    of    Borough    15,500 

(Census  Population — 15,005,  and  495  was  added  for  Schools  and  Colleges-) 

Area  of  Water  Shed 17.75  Square  Miles 

Elevation  of  Impounding  Reservoir 1,091.75  feet  above  Sea  Level 

Elevation   of   Intake   Dam    975  Feet  above  Sea  Level 

Elevation   of  Dull    Hill   Reservoir   801   Feet  above  Sea  Level 

Elevation  of  Horst  Reservoir 712  Feet  above  Sea  Level 

Elevation  of   Reservoir  Hill   Reservoir   707  Feet  above  Sea  Level 

Elevation  of  Memorial  Square 615  Feet  above  Sea  Level 

Total  Head  from   Intake  to   Town 360  Feet 

Present  24  Hour  Capacity  from  Michaux  State  Forest 
by  Gravity  with  40  Pounds  Average  Residual  pres- 
sure in  Chambersburg 5,500,000  Gallons 

Emergency  Steam  Operated  Plant  at  Siloam, 

Capacity 2,500,000  Gallons  in  24  Hours 

Storage   Capacity   of  Impounding   Reservoir   387,000,000  Gallons 

Storage  Capacity  of  Dull   Hill  Reservoir 2,200,000  Gallons 

Storage  Capacity  of  Horst  Reservoir 2,000,000  Gallons 

Storage  Capacity   of  Reservoir  Hill  Reservoir 1,000,000  Gallons 

Storage  Capacity  of  Stand  Pipe 55,000  Gallons 

Total   Storage  Capacity   392,255,000  Gallons 

Days  Supply  Cw,  2,628,118  G.  P.  D.  if  no  water  came  from  Mountain 2.00 

Days  Supply  @   2,628,118  G.  P.  D.  in  Impounding  Reservoir 147.25 

Total  Days  Supply  Stored  @  2,628,118  G.  P.  D. 149.25 
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Miles  of  Main  in  Borough  Limits: 

14  Inch 0.42  Miles  4  Inch 11.82  Miles 

12  Inch 2.53  Miles  2  Inch 0.57  Miles 

10  Inch 4.05  Miles  iy2  Inch 0.18  Miles 

8  Inch 4.36  Miles  1  Inch 0.37  Miles 

6  Inch 13.88  Miles 

Total  of  all  Mains  in  Borough  Limits 38.18  Miles 

Miles  of  Mains  Outside  Borough  Limits : 

16  Inch 2.43  Miles  6  Inch 1.03  Miles 

14  Inch 17.81   Miles  4  Inch 0.09  Miles 

12   Inch 1.29  Miles 

Total   of  all  Mains   Outside  Borough  Limits 22.65  Miles 

Total  of  all  Mains  Inside  and  Outside  Borough  Limits 60.83  Miles 

Total  Number  of  Sewer  Flush  Tanks  on  System 126 

Total  Number  of  Fire  Hydrants  on  System 240 

Active  Services: 

8  Inch  6                  ll/2  Inch 20 

6  Inch  12                   iy4  Inch 30 

4  Inch  30                       1  Inch 222 

3  Inch  3                    y4  Inch 3435 

2l/2  Inch  1                     l/2  Inch 92 

2  Inch  33 

Total  of  All  Active  Services 3884 

Inactive  Services: 

2    Inch    3  '       -   3/4  Inch 72 

1    Inch    11  1/2  Inch 2 

Total   of  all   Inactive   Services   88 

Total  of  all  Active  and  Inactive  Services   3972 

Valves  Inside  Borough   Limits 646 

Valves  Outside  Borough  Limits   80 

Total  Valves  in  System 726 

Number  of  Domestic  Consumers  Inside  Borough  Limits 3470 

Number  of  Domestic  Consumers  Outside  Borough  Limits 248 

Total  Number  of  Domestic  Consumers 3718 

Number  of  Industrial   Consumers   43 

Number  of  Railroad  Consumers 4 

Number  of  Public  Consumers 40 

Number  of  Free  Consumers 29 

Total  Number  of  Metered  Consumers — Active 3834 
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Meters  on  System  January,  1946 

8    Inch    5  ll/2  Inch 28 

6    Inch    9  iy4  Inch 2 

4    Inch    18  1  Inch 30 

3    Inch    15  3/4  Inch 102 

2    Inch    31  Vs  Inch 3682 

Total  Number  of  Meters  on  System 3922 

» 
Data  for  Year  1945 

Total  Cubic  Feet  Registered  by  Master  Meters 127,901,733 

Total  Cubic  Feet  Furnished  Domestic  Consumers 35,977,913 

Total  Cubic  Feet  Furnished  Industrial  Consumers 36,314,360 

Total  Cubic  Feet  Furnished  Industrial  Consumers,  Siloam 7,579,371 

Total  Cubic  Feet  Furnished  Railroad  Consumers 8,853,747 

Total  Cubic  Feet  Furnished  Public  Consumers 4,626,401 

Total  Cubic  Feet   Furnished   Free  Consumers   4,693,942 

Estimate   Total    Cubic    Feet    Furnished    for    Fire,    Flushing   Streets, 

Trenches,  Fire  Hydrants  and  Sewer  Flush  Tanks 5,657,500 

Total  Cubic  Feet  Accounted  For   (Mountain  water)   96,123,863 

Total  Cubic  Feet  Lost  Between  Master  Meters  and  Consumer 31,777,870 

Percentage  Lost  between  Master  Meters   and   Consumer 24.8% 

50%    of  Loss  is   in  Mains   ' 15,888,935 

45%  of  Loss  is  in  Service  Pipes 14,300,041 

5%  of  Loss  is  Due  to  Under-Registration  of  Meters 1,588,894 

Average  Cubic  Feet  Registered  by  Master  Meters  per  Day 350,416 

Average  Cubic  Feet  Used  by  Consumers  per  Day 263,353 

Average  Cubic  Feet  Unaccounted  for  per  Day 87,063 

Average  Gallons  Registered  by  Master  Meters  per  Day 2,628,118 

Average   Gallons   per   Day  per  Domestic   Consumer   199 

Average  Gallons  per  Day  per  Industrial  Consumer 20,975 

Average  Gallons  per  Day  per  Railroad  Consumer 45,481 

Average  Gallons  per  Day  per  Public  Consumer 2,377 

Average  Gallons  per  Day  per  Free  Consumer 3,326 

Estimated  Average  Gallons  Used  per  Day  for  Fire,  Flushing  Streets, 

Sewers,  Trenches,  Fire  Hydrants  and  Sewer  Flush  Tanks 116,250 

Average   Gallons  per  Day  used  for  all  Purposes 2,130,888 

Average  Gallons  per  Day  Unaccounted  For 497,230 

Average   Gallons  per   Capita   per   Day   Domestic 47.7 

Average  Gallons  per  Capita  per  Day  Industrial 58.2 

Average  Gallons   per  Capita   per  Day  Railroad   11.7 

Average  Gallons  per  Capita  per  Day  Public 6.1 

Average  Gallons  per  Capita  per  Day  Free 6.2 

Average  Gallons  per  Capita  per  Day  Flushing  Fire  Hydrants,  Etc.  7.5 

Total  Average  Gallons  per  Capita  per  Day  Consumption 137.4 

Received  from  Water  Sale  for  Domestic  Purposes  Inside  Borough  $  37,455.48 

Received  from  Water  Sale  for  Domestic  Purposes  Outside  Borough  6,968.35 

Total  Received  from  Water  Sale  for  Domestic  Purposes 44,423.83 
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Total  Received  from  Water  Sale  for  Industrial  Purposes 13,982.51 

Total  Received  from  Sale  for  Industrial  Purposes,  Siloam 2,540.25 

Total  Received  from  Water  Sale  for  Railroad  Purposes 2,920.21 

Total  Received  from  Water  Sale  for  Public  Purposes 2,338.58 

Total  Received  from  Sale  of  Meters,  Cocks  and  Accessories 5,981.90 

Total  Received  from  All  Sources 72,187.28 

Total    Credits    for    Water    Furnished    Free    Consumers    and    Other 

Borough   Departments   8,999-3-4 

Total  Receipts  and  Credits 81,186.62 

Cash  Receipts  from  Water  Safe  for  All  Purposes,  1945 $  66,205.38 

Cash  Receipts  from  Water  Sale  for  All  Purposes,  1944 65,004.47 

Increase  in  Receipts  from  Water  Sale  for  the  Year 1,200.91 

Cash  Receipts  from  Sale  of  Meters,  Cocks  and  Accessories,  1945 5,981.90 

Cash  Receipts  from  Sale  of  Meters,  Cocks  and  Accessories,  1944 4,074.82 

Increase  in  Receipts  from  Sale  of  Meters,  Etc.  for  the  Year 1,907.08 

Average  Received  per  1,000  Cubic  Feet  from  Domestic,  Including 

Minimum    Charges   $  1.23 

Average    Received    per    1,000    Gallons    from    Domestic,    Including 

Minimum   Charges    .17 

Average  Received  per  1,000  Cubic  Feet  from  Industrial,  Including 

Minimum   Charges    .38 

Average    Received    per    1,000    Gallons    from    Industrial,    Including 

Minimum    Charges    .05 

Average  Received  per   1,000  Cubic  Feet  from  Railroads,  Including 

Minimum   Charges    33 

Average    Received    per    1,000    Gallons    from    Railroads,    Including 

Minimum   Charges    .04 

Average    Received    per    1,000    Cubic    Feet    from    Public,    Including 

Minimum   Charges    , .51 

Average    Received     per     1,000     Gallons     from     Public,     Including 

Minimum    Charges    .07 

Average  Received  per  Quarter  per  Domestic  Inside  Borough 2.70 

Average  Received  per  Quarter  per  Domestic  Outside  Borough 7.02 

Average  Received  per  Quarter  per  Public  Consumer 14.61 

Average  Received  per  Month  per  Industrial  Consumer 32.02 

Average  Received  per  Month  per  Railroad  Consumer 60.84 

Received  from  Water  Sale  per  Mile  of  Main  Inside  Borough $  1,551.52 

Received  from  Water  Sale  per  Mile  of  Main  Outside  Borough 307.65 

Received  from  Water   Sale  per  Mile   of  Main   Inside  and   Outside 

Borough    Limits    1,088.37 

Total  Lost  in  Bad  Accounts,  1945 $  0.00 

Percent  Lost  in  Bad  Accounts,  1945 0.00 

Receipts  and  Credits  for  1944 78,328.00 

Receipts  and  Credits  for   1945 81,187.00 

Increase  for   the   Year 2,859.00 

RATES  FOR  WATER 

Within  Borough  Limits 


First 

20,000  Cu.    Ft. 

Next 

400,000  Cu.   Ft. 

All   over 

420,000  Cu.    Ft. 

used  per  Mo.   $1.00 

used  per  Mo. 0.30 

used   per  Mo. 0.28 
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Minimum  Charges 

Single  houses,  or  dwellings,  shall  pay  a  Minimum  Charge  of  $1.50  per 
Quarter. 

Double  houses  served  by  one  meter  shall  pay  a  Minimum  Charge  of  $3.00 
per  Quarter. 

Industries  and  Railroads  shall  pay  a  Minimum  Charge  of  $0.50  per  Month 
for  each  and  every  service. 

All  Charges  are  payable  net  on,  or  before,  the  25th  of  the  Month  follow- 
ing the  end  of  the  Month  or  Quarter.  If  not  paid  on,  or  before,  the  25th  of  the 
Month  following  the  end  of  the  Month  or  Quarter,  a  penalty  of  five  (5%)  per 
cent  shall  be  added. 

If  bills  are  not  paid  on,  or  before,  the  30th  of  the  Month  following  the 
Month  or  Quarter  for  which  the  bill  was  rendered,  the  water  will  be  turned  off. 

Outside  Borough  Limits 
Per  Thousand  Cubic  Feet $2.50 

Minimum  Charges 

Single  houses  outside  of  the  Borough — $2.35  per  Quarter. 
Double  houses  outside  of  the  Borough — $4.70  per  Quarter. 
The   same    regulations    shall    apply,    and    the   same    penalties    shall    be    in- 
flicted for  non-payment  as  provided  for  within  the  Borough. 


BALANCE  SHEET 
WATER  DEPARTMENT 

Assets 

Fixed  Capital 

Fixed   Capital   Installed   __         $1,350,763.33 
Construction  Work  in  Pro- 
gress      1,807.35 


Total   Fixed   Capital '  $1,352,570.68 

Funds  and  Special  Deposits 

Sinking     Fund     Assets     In- 
cluding U.  S.  Bonds  —  131,887.28 

Current  Assets 

Cash   (Borough  Treasurer's 

Account)    $      39,527.44 

Accounts    Receivable    from 

Consumers     13,255.25 

Other  Accounts   Receivable  1,638.00 

Material  and  Supplies 5,552.23 

Accrued    Interest   on   U.    S. 

Notes    329.17  60,302.09 


Total   Current  Assets $1,544,760.05 
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Liabilities 

Municipal  Ownership 

Net  Worth,  Water  Depart- 
ment     $1,304,792.27 

Current  Liabilities 

Assessments  for  Line  Con- 
struction       8,243.42 

Reserves 

Reserve    for    Renewals    and 

Replacements     231.724.36 

Total    Liabilities    1,544,760.05 


RECAPITULATION  OF  NET  WORTH 

Net    Investment    December 

31,    1944    $1,272,918.17 

Additions       during      year 

1945    34,361.48 

Net  Income  for  Year $1,307,279.65 

Deductions  During  Year  1945 

Free  Water  to  Borough  __  2,487.38 

Balance  December  31,  1945  $1,304,792.27 


REVENUE  AND   EXPENSE   STATEMENT 
WATER  DEPARTMENT 

Operating  Revenues 

Metered  Domestic  Sales  __  $      39,682.25 

Metered    Commercial    Sales  7,544.89 

Metered  Industrial  Sales  __  19,776.52 

Metered    Public  Sales 3,064.01 

Sales  for  Private  Fire  Pro- 
tection      108.64 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed      86.22 


Total  Operating  Revenues  $      70,262.53 
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Operating  Expenses 

Water  Collection  System : 

Operating   Labor    $  694.23 

Maintenance    890.59         $        1,584.82 


Purification  System: 

Operating    Labor $         1,387.81 

Supplies   and  Expenses  _  1,306.50 

Maintenance 538.10  3,232.41 


Pumping  System: 

Supplies   and  Expenses  _         $  271.59 

Maintenance    2,271.00  2,542.59 
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Distribution  System : 

Operating  Labor  (Gen- 
eral)               $        1,426.50 

Operating  Labor  (Reser- 
voir)       693.67 

Maintenance      of      Mains 

and  Pipes    443-33 

Maintenance    of    Storage 

Reservoirs,  etc. 270.94 

Maintenance    of    Meters, 

Vaults,   etc.   861.84 

Maintenance      of      Other 

Distribution      Property  537.59  4,233.87 


General  Expenses 

Office   Salaries   $        9,482.18 

Salaries    of   Meter    Readers  1,559.00 
Office     Supplies     and     Ex- 
penses                 ,  391.26 

Other      General      Property 

Expenses    394.44 

Taxes    272.45 

Other    General    Expenses 27.00 

Insurance     185.92 

Maintenance      of      General 

Properties     782.12 

Depreciation    13,042.73 


Total  General  Expenses   __  26,137.10 

Total    Operating    Expenses  $      37,730.79 
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INCOME  STATEMENT 
WATER  DEPARTMENT 


Operating  Revenues 

Operating   Income 

Operating  Expenses 

Water     Collection     System 

Purification   System 

Pumping    System    

Distribution    System    

General       Operating       Ex- 
penses      

Total    Operating    Expenses 

Net  Operating  Income 

Non-Operating        Revenues 

Including    Interest 

Non-Operating   Expenses    _ 

Net       Non-Operating       In- 
come      

Net    Income    


70,262.53 


1,584.82 
3,232.41 
2,542.59 
4,233.87 

26,137.10 


3,818.27 
1,988.53 


37,730.79 


$      32,531.74 


1,829.74 


$      34,361.48 


WATER  DEPARTMENT 
ANALYSIS  OF  FIXED  CAPITAL 


Balance       Additions     Deduc- 
Dec.  31,   1944       1945  tions 

Description 

Siloam  Property $        4,595.00  $4,595.00 

Organization      11,024.28 

Water  Collection  System: 

Rights  of  Way 3,143.00 

Water     Diversion     Rights  40,400.00 

Impounding  Reservoirs  __  194,524.78 

Collection    Reservoirs    and 

Intake    Wells    51,084.39 

Water  Collection  System: 
Aqueducts       and       Supply 

Mains    407,718.29 

Purification    System  Filters  1,085.25     $     5.00 

Purification     System,     Chem- 
ical Treatment  Plant 2,799.63 


Balance 
Dec.  31,  1945 


$       11,024.28 

3,143.00 

40,400.00 

194,524.78 

51,084.39 


407,718.29 
1,090.25 

2,799.63 
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Purification    System,    Water 

Testing    Equipment 31.50  31.50 

Pumping     System,     Pumping 

Station    Structures    5,208.85  5,208.85 

Pumping  System,  Pumps  and 

Pump  Equipment 12,469-80  12,469-80 

Distribution    System,    Rights 

of  Way    404.00  404.00 

Distribution  System,  Trans- 
mission  Mains    330.43  330.43 

Distribution  System,  Storage 

Reservoirs,  Tanks,  Etc.  __  11,994.02  11,994.02 

Distribution  System,  Distri- 
bution Mains -_ 414,538.40  414,538.40 

Distribution      System,      Fire 

Hydrants  and  Cisterns  ___  26,577.26  26,577.26 

Distribution  System,  Foun- 
tains      11,107.75  11,107.75 

General     Equipment,     Other 

General    Structures    3,329.00  3,329-00 

General  Equipment,  General 

Office    Equipment 922.34  922.34 

General     Equipment,     Other 

General   Equipment 8,598.42       897.21  9,495.63 

Engineering  and  Superin- 
tendence During  Con- 
struction       33,566.50  33,566.50 

Administrative  and  Legal 
Expenses  during  Con- 
struction       11,024.28  11,024.28 

Interest  During  Construction  34,065.04  34.065.04 

Development    Cost    63,913.91  63,913.91 

Totals     $1,354,456.12     $902.21     $4,595.00     $1,350,763.33 

WATER  DEPARTMENT— SINKING  FUND 

1945 

Balance  in  Sinking  Fund  January 

1,   1945   $  6,381.31 

Jan.      6     Interest  on  Time  Certificates 30.79 

Mar.  15     Interest  on  $80,000  U.  S.  Treas. 

li/4's  Series  B,  1947 500.00 

May           Transfer     from     Water     Depart- 
ment General  Account 44,000.00 

July  Interest  on  Time  Certificates 32.06 

Sept.  15     Interest  on  $80,000  U.  S.  Treas. 

iy4's,  Series  B,   1947 500.00 

Dec.  Interest  on  $40,000  U.  S.  Treas. 

2i/4's,    1959/62    484.60     $51,928.76 

June  Purchase  of  $40,000  U.  S.  Treas. 

21/4's,    1959/62    40,000.00 

Interest   expense  on   Bonds 41.48 
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Balance     in     Treasurer's     Hands 

December  31,  1945 11,887.28       51,928.76 


SUMMARY  OF  SECURITIES  HELD  BY  WATER  DEPARTMENT 
SINKING  FUND 

DECEMBER  31,   1945 

$  80,000  U.  S.  Treas.  Notes  ll/4,  Series  B,  1947 
40,000  U.  S.  Treas.  2i/4,   1959/62 


$120,000 


WATER  DEPARTMENT— CREDIT  ACCOUNTS   1945 

Metered  Water,  Light  Plant $    655.17 

Metered  Water,  Park  of  the  Valiant  __  126.37 

Metered   Water,   Fire   Houses 52.45 

Metered  Water,  City  Hall,  Meter  Room 

and    Police    Headquarters    64.06 

Metered  Water,  Municipal  Market 7.37 

Memorial    Fountains 272.50 

Comfort   Station 323.16 

Borough    Farm    10.35 

Disposal    Plant   454.65 

Borough    Garage    8.92 

Parks  and  Playgrounds 32.50 

East    Queen    Street    and    South    Fourth 

Street  Properties 12.04         $2,024.54 


FREE  WATER  PER  AGREEMENT 

Penn    Hall    Farm    $     125.77 

Nitterhouse    Farm    10.44 

Children's    Home    (75%)    38.41 

Hospital    (75%)   282.88 

Salvation    Army    5.34         $2,487.38 


Note:     This    amount,    $2,487.38,    used    in    Comparative    Income    Statement    as 
Free  Water  furnished  in   1945. 


FREE  UNMETERED  WATER  FURNISHED  THE  FOLLOWING  IN   1945 

240  Fire  Hydrants  at  $15.00 $3,600.00 

126  Sewer  Flush  Tanks  at  $16.96 2,136.96 

Flushing  Storm  Sewers  and  Street  Work  750.00 

Road  Roller  and  Street  Sweeper 25.00         $6,511.96 


Note:     This  amount,  $6,511.96,  does  not  appear  in  any  other  statement. 
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WATER  LIENS 

Balance  to  be  collected  January  1,  1945         $    992.78 

Interest  Accrued 114.70 

Costs    Accrued    17.05         $1,124.53 


Collected   during    1945    $    137.53 

Interest    Collected    116.79 

Costs    Collected    17.05 

Balance  to  be  Collected  January  1,  1946  853.16  1,124.53 


HERBERT  C.  KEEFER, 
EUGENE  V.  MILLER, 
JOHN  A.  BURKHART, 

Auditors. 
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HISTORICAL  SKETCH  OF  CHAMBERSBURG 
ELECTRIC  LIGHT  DEPARTMENT 

On  August  29,  1874,  the  following  named  persons  applied  for  a  Charter 
to  furnish  electric  current  for  lighting  in  the  Borough  of  Chambersburg,  under 
the  name  of  "The  Franklin  Electric  Company:" 

James    McKnight   and  Agent  B.  M.   Nead 

B.  Frank    Gilmore  Van  T.  Haulman 
William  McKnight  Samuel    L.   Hawbaker 
J.  Spoonhour                                                               W.    Lynn   Ritchey 
William  Nixon  George  A.  Britsch 
William  Sellers                                                          D.   Alonza  Orr 

M.  A.   Foltz  William  Orr 

C.  H.  Fulwiler  John  Hart 

John  A.  Orr 

The  stock  in  this  Company  was  stated  at  $25.00  a  share,  but  just  how  much 
stock  was  issued  is  not  a  matter  of  record. 

There  is  some  doubt  as  to  the  year  this  Company  started  to  furnish 
current  in  Chambersburg,  but  that  it  was  in  business  in  Chambersburg  has 
been  established  beyond  question.  How  extensive  their  business  was  at  that 
time,  it  is  now  impossible  to  state. 

The  plant  consisted  of  a  belt  driven  generator  using  a  steam  traction  engine 
as  power,  and  the  equipment  was  located  in  the  old  brick  and  weatherboard 
building  known  as  the  "Ebersole  Building,"  which  stood  immediately  on  the 
West  bank  of  the  Conococheague  Creek  on  the  South  side  of  Lincoln  Way 
West,  and  which  has  been  demolished  by  the  Western  Maryland  Railway  Com- 
pany. This  was  the  first  electric  plant  ;hat  was  ever  operated  in  Chambersburg, 
and  certainly  could  not  have  stayed  in  business  very  long.  Some  of  the  citizens 
of  Chambersburg  remember  distinctly  seeing  these  electric  lamps  suspended 
above  the  streets,  and  at  that  time  were  impressed  with  the  fact  that  they  did 
not  blow  out  when  the  wind  blew. 

In  the  year  1883  there  was  constructed,  in  the  shops  of  the  Cumberland 
Valley  Railroad  Company,  a  portable  electric  light  plant  which  consisted  of 
boiler,  steam  engine,  and  one  arc  lamp  generator  with  a  capacity  of  fifteen 
2.000  candle-power  open  arc  lamps.  This  car  operated  successfully  under  the 
supervision  of  Charles  S.  Hull  from  the  very  beginning,  and  in  1884  lighted  arc 
lamps  around  the  Public  Square  for  the  Centennial,  and  this  same  year  lighted 
the  grounds  for  a  baseball  game  which  was  played  at  night.  This  game  was 
played  in  a  field  bounded  on  the  North  by  Falling  Spring  Creek,  on  the  East 
by  what  is  now  North  Fourth  Street,  on  the  South  by  what  is  now  East  King 
Street,  and  on  the  West  by  what  is  now  Kennedy  Street. 

In  1889  this  portable  electric  light  plant  was  rebuilt,  under  the  super- 
vision of  Mr.  Hull,  for  a  capacity  of  forty  2,000  candle-power  open  arc  lamps. 
This  plant  was  frequently  used  for  the  lighting  of  important  construction  work 
along  the  Cumberland  Valley  Railroad,  as  well  as  the  lighting  of  serious  wrecks. 
It  was  also  used  for  the  lighting  of  the  Granger's  Picnic  Ground  at  Williams 
Grove,  and  many  of  us  recall  the  lighting  of  Mt.  Alto  Park  Grounds.  Mr.  Hull 
was  a  mechanical  genius,  and  one  of  the  beautiful  things  he  created,  with  this 
car  and  an  arc  lamp,  was  a  fountain  which  sprayed  steam  of  different  colors 
up  above  the  car  roof.  Mr.  Charles  S.  Hull  will  be  remembered  as  a  kindly 
old  gentleman,  and  one  of  the  first  to  take  up  seriously  the  possibility  of 
electric  lighting  in  this  section. 

On  November   29,    1889,   afte-r-  a   vote   had   been    taken   by  the  citizens   of 
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Chambersburg  to  increase  the  indebtedness  of  the  Borough  by  an  amount  not 
exceeding  $10,000.00  for  the  purpose  of  installing  an  Electric  Light  Plant  to 
light  the  streets  of  the  Borough,  a  contract  was  placed  for  the  necessary 
electrical  equipment  with  the  Thompson-Houston  Electric  Light  Company  at  a 
price  of  $9,797.50.  This  plant  was  installed  solely  for  furnishing  lighting  for 
the  streets  of  town.  The  plant  was  operated  from  dark  in  the  evening  until 
twelve  o'clock  midnight,  except  on  moonlight  nights  when  it  was  not  operated 
at  all. 

In  1893,  the  Borough  went  into  the  commercial  phase  of  furnishing 
current  to  consumers.  It  was  a  far  step  from  this  first  plant  to  the  present  up- 
to-date  efficient  plant,  and  the  citizens  of  Chambersburg  are  certainly  to  be 
congratulated  on  having  had  sufficient  intelligence  to  keep  this  valuable  utility 
for  their  very  own. 

AVAILABLE  FOR  DISTRIBUTION 

1935—  7,926,377  kilo-watt  hours 

1936 —  9,439,105  kilo-watt  hours 
1937—10,472,343  kilo-watt  hours 
1938 — 10,191,690  kilo-watt  hours 
1939 — 11,590,400  kilo-watt  hours 
1940 — 13,729,150  kilo-watt  hours 
1941 — 16,243,700  kilo-watt  hours 
1942 — 18,996,100  kilo-watt  hours 
1943 — 19,918,059  kilo-watt  hours 
1944 — 19,463,973  kilo-watt  hours 
1945 — 19,795,909  kilo  watt  hours 

During  the  year  1945,  the  peak  load  on  the  Electric  Light  Plant  reached 
4,750  kilo-watts,  which  involved  the  operation  of  two  2,500  Kilo-Watt  Turbine 
Generators.  The  total  generated  in  kilo-watt  hours  during  the  year  was 
19,855,009  kilo-watt  hours,  and  there  was  purchased  1,026,200  kilo-watt  hours. 

The  total  cash  and  credits  in  this  Department  for  1945  were  $442,138.05, 
and  the  total  operating  and  non-operating  expenses  were  $220,659-06,  including 
$37,856.23  for  depreciation,  leaving  a  total  gross  profit  of  $221,478.99- 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Accounting 
and  Bookkeeping  System  was  installed  for  this  Department,  which  involved  the 
making  of  an  appraisal.  The  Reproduction  Value  New,  less  accrued  deprecia- 
tion as  of  December  31,  1945,  was  $565,917.17. 


PHYSICAL  DATA  ON  BOROUGH  OF  CHAMBERSBURG 
ELECTRIC   LIGHT  DEPARTMENT— 1945 

Population    of    Chambersburg — 1945    15,000 

Number  of  Light  and  Power  Consumers 5,515 

K.    W.    Hrs.    Generated    19,855,009 

K.   W.   Hrs.   Purchased  from  South   Penn   Power  Company 1,026,200 

K.  W.  Hrs.  Generated  and  Purchased 20,881,209 

K.  W.  Hrs.  Used  by  Station  Auxiliaries , 1,085,300 

K.  W.    Hrs.   Available  for  Distribution  * 19,795.909 

K.  W.  Hrs.  Increase  over  1944 331,936 
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BRONZE  TABLET  AT  ELECTRIC  LIGHT  PLANT 


K.  W.  Hrs.   Furnished  to  Street  Arc  Lamps 

K.   K.   Hrs.   Furnished    to   Street   Incandescent  Lamps   

K.  W.  Hrs.  Furnished  to  Disposal  Plant 

K.  W.  Hrs.   Furnished  to  Office  Building 

K,  W.   Hrs.   Furnished  to  Fire  Department 

K.  W.  Hrs.   Furnished  to  Street  Department  Municipal  Garage 
K.  W.  Hrs.  Furnished  to  Police  Headquarters  and  Police  Booth 

on    Square    

K.  W.  Hrs.  Furnished  to  Public  Comfort  Station 

K.  W.  Hrs.  Furnished  to  Traffic  Signals 

K.  W.  Hrs.  Furnished  to  Good  Will  Block  Party 

K.  W.  Hrs.  Furnished  to  Franklin  Block  Party 

K.  W.  Hrs.  Furnished  to  Henninger  Field 

K.  W.  Hrs.  Furnished  to  Light  Plant — Fire  Alarm  Battery 

K.  W.  Hrs.  Furnished  to  Light  Plant— Storage  Shed 

K.  W.  Hrs.  Furnished  to  White  Way— Flood  Lights  on  Square  __ 

K.  W.   Hrs.   Furnished   to   "The  Park  of  the  Valiant" 

K.  W.  Hrs.  Furnished  to  Emergency  Lighting  Plant  (To  8/17/45) 

K.  W.  Hrs.  Furnished  to  Municipal  Market 

K.  W.  Hrs.  Furnished  to  American  Red  Cross 

K.  W.   Hrs.    Furnished    to   D.    Harvey  Diehl    (Bomb    Shelter   to 

6/1/45)    

K.  W.  Hrs.  Furnished  to  Parking  Lot— West  Washington  Street 

K.  W.  Hrs.  Furnished  to  Parking  Lot — North  Main  Street 

K.  W.  Hrs.  Furnished  to  Jr.  Chamber  of  Commerce  Honor  Roll 
K.  W.   Hrs.    Furnished    to  Christmas   Lighting— Main   Street   and 

Memorial    Square    

K.    W.    Hrs.    Furnished    to    Franklin    Fire    Company — Christmas 

Lighting    

K.    W.     Hrs.    Furnished    to     C.    V.     Fire    Company — Christmas 

Lighting    

K.  W.  Hrs.  Furnished  to  Fifth  Ward  Playground  Block  Party  __ 

K.  W.  Hrs.   Furnished  to  Residential  Light  Consumers 

K.  W.  Hrs.   Furnished  to  Commercial   Light  Consumers 

K.  W.  Hrs.   Furnished  to  Power  Consumers 

Total  K.  W.  Hrs.  Sold  to  all  Consumers 

K.  W.  Hrs.   Furnished  Free 

Total    K.    W.    Hrs.    Sold    or    Furnished    Free    

Total  K.  W.  Hrs.   Lost  in  Distribution 

Percent    Lost    in    Distribution    

Total   Number   of  Active  Residential   Light  Consumers — January 
1,    1946 

Total  Number  of  Active  Commercial  Light  Consumers — January 
1,  1946    

Total  Number  of  Active  Power  Consumers — January  1,  1946 

Total  Number  of  all  Active  Consumers 

Amount  Paid  by  Residential  Light  Consumers $ 

Amount  Paid  by  Commercial  Light  Consumers $ 


237,200 

366.644 

124,591 

23,258 

20,776 

3,489 

6,877 

6,973 

13,478 

316 

169 

210 

507 

88 

36,429 

678 
23,548 
11,039 

494 

50 

20,892 

4,263 

1,639 

3,170 

122 

85 
111 

4,009,026 

3,080,447 

10,303,976 


17,393,449 
907,101 


18,300,550 

1,495,359 

7.55% 


4,380 

873 
262 

5,515 
143,093.34 
101,358.67 


58 


Amount  Paid  by  Power  Consumers $  152,745.84 

Total   Paid   by  all   Consumers   $  397,197.85 

Amount  Received  from  Sale  of  Lamps,  Miscellaneous $  1,733.11 

Federal  Excise  Tax  on  Lamp  Sales $  150.16 

Amount  Received  from  Jobbing  Work $  195.84 

Amount  Received  from  Penalties  Imposed $  63.19 

Amount  Received  from  Sale  of  Scrap,  Miscellaneous $  397.45 

Amount  Received  from  Interest  on  Consumers'  Deposits $  246.77 

Total  Cash  Received  from  all  Sources $  399,984.37 

Credit  for  Light,  Power,  Supplies  Furnished  Other  Departments 

Free $  42,153.68 

Total  Cash  Received  from  all  Sources  and  Credit $  442,138.05 

Increase  in  Receipts  from  Residential   Light  over  1944 $  4,075.10 

Increase  in  Receipts  from  Commercial  Light  over  1944 $  5,678.20 

Increase  in  Receipts  from  Power  over  1944 $  8,422.50 

Increase  in  K.  W.  Hrs.  Furnished  for  Light  over  1944 450,486 

Increase  in  K.  W.  Hrs.  Furnished  for  Power  over  1944 212,293 

K.  W.  Hrs.  Sold  per  Consumer  per  year — Residential  Light 915 

K.  W.  Hrs.  Sold  per  Consumer  per  Year — Commercial  Light 3,528 

K.  W.  Hrs.  Sold  per  Consumer  per  Year- — -Power 39,328 

K.  W.  Hr.  Sold  per  Capita  per  Year — Residential  Light 2.67 

K.  W.  Hrs.  Sold  per  Capita  per  Year — Commercial  Light 2.05 

K.  W.  Hrs.  Sold  per  Capita  per  Year— Power 6.86 

Received  per  Consumer  per  Year — Residential  Light $  32.67 

Received  per  Consumer  per  Year — Commercial  Light $  116.10 

Received  per  Consumer  per  Year — Power $  582.99 

Received  per  Capita  per  Year — Residential  Light $  9.53 

Received  per  Capita  per  Year — Commercial  Light $  6.75 

Received  per  Capita  per  Year — Power $  10.18 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge — 

Residential   Light   3.56   cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge — 

Commercial    Light 3.29    cents 

Average   Price   Paid   per  K.   W.   H.   including  Minimum   Charge 

Power   1.48  cents 

Total  Amount  of  Bills  rendered  Net $  399,984.51 

Total  Amount  of  Bills  Collected  Net 399,984.37 

Loss   in    Bad    Accounts    .14 

Percentage  Lost  in  Bad  Accounts .000035% 

RATES  FOR  ELECTRICAL  CURRENT 

Residential    Lighting 

Rate  per 

K.  W.  H. 

First  40  K.  W.  Hrs.  used  per  Month 5.4  cents 

Next  60  K.  W.  Hrs.  used  per  Month 4.0  cents 

Next  100  K.  W.  Hrs.  used  per  Month 3.0  cents 

All  over  200  K.  W.  Hrs.  used  per  Month 2.0  cents 
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Residential    Lighting   Where    Ranges    or    Refrigerators    are    in    Service 

Rate  per 
K.  W.  H. 

First  30  K.  W.  Hrs.  used  per  Month 5.4  cents 

Next  60  K.  W.  Hrs.  used  per  Month 3.6  cents 

Next  100  K.  W.  Hrs.  used  per  Month 2.7  cents 

All  over  190  K.  W.  Hrs.  used  per  Month 1.8  cents 

Commercial   Lighting 

Rate  per 
K.  W.  H. 

First  75  K.  W.  Hrs.  used  per  Month 5.8  cents 

Next  350  K.  W.  Hrs.  used  per  Month 4.9  cents 

Next  1,500  K.  W.  Hrs.  used  per  Month 3.1   cents 

2.0  cents 


All  over       1,925  K.  W.  Hrs.  used  per  Month 
Minimum  Charges 


All  of  the  above  rates  are  subject  to  a  monthly  Minimum  Charge  of  seventy- 
five  ($0.75)  cents  for  each  kilo-watt,  or  fraction  thereof,  of  connected  load, 
with  the  exception,  however,  that  in  computing  the  capacity  of  all  electric 
ranges,  the  capacity  of  the  largest  element  of  the  range  shall  be  used  for 
determining  the  monthly  Minimum  Charge,  but  in  no  event  will  a  Monthly 
Minimum  Charge  on  any  range  be  less  than  $2.00  per  month. 

Discount 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per  cent, 
if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council,  on  or  before,  the 
20th  of  the  Month  following  that  for  which  the  bill  was  rendered.  Minimum 
Charges  are  not  subject  to  discount. 

Secondary  Power 

Rate  per 
K.  W.  H. 

500  K.  W.  Hrs.  used  per  Month ■___     2.7  cents 

1,500  K.  W.  Hrs.  used  per  Month 1.8  cents 

3,000  K.  W.  Hrs.  used  per  Month 1.62  cents 

5,000  K.  W.  Hrs.  used  per  Month 1.44  cents 


First 
Next 
Next 
Next 
All  over 


10,000  K.  W.  Hrs.  used  per  Month 1.26  cents 


Minimum   Charges 

Minimum   Charges   on   motor  installations   for   Secondary   Power   purposes 
shall  be  as  follows: 

1st  Motor  Installed    $1.25  per  H.  P.  Installed  per  Month 

2nd  Motor  Installed 1.00  per  H.  P.  Installed  per  Month 

3rd  Motor  Installed .90  per  H.  P.  Installed  per  Month 

4th  Motor  Installed .80  per  H.  P.  Installed  per  Month 

5th  Motor  Installed .70  per  H.  P.  Installed  per  Month 

6th  Motor  Installed .60  per  H.  P.  Installed  per  Month 

All  over  Six  Motors  Installed .50  per  H.  P.  Installed  per  Month 
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BOILER  ROOM,  MUNICIPAL  ELECTRIC  LIGHT  PLANT  —   1945 


Primary  Light  and  Power 

Rate  per 
K.  W.  H. 

First  10,000  K.  W.  Hrs.  used  per  Month 1.44  cents 

Next  20,000  K.  W.  Hrs.  used  per  Month 1.26  cents 

Next  40,000  K.  W.  Hrs.  used  per  Month 1.08  cents 

All  over       70,000  K.  W.  Hrs.  used  per  Month 0.81   cents 

Discount  v 

The  above  energy  rates  are  subject  to  a  discount  of  ten  (10%)  per  cent, 
if  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council  on,  or  before, 
the  20th  of  the  Month  following  that  for  which  the  bill  was  rendered. 

Demand  Charges 

Demand  charges  shall  be  determined  and  billed  monthly,  based  on  the  high- 
est registration  during  the  Month  of  a  demand  meter  having  a  15  minute  in- 
terval, and  shall  be  as  follows : 

First     '  200  K.  W.  of  Demand  per  Month $1.50  per  K.  W. 

All  over       200  K.  W.  of  Demand  per  Month $1.00  per  K.  W. 

Power  Factor  Clause 

When  the  average  power  factor  is  found  to  be  lower  than  eighty  (80%) 
per  cent,  the  monthly  kilo-watt  Demand  shall  be  corrected  and  determined  as 
follows:  Kilo-watt  Demand  as  measured,  divided  by  average  power  factor  of 
load,  multiplied  by  allowable  power  factor  of  eighty  (80%)  per  cent. 

Off  Peak  Primary  Light  and  Power 

Energy    Rates 

First    Block    1.35  cents  per  K.  W.  Hr. 

Second    Block    1.17  cents  per  K.  W.  Hr 

Third    Block    1.00  cents  per  K.  W.  Hr. 

Fourth    Block    0.50  cents  per  K.  W.  Hr. 

The  Kilo-watt  hours  to  be  billed  for  under  Blocks  No.  1,  No.  2,  and  No. 
3  will  be  determined  by  multiplying  the  "ON  STATION  PEAK  DEMAND"  of 
the  consumer  by  70. 

The  kilo-watt  hours  to  be  billed  for  under  Block  No.  4  will  be  the  dif- 
ference between  the  total  kilo-watt  hours  billed  for  under  Blocks  No.  1,  No.  2, 
and  No.  3,  and  the  total  kilo-watt  hours  consumed  during  the  Month. 

Discount 

The  above  Energy  Rates  are  subject  to  a  discount  of  ten  (10%)  per  cent, 
if  the  bills  are  paid  at  the  office  of  the  Clerk  of  the  Town  Council  on,  or  before, 
the  20th  of  the  Month  following  that  for  which  the  bill  was  rendered. 

Determination  of  Demand 

For  the  purpose  of  application  of  this  rate,  the  hours  of  "STATION  PEAK" 
will  be  from  7:00  A.  M.  to  6:00  P.  M.  on  all  week  days  except  Saturdays,  when 
it  will  be  from  7:00  A.  M.  to  12:00  Noon.  On  Sundays  and  holidays,  there 
will  be  no  "STATION  PEAK"  period. 
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The  Demand  will  be  determined  by  means  of  a  Graphic  Demand  Meter. 
The  maximum  monthly  "Demand"  to  be  used  for  "Billing  Demand"  will  be  the 
highest  corrected  15  minute  kilovolt  Ampere  Demand  occurring  arcoss,  or 
during,  "STATION  PEAK."  Demands  occurring  across,  or  during,  "STATION 
OFF  PEAK"  will  not  be  billed  for. 

The  Demand  as  indicated  by  the  Graphic  Demand  Meter  will  be  subject  to 
corrections  for  Power  Factor  as  Follows: 

Indicated  Kilo-watt  Demand  divided  by  the  Average  Power 
Factor  of  Load,  and  multiplied  by  allowable  Power  Factor  of  eighty 
(80%)  per  cent. 

Corrected   Demand   will    be   billed   for  as   follows: 

First  200   Kilovolt  Amperes    of   Demand    per   Month    $1.50   per   K.   V.    A. 

All   over   200   Kilovolt   Amperes   of   Demand    per   Month   $1.00   per  K.    V.   A. 

Discount 

The  Demand  Charges  are  not  subject  to  discount,  but  if  not  paid  on,  or 
before,  the  20th  of  the  Month  following  the  Month  for  which  the  bill  was 
rendered,  a  ten   (10%)  per  cent  penalty  shall  be  added. 

The  charges  to  the  customer  under  this  schedule  will  not  be  subject  to 
rebate  on  account  of  cost  of  fuel  delivered  to  the  Electric  Light  Plant. 

Minimum  Charges 

The  monthly  Minimum  Charge  under  these  rates  will  be  $3.00  per  kilovolt 
ampere  of  Corrected  Demand. 

The  annual  Minimum  Charge  under  these  rates  shall  be  not  less  than 
$10.00  per  kilo-watt  of  connected  load. 

The  service  furnished  under  this  schedule  will  be  approximately  2,300  volt, 
3  phase,  60  cycle  current,  and  metering  will  be  done  on  the  primary  side  of 
the  customer's  transformers.  The  customer  will  furnish,  mount,  and  maintain 
the  necessary  distribution  transformers,  and  also  furnish,  install,  and  maintain 
a  suitable  weather-proof  metal  metering  cabinet.  The  Chambersburg  Electric 
Light  Department  will  furnish,  install,  and  maintain  all  metering  devices,  in- 
cluding instrument  transformers. 

The  rate  is  available  to  all  industrial  light  and  power  customers  who  have 
a  "Corrected  Demand"  of  100  kilovolt  amperes,  or  over. 

Off  Peak  Electric  Water  Heating 

Rate  per 

K.  W.  H. 

Energy  Rate  per  K.  W.  Hr.  per  month 1.0  cent 

Minimum    Charge 

This  rate  is  subject  to  a  monthly  Minimum  Charge  of  seventy-five  ($0.75) 
cents  per  kilo-watt  of  heater  capacity,   based   on   largest  heating  unit. 

Discount 

The  above  Energy  Rate  is  subject  to  a  discount  of  ten  (10%)  per  cent, 
if  bills  are  paid  on,  or  before,  the  20th  of  the  Month  following  that  for  which 
the  bill  was   rendered.     Minimum   Charges   are   not   subject   to   discount. 
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This  rate  applies  only  to  a  restricted  service  for  residential  and  commercial 
water  heating. 

This  rate  is  available  only  to  residential  and  commercial  consumers  who 
are  accessible  to  the  distributing  system  of  the  Borough  of  Chambersburg 
Electric  Light  Department. 

The  supply  of  service  under  this  schedule  shall  be  limited  to  operating 
periods  aggregating  not  more  than  twelve  hours  in  each  day,  or  from  9  :00  P. 
M.  to  7:00  A.  M.  the  following  morning,  and  from  12:00  Noon  to  2:  P.  M. 
This  period  may,  at  the  option  of  the  Borough,  be  further  restricted  or  ex- 
tended. 

Service  under  this  schedule  is  available  only  for  water  heaters  of  not  more 
than  3,000  watts  capacity,  which  shall  be  furnished,  installed,  and  connected  up 
by  the  consumer.  The  Borough  of  Chambersburg  Electric  Light  Department 
will  furnish  a  suftable  device  for  automatically  restricting  the  supply  of 
current  to  those  hours  which  the  Borough  may  designate. 

This  service  will  be  supplied  through  a  separate  integrating  watt-hour 
meter  and  no  other  appliances  other  than  the  water  heater  shall  be  connected 
to  this  service.  Service  will  be  supplied  at  either  220  volts  or  1 10  volts  single, 
or  three  phase,  at  the  option  of  the  Borough  of  Chambersburg  Electric  Light 
Department. 

Water  rreaters,  and  all  devices  connected  therewith  or  appurtenant  thereto, 
shall  be  so  designed  and  constructed  that  they  will  not,  under  any  circumstances, 
cause  radio  interference  by  their  operation.  In  the  event  that  any  of  the  equip- 
ment does  cause  radio  interference  by  reason  of  its  operation,  the  Borough  shall 
discontinue  furnishing  current  to  the  installation  in  which  the  particular  radio 
interference  originates,  until  such  time  as  new  equipment  is  installed,  or  the 
old  equipment  corrected  for  radio  interference.  Water  heaters  must  be  con- 
trolled automatically  so  that,  under  no  circumstances,  shall  both  heating 
elements  operate  at  the  same  time. 

GENERAL  REGULATIONS 

Minimum   Charges 

Minimum  Charges  and  Demand  Charges  under  the  different  classes  of  service 
are  not  subject  to  discount,  but  if  they  are  not  paid  on,  or  before,  the  20th 
of  the  Month  following  the  Month  for  which  the  service  was  rendered,  a  ten 
(10%)  per  cent  penalty  shall  be  added.    ■ 

Lamps,  Supplies,  Etc. 

All  bills  rendered  by  the  Borough  of  Chambersburg  Electric  Light  Depart- 
ment, except  those  rendered  for  electric  energy,  are  not  subject  to  discount,  but 
if  not  paid  on,  or  before,  the  20th  of  the  Month  following  the  Month  for 
which  the  bill  was  rendered,  a  penalty  of  ten  (10%)  per  cent  shall  be  added. 

Deposits 

All  consumers  applying  for,  or  using,  any  class  of  service  in  properties 
which  they  cannot  establish  ownership  shall  make  a  cash  deposit  with  the  City 
Clerk  in  amount  equal  to  the  estimated  bills  for  the  service  to  be  supplied  in 
any  two  consecutive  Months.  The  Borough  may  at  any  time  require  that  the 
deposit  be  increased  to  cover  two  Months'  consumption  based  on  the  amount  of 
the  highest  Month's  billing.  The  amount  of  the  deposit  may  be  reduced,  upon 
request  of  the  consumer,  to  an  amount  sufficient  to  cover  the  maximum  amount 
of  the  billing  for  any  two  consecutive  Months  during  the  preceding  year. 
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BALANCE  SHEET 
ELECTRIC  LIGHT  DEPARTMENT 

Assets 

Fixed  Capital 

Fixed  Capital  Installed $1,095,431.93 

Construction  Work  in  Progress  __  6,462.64     $1,101,894.57 


Funds  and  Special  Deposits 

Sinking    Fund    Assets    and    U.    S. 

Government   Bonds   $    340,348.84 

Consumers'  Deposits  plus  Interest  30,476.76     $    370,825.60 


Current  Assets 

Cash  (Borough  Treasurer's  Ac- 
count)         $      33,639-91 

Accounts  Receivable  from  Con- 
sumers      58,918.86 

Material   and    Supplies   10,808.59 

Other  Current  Assets  a-c   Interest 

U.    S.    Bonds    893.29  104,260.65 

Total   Assets    $1,576,980.82 

Liabilities 

Net  Worth  Electric  Light  Depart- 
ment Including  Earned  Surplus       $1,019,030.08     $1,019-030.08 

Current  Liabilities 

Consumers'  Deposits    28,416.25 

Other  Current  Liabilities 19-73     $      28,435.98 

Reserves 

Reserve  for  Renewals  and  Re- 
placements          $    529,514.76     $    529,514.76 

Total   Liabilities $1,576,980.82 


RECAPITULATION  NET  WORTH,  INCLUDING  SURPLUS 

Balance  beginning  of  year  January 

1,  1945 $    994,030.88 
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Additions 

Free  Water   from  Water  Depart- 
ment          $  781.54 

Net  Income  for   year   1945 $    230,641.34     $1,225,453.76 


Deductions 

Transferred    to    Borough    General 

Fund     $    165,000.00 

Free  Electricity  to  Borough 41,423.68  206,423.68 


$1,019,030.08 


OPERATING  REVENUE  AND  EXPENSE  STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

Operating  Revenues 

Metered  Sales  for  Domestic  Light- 
ing         $    159,052,07 

Metered    Sales    for    Other   Private 

Lighting     110,190.53 

Metered  Sales  for  Power 161,759-91 

Metered  Sales  for   Other  Electric 

Utilities    10,321.33 

Metered  Sales  for  Other  Munici- 
pal Lighting 6,144.47 

Metered      Sales      for      Municipal 

Power     2,436.53 

Un-Metered    Sales    for   Municipal 

Street  Lighting 32,842.68 

Consumers'     Discounts     Forfeited 

and    Penalties    Imposed    63.19     $    482,810.71 

Discounts  and  Allowances  to  Con- 
sumers      39,601.72 

$    443,208.99 

Operating  Expenses 

Generating  System  Expenses : 

Operating   Labor   $      33,263.86 

Fuel    89,046.91 

Water 781.54 

Lubricants    18.44 

Boiler  Plant  Supplies  and  Ex- 
penses    12.92 

Other    Supplies    and   Expenses 197.25 
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Maintenance  of  Generating  System 
Structures 

140.71 

4,400.43 

1,087.56 
15,444.76 

Maintenance      of      Steam      Power 
Equipment 

.Maintenance    of    Electric    Equip- 
ment 

Power  Purchased   

$    144,394.38 

Distribution  System  Expenses: 

Operating   Labor $        1,359.98 

Supplies  and  Expenses  Overhead 
and   Underground    System 

Other  Supplies  and  Expenses 

Maintenance  of  Structures 

Maintenance  of  Overhead  Equip- 
ment      

Maintenance  of  Underground 
Equipment 

Maintenance  of  Services 

Maintenance  of  Transformers 

Maintenance    of  Meters    2,618.46  15,172.55 


Utilization  System  Expenses : 

Operating   Labor $  863.22 

Municipal  Street  Arc  and  In- 
candescent System  Supplies  and 
Expenses     330.27 

Maintenance    of   Municipal    Street 

Arc  and  Incandescent  System  __  2,247.38  3,440.87 


1,118.50 
123.73 
853.41 

8,512.11 

.94 

158.51 

426.91 

2,618.46 

General  Expenses : 

General     Administrative     Salaries     $      11,453.86 

Salaries  of  Meter  Readers 2,240.20 

General     Administrative    Supplies  428.84 

Other       General       Administrative 

Expenses    232.05 

Garage    Labor    2,200.52 

Garage  Supplies  and  Expenses 270.26 

Shop     and     Laboratory     Supplies 

and    Expenses    35.69 

Insurance   194.40 

Maintenance  of  General  Equip- 
ment     739.17 

Depreciation    37,856.23 

55,651.22 
Total  Operating   Expenses    $218,659.02 
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CONDENSED  INCOME  PROFIT  AND  LOSS  STATEMENT 

ELECTRIC  LIGHT  DEPARTMENT 

Operating    Revenues    $    443,208.99 

Operating  Expenses 

Generating  System  Operating  Ex- 
penses       $    144,394.38 

Distribution      System      Operating 

Expenses    15,172.55 

Utilization  System  Operating  Ex- 
penses       3,440.87 

General    Administrative   Expenses.  14,354.95 

Other  General  Expenses 41,296.27 

Total  Operating  Expenses $    218,659.02  218,659-02 

$    224,549.97 
Operating  Income 

Non-Operating  Revenues    (Includ- 

cluding   Interest)    $        8,338.31 

Non-Operating  Expenses    2,000.04 

Non-Operating    Income    $        6,338.27 

Gross  Income 230,888.24 

Net  Income  Surplus 230,888.24 

Gross  Income  Deductions 

Interest     246.90 

Balance  of  Net  Income $    230,641.34 

ELECTRIC  LIGHT  DEPARTMENT 

ANALYSIS  OF  FIXED  CAPITAL 

Balance  Additions  Balance 

Dec.  31,  1944  1945  Dec.  31,   1945 

Account 

Organization $        7,605.25  $        7,605.25 

Generating  System — Lands 21,885.80  21,885.80 

Generating    System — Power    Plant 

Structures    45,677.39  45,677.39 

Generating  System — Railroad  Sid- 
ings  and   Trestles   6,067.16  6,067.16 

Generating    System,    Boiler    Plant 

Equipment     124,190.78  124,190.73 

Generating  System,  Turbo  Gen- 
erators      300,534.50  300,534.50 
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Generating  System,  Other  Electric 

Generators 

Generating  System,  Other  Electric 

Equipment     

Generating   System,   Cold    Storage 

and  Weighing  Equipment 

Generating   System,   Other   Power 

Plant   Equipment    

Transmission     System,     Overhead 

Conductors    

Distribution     System,     Poles     and 

Fixtures    

Distribution      System,      Overhead 

Conductors    

Distribution      System,      Overhead 

Transformers     

Distribution      System,      Overhead 

Transformer  Installations 

Distribution      System,      Overhead 

Services    

Distribution  System,  Underground 

Conduits    

Distribution  System,  Underground 

Conductors    

Distribution  System,  Underground 

Transformers     

Distribution  System,  Underground 

Transformer  Installations 

Distribution  System,  Underground 

Services    

Distribution   System,  Meters 

Distribution  System,  Meter  In- 
stallations     

Utilization     System,     Commercial 

Arc  System   

Utilization       System,       Municipal 

Street  Arc  System   

Utilization       System,       Municipal 

Street  Incandescent  System 

Other  General — Land 

Other    General — Structures    

Other   General — Equipment 

General    Store   Equipment 

General  Shop  Equipment 

General    Garage   Equipment 

General  Laboratory  Equipment  __ 

General  Tools  and  Equipment 

Engineering    and    Superintendence 

during   Construction   

Administrative    Legal    and    Taxes 

during   Construction    

Interest  during  Construction 

Development  Cost 


49,084.53 

49,084.53 

80,995.65 

80,995.65 

16,645.42 

16,645.42 

3,776.32 

3,776,32 

44.88 

44.88 

39,477.33  $ 

131.46 

39,608.79 

56,065.38 

104.73 

56,170.11 

51,924.54 

391.39 

52,315.93 

6,899.85 

6.20 

6,906.05 

22,049.38 

185.85 

22,235.23 

1,183.69 

1,183.69 

14,119.10 

14,119.10 

605.25 

605.25 

82.93 

82.93 

7.81 
50,407.09 

557.37 

7.81 
50,964.46 

9,018.93 

200.77 

9,219.70 

2.16 

2.16 

18,535.38 

18,535.38 

52,899.01 

600.00 

2,590.00 

1,295.12 

184.22 

292.00 

6,329.78 

1,359.64 

748.69 

243.82 
120.00 

53.142.83 

600.00 

2,590.00 

1,295.12 

184.22 

292.00 

6,329.78 

1,479.64 

748.69 

24,025.55 

24,025.55 

7,605.25 
23,555.35 
45,119.23 

7,605.25 
23,555.35 
45,119.23 

$1,093,490.34  $ 

1,941.59 

$1,095,431.93 
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ELECTRIC  LIGHT  SINKING  FUND 

Balance  in  Sinking  Fund  January  1,  1945 $37,010.45 

Transfer  from  Electric  Light  Department 38,400.00 

Interest  earned  on  Time  Certificates 408.02 

March    15,    Interest    on    $37,000   U.    S.    Treas.    2's 

1951/1953     370.00 

March  15,  Interest  on  $84,000  U.  S.  Treas.  2l/2's, 

1956/1959    945.00 

March  15,  Interest  on  $10,000  U.  S.  Treas.  iy4's, 

Series   "C"   1947 35.91 

June    15,    Interest    on    $128,000   U.    S.   Treas.    2's, 

1952/1954    1,377.94 

September  15,  Interest  on  $37,000  U.  S.  Treas.  2's, 

1951/1953    370.00 

September    15,    Interest   on   $84,000    U.    S.    Treas. 

2y4's,    1956-1959   945.00 

September    15,    Interest    on    $10,000    U.    S.   Treas. 

iy4's,   Series   "C"   1947   62.50 

December    15,    Interest   on    $128,000   U.    S.   Treas. 

2's,    1953-1954   1,280.00 

December    15,    Interest    on    $15,000    U.    S.    Treas. 

21/4's,   1959-1962    181.73         $81,386.55 

June— Purchase    of    $15,000    U.    S.    Treas.    2.i/4's, 

1959-1962    15,000.00 

Interest  Expense  on  Bonds 15.56 

Balance  in  Treasurer's   hands  December   31,   1945  66,370.99         $81,386.55 


SUMMARY  OF  SECURITIES  HELD  BY  ELECTRIC  LIGHT 
SINKING  FUND  DEC.  31,  1945 

$  37,000.00  U.  S.  Treas.  2's  1951-1953 

84,000.00  U.  S.  Treas.  2i/4's  1956-1959 

128,000.00  U.  S.  Treas.  2's  1952-1954 

10,000.00  U.  S.  Treas.  Notes  ty4%,  Series  "C,"   1947 

15,000.00  U.  S.  Treas.  2l/4's   1959-1962 

$274,000.00 

FREE  LIGHTING  AND  POWER  USED  IN  BOROUGH  1945 

Light 

Public    Comfort    Station    $      284.57 

Traffic    Signals    687.40 

Street  Lighting  on  Square 974.31 

Parking      Lot — West      Washington 

Street     657.60 

Parking  Lot — North  Main  Street  _..  192.05 
Police     Headquarters      and      Police 

Booth    on    Square    288.48 

American  Red  Cross  Room       38.39 
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Bomb  Shelter  (D.  Harvey  Diehl)  to 

June   1,    1945 4.62 

Municipal    Garage    120.09 

Henninger    Field    23.53 

Electric  Light  Plant,  Storage  Shed  9.00 
Electric     Light    Plant — Fire    Alarm 

Battery  Charges 26.46 

Park    of   the    Valient   38.14 

Emergency     Lighting    at     Plant     to 

August  17,   1945 643.29 

City  Hall   592.48 

City   Hall,   Water  Heater 47.23 

Municipal  Market 338.48 

Honor    Roll,    Junior    Chamber    of 

Commerce     76.26 

Disposal    Plant    126.97 

Disposal  Plant,  Pump  House 39.11 

Disposal    Plant,    Control    and    Tool 

House    9-00 

Disposal      Plant,      Settling      Pump 

House    9.00 

Friendship  Fire  Company 146.03 

Junior  Fire  Company 228.49 

Good   Will    Fire    Company    211.35 

Franklin  Fire  Company 265.19 

Cumberland    Valley    Fire    Company  66.95          $  6,144.47 


Power 

Franklin    Fire    Company   $        60.60 

Municipal    Garage    60.96 

Disposal  Plant 1,489.65 

Disposal      Plant,       Settling      Pump 

House    365.81 

Disposal   Plant,    Control    and    Tool 

House    128.73 

Municipal    Market    58.95 

Power  for  Air   Raid   Sirens 271.83         $  2,436.53 

Arc   Lighting   of   Streets    7,071.60 

Incandescent  Lighting  of  Streets  __  25,771.08 


Total   $41,423.68 

In  addition,  Credit  Account,  Labor 
at  Plant,  Fire  Alarm  Batteries 
365   @   $2.00 $      730.00 

ELECTRIC   LIGHT   LIENS 

Balance  to   be   collected  January    1, 

1945     $        33.00 

Balance  to  be   collected  January   1, 

1946     33.00 
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ORNAMENTAL  STREET  LIGHTING  LIENS 

$        68.85 


Balance  to   be   collected  January   1 
1945     


Balance   to   be  collected  January   1, 
1946    


68.85 


STATEMENT  OF  ASSESTS  AND  LIABILITIES  OF  THE 

BOROUGH  OF  CHAMBERSBURG  AS  OF 

JANUARY  1,  1946 

Assets 

Cash  in  Treasurer's  Hands,  all 
Departments: 

General   Borough   Department    __     $      10,537.13 

Electric    Light   Department 33,639-91 

Water   Department    39,527.44     $      83,704.48 

Bond    Account    $        5,393.12 

Bond  Account,  Sinking  Fund 4,551.38 

Borough  Fire  Fund 11,012.91 

Water  Sinking  Fund 11,887.28 

Electric  Light  Sinking  Fund 66,370.99  99,215.68 

Total  Operating  Cash  Balance  and 

Sinking  Fund   $    182,920.16 

Cash  in  Collector's  Hands  Electric 
Light  Consumers'  Deposit  Ac- 
count             ,  30,476.76 

Borough  Bond 

Tax   Duplicate    1943-1944    $             34.03  $           101.51 

Tax  Duplicate  1944-1945 62.24  192.50 

Tax  Duplicate  1945-1946 139.21  427.81 

$  235.48     $  721.82     $  957.30 


INVESTMENTS 

Borough      Fire      Fund      $2000.00 

Borough  of  Mercersburg  4l/2% 

Bonds   due    1948    $        2,000.00 

Borough  Fire  Fund  $50,000.00  U. 

S.  Savings  Bonds,  Series  "F"  __  37,000.00 
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Borough  Fire  Fund  $18,000.00  U. 
S.  Treasury  Bonds  2y4%,  1956- 
59    18,000.00 

Light  Department  Sinking  Fund 
$37,000.00  U.  S.  Treasury  Bonds 
2%,   1951-53   37,000.00 

Light  Department  Sinking  Fund 
$84,000.00  U.  S.  Treasury 
Bonds,  2i/4%   1956-59 84,000.00 

Light  Department  Sinking  Fund 
$128,000.00  U.  S.  Treasury 
Bonds.   2%,    1952-54 128,000.00 

Light  Department  Sinking  Fund 
$10,000.00  U.  S.  Treasury 
Notes   iy4%— 1947 10,000.00 

Light  Department  Sinking  Fund 
$15,000.00  U.  S.  Treasury 
Bonds   2i/4%— 1959-62    15,000.00 

Water  Department  Sinking  Fund 
$80,000.00  U.  S.  Treasury  Notes 
iy4%,    1947    80,000.00 

Water  Department  Sinking  Fund 
$40,000.00  U.  S.  Treasury  Bonds 
2y4%    1959-62    40,000.00     $    451,000.00 


Unpaid    Tax    Liens    1,512.84 

Unpaid   Paving   Liens 699.26 

Unpaid  Sewer  Liens 2,402.72 

Unpaid    Water    Liens    853.16 

Unpaid  Electric  Light  Liens 33.00 

Unpaid  Ornamental  Street  Light- 
ing Liens 68.85 

Water  Department,  Current  As- 
sets,   Less    Cash    in    Treasurer's 

Account    20,774.65 

Light  Department,  Current  As- 
sets, Less  Cash  in  Treasurer's 
Account    70,620.74  96,965.22 


Value  of  Borough  Property 

Electric  Light  Plant  and  Distribu- 
tion System,  Reproduction 
Value  New,  Less  Accrued  De- 
preciation          $    565,917.17 

Water  Distribution  System,  Re- 
production    Value     New,     Less 

Accrued  Depreciation 1,119,038.97 

Disposal    Plant    and    Main    Trunk 

System    324,650.00 

Lateral   Sewers    268,236.00 

Fire  Houses  and  Apparatus 127,562.00 

City  Hall— Office  Building 55,856.00 
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Police    Headquarters    and    Equip- 
ment       13,220.00 

Street  Department,  Storage  House 

and  Equipment 21,200.00 

Municipal   Market   Building 43,870.00 

Fourth  Street  Properties 3,000.00 

Public  Comfort  Station    5,500.00 

West   Washington   Street   Parking 

Lot    7,500.00 

North       Main       Street       Parking 

Lot    25,000.00 

Show    Field    7,500.00 

Henninger    Field    16,000.00 


$2,604,050.14 

Total  Assets  $3,549,289-74 

Liabilities 

3%    Improvement    and    Refunding 
Bonds      Issued      December   '  1, 

1935    $    150,000.00 

Bonds    Redeemed    and    Cancelled 

1936    $        7,000.00 

Bonds    Redeemed    and    Cancelled       - 

1937    14,000.00 

Bonds    Redeemed    and    Cancelled 

1938    11,000.00 

Bonds    Redeemed    and    Cancelled 

1939    11,000.00 

Bonds    Redeemed    and    Cancelled 

1940    12,000.00 

Bonds    Redeemed    and    Cancelled 

1941    12,000.00 

Bonds    Redeemed    and    Cancelled 

1942    13,000.00 

Bonds    Redeemed    and    Cancelled 

1943    13,000.00 

Bonds    Redeemed    and    Cancelled 

1944   13,000.00 

Bonds    Redeemed    and    Cancelled 

1945    44,000.00  150,000.00 


Balance  Outstanding    00.00 

2%     Improvement    Bonds    Issued 

September    1,    1938    $    145,000.00 

Bonds    Redeemed    and    Cancelled 

since  1940 $      26,000.00  26,000.00 


Balance  Outstanding $    119,000.00 

The  above  balances  are  the  present 
actual  indebtedness  of  the 
Burgess   and  Town   Council    of 
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the  Borough  of  Chambersburg 
created  without  the  authority  of 
the  vote  of  electors  thereof. 

Electric  Light  Consumers'  Deposit 

Account    $      30,476.76 


Total  Liabilities 149,476.76 

Assets  in  Excess  of  Liabilities   __  3,399,812.98 


$3,549,289.74 


HERBERT  C.  KEEFER, 
EUGENE  V.  MILLER, 
JOHN  A.  BURKHART, 


Auditors. 
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GOVERNMENTAL  TAXES  PAID  BY  CITIZENS 

OF  CHAMBERSBURG 

Stated  in  Mills 

For  Public  School  Purposes 21  Mills 

For  State,   County  and  Institutional   Purposes 6  Mills 

For  Borough  Bond  Purposes   3  Mills 

For  General  Borough  Purposes 1  Mill 

Total  Mill    Rate   31  Mills 


WHERE  A  TAX  DOLLAR  GOES  TO 

i  a  3   a- 


(1)  Public  Schools   Receive 67.75  cents  out  of  each  tax  dollar 

(2)  State  and  County  Receives 19.35  cents  out  of  each  tax  dollar 

(3)  Borough  Bond  Purpose  Receives 9.68  cents  out  of  each  tax  dollar 

(4)  General  Borough  Purpose  Receives 3-22  cents  out  of  each  tax  dollar 

Borough  Purposes— Taxes  1  Mill  Collected,   1945   $7,895.00 

Borough   Purposes— Tax   Collected,    1945    per    Capita $7,895.00 

=.526 

15,000 


VALUE  OF  SERVICES  RECEIVED  FOR  $1.00  OF  BOROUGH 

TAXES  COLLECTED  1945 

Taxes  Collected 
for 
Borough  Purposes 

Borough  Administration    $  49,407.32  divided  by  $7,895.00  =$  6.258 

Police    Services    $  35,495.23  divided  by  $7,895.00  =$  4.495 

Public  Health   Services   $     4,313.85  divided  by  $7,895.00  =$     .546 
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Fire   Protection   Services    $  37,418.27  divided  by  $7,895.00  =$  4.739 

Street    Department    Services    $  48,925.27  divided  by  $7,895.00  =$  6.197 

Street    Lighting,    Miscellaneous    Ser- 
vices      $  33,816.99  divided  by  $7,895.00  =$  4.283 

Sanitary  Sewerage  Services $  26,561.04  divided  by  $7,895.00  =$  3-364 

Comfort   Station   Services    $     1,501.33  divided  by  $7,895.00  =$  .190 

Parks,   Playgrounds   and    Recreation 

Center   Services   $   12,444.60  divided  by  $7,895.00  =$  1.576 

Total    $249,883.90  divided  by  $7,895.00  =$31.65 


VALUE  OF  SERVICES  RECEIVED  PER  CAPITA 

Estimated  Population  15,000 
Costs  Population 

Borough    Administration    $  49,407.32  divided  by  15,000  =$  3.293 

Police  Services $  35,495.23  divided  by  15,000  =$  2.366 

Public  Health  Services $     4,313.85  divided  by  15,000  =$     .287 

Fire  Protection  Services $  37,418.27  divided  by  15,000  — $  2.494 

Street  Department  Services $  48,925.27  divided  by  15,000  —$  3.261 

Street  Lighting  Miscellaneous  Services  $  33,816.99  divided  by  15,000  =$  2.254 

Sanitary   Sewerage   Services $  26,561.04  divided  by  15,000  =$   1.77 

Comfort  Station  Services $     1,501.33  divided  by  15,000  —$     .10 

Parks,      Playgrounds      and      Recreation 

Center    Services    $   12,444.60  divided  by  15,000  =$     .829 

Total     $249,883.90  divided  by  15,000  =$16.65 


Note:  The  citizens  of  Chambersburg  receive  in  these  services  $249,883.90  of 
value  for  which  taxes  were  collected  for  Borough  Purposes  in  the 
amount  of  $7,895.00.  If  you  did  not  operate  your  Electric  Light  and 
Water  Utilities  at  a  handsome  profit,  the  whole  cost  of  these  services 
would  have  to  be  paid  for  by  taxes,  which  would  mean  an  increase  in 
taxes  for  Borough  Purposes  of  31.65  times  what  they  were  in  1945. 
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This  Pamphlet  As  published  for  the  benefit  of  the  citizens  of 

Chambersburg,  that  they  may  become  better  acquainted  with 

those  vital  things  in  our  community  that  go  to  make  Cham- 

bersburg  a  better  place  in  which  to  live. 


ANNUAL  REPORT 

of  the 

BURGESS  AND  TOWN  COUNCIL 

of 

THE  BOROUGH  OF  CHAMBERSBURG 

PENNSYLVANIA 

For  the  Year  Ending  December  31,  1946 


FOR  THE  YEAR 

from 

JANUARY  1,  1946,  TO  DECEMBER  31,  1946 

Being 

The  One  Hundred  and  Forty-Third  Since  Incorporation 
As  A  Borough 


Foreword 


Chambersburg  was  first  settled  in  1734  by  Benjamin  Chambers  on 
land  granted  him  by  the  Penn  proprietors,  being  one  of  the  earliest  per- 
manent settlements  west  of  the  Susquehanna  River.  The  choice  of  loca- 
tion for  the  settlement  was  dictated  by  its  favorable  position  in  the 
Cumberland  Valley  where  the  Falling  Spring  Creek  emptied  into  the 
Conooocheague  Creek  with  a  head  of  water  sufficient  to  provide  power 
for  the  operation  of  a  grist  mill  and  a  saw  mill.  Lumber  was  plentiful 
and  the  land  fertile.  A  fort  was  built  as  a  safeguard  against  hostile 
Indians  and  this  protection  drew  new  settlers  to  the  vicinity.  The  town 
grew  in  size  and  importance  as  trade  routes  to  the  west  sprang  up, 
bringing  new  commerce  and  new  industries.  It  later  became  the  county 
seat  of  Franklin  County,  a  thriving  industrial  and  agricultural  com- 
munity. 

Ghiambersburg  was  incorporated  as  a  borough  by  an  Act  of  the 
State  Legislature  in  1803,  and  by  this  Act  of  Incorporation,  its  form  of 
government  was  defined.  The  administration  of  the  town's  affairs  was 
placed  in  the  hands  of  the  Burgess  and  the  Town  Council,  elected  by 
the  voters  of  the  community.  The  Town  Council  is  the  administrative 
body,  with  power  to  enact  ordinances  "to  promote  the  peace,  good  order, 
benefit,  and  advantage  of  the  said  Borough"  and  to  assess  taxes  and 
appropriate  the  proceeds  thereof.  The  Burgess  is  the  executive  officer 
empowered  to  "carry  into  effect  all  by4aws  enacted  by  the  Council  and 
whatever  else  shall  be  enjoined  on  him  for  the  well-ordering  and  gov- 
erning of  the  said  Borough."  The  Town  Council  is  authorized  to  appoint 
a  town  clerk,  treasurer,  street  commissioner,  clerk  of  the  market,  and 
such  other  officers  as  may  be  deemed  necessary. 

With  the  growth  of  the  community  the  complexities  of  government 
have  gone  far  beyond  the  dreams  of  those1  who  drafted  the  Act  of  In- 
corporation, and  the  State  Legislature  has  from  time  to  time  defined 
more  fully  the  powers  of  the  Borough's  government.  The  original  act 
still  stands,  however,  as  the  basis  for  the  town's  administration. 


PERSONNEL  OF  THE  BOROUGH  GOVERNMENT 

1946 

W.  M.  L.  Etter Chief 

A.  R.  Zimmerman   President  of  Town  Council 

J.  Hase  Mowrey   Manager  of  Utilities 

J.  Gordon  Cree   Assistant  Manager  of  Utilities 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz  Assistant  Borough  Engineer 

J.  R.  Williams   Secretary 

Albert  S.  Henneberger  Treasurer 

Daniel  W.  Long  Solicitor 

Edgar  W.  Diehl   Tax  Collector 

Herbert  C.  Keefer   Auditor 

Eugene  V.  Miller  . Auditor 

John   A.   Burkhart    Auditor 

Margaret  E.  Wingert   Chief  Bookkeeper 

H.  S.  Byers Chief  of  Police 

Robert  Monn  Superintendent  of  Water  and  Sewer 

William  L.  Grove   Plumbing  Inspector 

Robert  Rinick  Market  Master 


COMMITTEES  OF  COUNCIL 


FINANCE,  PROPERTY  AND 
INDUSTRIAL  COMMITTEE 

A.  R.  Zimmerman,  Chairman 
F.  B.  Leidig 
C.  H.  Pensinger 
J.  C.  Sierer 
A.  S.  Stover 

STREET  AND  GARBAGE  AND 
REFUSE  COMMITTEE 

R.  F.  Angle,  Chairman 
T.  L.  Farner 
F.  B.  Leidig 
J.  C.  Sierer 
A.  S.  Stover 

FIRE   COMMITTEE 

A.  S.  Stover,  Fire  Marshal  and 

Chairman 
R.  F.  Angle 
T.  L.  Farner 
L.  D.  Fero 
S.  G.  Palmer 


COYLE   FREE   LIBRARY 
TRUSTEES 

L.  D.  Fero 

F.  B.  Leidig 
J.  C.  Sierer 

UTILITIES    (Light,  Water  and 
Sewer)    COMMITTEE 

C.  H.  Pensinger,  Chairman 
L.  D.  Fero 

G.  S.  Klenzing 
S.  G.  Palmer 
J.  C.  Sierer 

RECREATION,  MARKET  AND 

COMFORT    STATION 

COMMITTEE 

T.  L.  Farner,  Chairman 

L.  D.  Fero 

G.  S.  Klenzing 

S.  G.  Palmer 

C.  H.  Pensinger 


PUBLIC  SAFETY  COMMITTEE 

W.  M.  L.  Etter,  Burgess 

H.  S.  Byers,  Chief  of  Police 

S.  G.  Palmer 

R.  F.  Angle 

G.  S.  Klenzing 

J.  C.  Sierer 

A.  S.  Stover 


CHAMBERSBURG  HOSPITAL 
F.  B.  Leidig 

POLICE   CIVIL  SERVICE 
COMMISSION 

H.  C.  Rowe,  Chairman 
Donald  B.  Haller,  Sr. 
Harry  B.  Eberly,  Secretary 


PLUMBERS'  EXAMINING 
BOARD 

C.  H.  Pensinger,  Chairman 
H.  A.  Kottcamp,  Master  Plumber 
W.  L.  Grove,  Plumbing  Inspector 
J.  Hase  Mowrey,  Manager  of 

Utilities 


BOARD  OF  HEALTH 

Dr.  B.  M.  Beattie,  President 

W.  M.  L.  Etter 

F.  Lester  Marshall 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank  J.  Croft,  Health  Officer  and  Secretary 


BOROUGH  OFFICIALS 

OF 

THE  BOROUGH  OF  CHAMBERSBURG 

1946 


L.  D.  Fero 
Councilman,  1st   Ward 


F.  B.  Leidig 
Councilman,  1st  Ward 


W.  M.  L.  Etter 
Chief  Burgess 


R.  F.  Angle 
Councilman,  2nd  Ward 


A.  R.  Zimmerman 

Councilman,  2nd  Ward 

President   of  Council 
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THE  BOROUGH  OF  CHAMBERSBURG 

1946 


C.  H.  Pensinger 
Councilman,  3rd  Ward 
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John   C.   Sierer 
Councilman,  4th  Ward 


A.  S.  Stover 
Councilman,  3rd  Ward 


T.  L.  Farner 
Councilman,  5th  Ward 


S.   G.  Palmer 
Councilman,  4th  Ward 


G.  S.  KlenIzing 
Councilman,  5th  Ward 
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OF 
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F.  D.  Rhodes,  Jr. 
Borough   Engineer 


D.  W.  Long 

Borough   Solicitor 


J.  Hase  Mowrey 
Manager  of   Utilities 


J.   R.   Williams 
Borough  Secretary 


J.   Gordon   Cree 

Assistant  Manager  of 

Utilities 


H.  S.  Byers 
Chief  of  Police 
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THE  BOROUGH  OF  CHAMBERSBURG 
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Margaret  E.  Wingert 
Chief  Bookkeeper 


Robert  Monn 
Supt.  of  Water  and  Sewer 


Edgar  W.  Diehl 
Tax  Collector 


W.  L.  Grove 
Plumbing  Inspector 


Robert  Rinick 
Market  Master 


POLICE  DEPARTMENT 

The  first  police  force  for  ithe  Borough  of  Chambersburg  was  estab- 
lished January  16,  1818,  by  the  following  action  of  Town  Council,  "Be  it 
ordained,  etc.,  That  four  men  shall  be  employed  to  watch  and  patrol  the 
streets  of  the  Borough  during  the  night,  from  nine  o'clock  until  day- 
break, for  the  term  of  three  months  from  this  date,  to  guard  the  property 
of  the  inhabitants,,  as  far  as  in  their  power,  from  incendiaries,  thieves, 
and  plunderers,  and  to  arrest  and  detain  all  vagrants  and  night  walkers 
until  the  morning,  unless,  he,  she,  or  they  can  give  a  satisfactory  account 
of  their  purpose,  and  the  occasion  of  their  being  found  on  the  street — 
and  also  call  the  hour." 

The  Council  entered  into  an  article  of  agrement  dated  January  17, 
1818,  with  Robert  Allison,  as  Captain;  William  McElhaney,  Jacob  Heck- 
erman,  and  Dan  McAllister,  Privates;  to  patrol  the  town  from  nine 
o'clock  until  daybreak,  call  the  hour,  and  light  any  lamps  that  are,  or 
may  be,  erected,  for  which  the  Captain  was  to  receive  $18.00  per  month, 
and  each  Private  $15.00  per  month,  and  the  Council  was  to  furnish 
each  one  with  a  sufficiently  warm  watch  coat. 

From  the  following  proclamation,  it  is  evident  that  130  years  ago 
the  sources  of  amusement  for  the  good  people  of  Chambersburg  were 
much  better  protected  than  they  are  today: 

"To  Robert  Allison,  High  Constable 

Sir:  You  are  hereby  authorized  to  attend  the  Theatre  in  the  Bor- 
ough of  Chambersburg  and  Protect  the  Manager  thereof  whilst  acting 
from  any  disorderly  Person  or  Persons — and  if  any  Person  or  Persons 
attempt  to  disturb  said  actors  during  their  "performans" — you  are 
hereby  Commanded  to  bring  him  or  them  before  me  or  any  Justice  of 
the  Peace  in  said  Borough  to  be  dealt  with  according  to  Law.  Fail  not. 

Given  under  my  hand  and  seal  this  19th  day  of  July,  1816. 

(Signed)    PATRICK  CAMPBELL,  Burgess." 

From  this  very  modest  beginning,  the  Police  Department  has  de- 
veloped into  an  efficient  and  very  completely  equipped  organization.  The 
personnel  now  consists  of  a  Chief,  two  Sergeants,  thirteen  patrolmen, 
and  a  clerk.  Included  in  their  equipment  is  a  Hardinge  Police  Register 
System,  dictograph,  fingerprinting  and  photographing  outfits,  38  calibre 
Colt  revolvers,  tear  gas  guns  and  hand  grenades,  two  motorcycles  and 
two  radio-equipped  police  cars.  These  cars  have  instant  two-way  com- 
munication with  Police  Headquarters  bv  means  of  the  department's  15- 
watt  radio  transmitter,  Station  WMCB,  operating  on  a  frequency  of 
39,500  kilocycles. 

During  the  year  1946,  the  Police  Department  answered  2,214  calls. 
This  is  exclusive  of  all  calls  answered  by  the  Chief  of  Police.  Of  29 
actual  cases  of  burglary,  breaking  or  entering  reported  or  known  to 
police,  4  were  cleared  by  arrest.  Eighteen  cases  of  larceny-theft  were 
cleared  by  arrests  from  a  total  of  98  reported.  Five  cases  of  auto  theft 
were  cleared  by  arrests  from  9  reported.  There  was  a  total  number  of 
2,549  arrests  made  for  various  offenses,  1,065  of  which  were  meter 
violations,  263  drunkenness  and  disorderly,  589  other  parking  violations 
and  19  arrests  for  operating  a  motor  vehicle  while  intoxicated.  The 
night  patrol  reported  253  store  doors  left  open  by  proprietors  on  leaving 
stores.  The  total  amount  of  fines  collected  by  the  Borough  was  $3,268.50, 
$1,741.00  of  which  was  parking  meter  fines.  A  total  of  160  traffic  acci- 
dents was  investigated, 
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FIRE  DEPARTMENT 

In  1790,  one  (hundred  and  fifty-six  years  ago,  when  the  village  of 
Ghanibersburg  consisted  entirely  of  either  log  or  frame  houses,  and  the 
fire  hazard  was  great  because  of  wood  fires  upon  the  open  hearth,  the 
necessity  of  providing  protection  from  fire  was  first  discussed,  and  the 
Friendship  Fire  Company,  an  organization  of  citizens  equipped  with 
buckets,  was  formed. 

Since  that  time,  with  the  expansion  of  the  village  from  a  few  houses 
to  a  borough  of  the  first  magnitude,  the  formation  of  additional  companies 
became  necessary,  and  their  equipment,  from  bucket,  to  hand  pump,  to 
hose  reel,  to  steam  fire  engine,  and,  during  the  past  seventeen  years,  to 
modernized  motor  drawn  and  motor  driven  apparatus,  has  kept  pace  with 
the  times. 

Today,  the  Fire  Department  consists  of  five  companies,  advantage- 
ously located,  and  equipped  with  three  American  LaFrance  Pumpers, 
one  Ward  LaFrance  Flood  Light  Truck  and  Pumper,  an  aerial  truck 
with  85-foot  ladder,  a  City  Service  truck  with  booster  pump,  two  Peter 
Pirsch  Combination  Booster  and  Squad  Wagons,  a  squad  and  chemical 
car,  and  an  ambulance. 

The  companies  are  entirely  volunteer,  only  the  drivers  of  the  appa- 
ratus receiving  pay  from  the  Borough.  The  fire  houses  and  equipment 
are  owned  by  the  Borough,  and  under  the  care  of  the  Property  Com- 
mittee and  the  Fire  Committee  of  the  Borough  Council. 

In  addition  to  the  iabove  mentioned  equipment,  the  town  is  completely 
covered  by  the  Gamewell  Fire  Alarm  System,  consisting  of  60  fire  alarm 
boxes,  5  station  house  indicators  and  gongs,  and  one  general  alarm,  all 
storage  battery  operated.  Two  hundred  and  forty  latest  type  fire  plugs 
are  installed  at  the  most  advantageous  points. 

The  Department  answered  32  General  Alarms  sounded  by  the  Game- 
well  System  during  the  year  1946.  In  addition  to  these  system  alarms, 
the  companies  responded  to  silent  alarms  and  individual  calls  as  follows : 

Friendship  Company   26 

Junior  Company   28 

Good  Will  Company  50 

Franklin    Company    16 

Cumberland  Valley  Company   15 

The  Franklin  Fire  Company  Community  Pumper  answered  35  calls 
for  rural  fires. 

The  fire  loss  in  the  Borough  of  Ghambersburg  for  1946  was 
$10,160.00. 

The  Good  Will  Ambulance  responded  to  1,170  calls  during  the  year. 


STREET  DEPARTMENT 

On  March  30,  1734,  Benjamin  Chambers  was  given  a  grant  to  take, 
settle,  and  improve  400  acres  of  land  at  the  mouth  of  the  Falling  Spring 
and  the  Conococheague  Creek,  but  this  tract  was  not  subdivided  until 
1764  when  it  was  laid  out  as  a  town  and  called  Chambers  Town,  whidh 
name  was  changed  to  Ghambersburg  when  Franklin  County  was  erected 
in  1784. 

11 


The  limits  of  the  town  at  that  time  were  on  the  North  by  the  Fall- 
ing Spring;  on  the  East  by  Second  Street;  and  on  the  South  by  approxi- 
mately Liberty  Street;  and  on  the  West  by  the  Gonocheague  Creek. 

In  the  beginning  of  the  19th  Century  no  streets  had  been  graded  or 
paved,  although  each  property  owner  was  required  to  maintain  a  walk 
in  front  of  his  own  property.  The  original  plan  of  the  inhabitants  was 
to  make  Second  Street  the  principal  business  street,  but  this  was  changed 
to  Main  Street  after  considerable  influence  was  exerted  by  those  prop- 
erty owners. 

Prior  to  1813,  the  Lincoln  Highway  and  Main  Street  were  repaired 
by  the  Turnpike  Company,  by  turnpiking,  which  consisted  of  placing 
one  foot  of  broken  stone  covered  with  gravel  and  clay.  The  first  record 
of  a  'contract  awarded  by  the  Borough  was  in  1813  to  repair  the  Lincoln 
Highway  and  Main  Street  near  the  "Diamond." 

The  first  covered  storm  sewer  was  built  in  Burkhart  Avenue  from 
Main  Street  to  the  Creek  in  1823.  This  sewer  had  an  inside  height  of  4% 
feet  and  a  width  of  3%  feet. 

The  extension  of  this  form  of  street  repairs,  grading,  and  sewers 
continued  with  some  modification  until  1912  when  brick  paving  was  laid, 
and  plans  adopted  to  continue  this  paving  four  blocks  each  year.  This 
plan  was  not  followed,  due  to  the  increased  cost  of  materials. 

In  1918  a  general  plan  of  macadem  construction  and  surface  oiling 
was  adopted,  and  the  Lincoln  Highway  and  Main  Street  were  paved  first 
with  water-bound  macadem,  and  treated  with  road  oil.  This  was  the 
first  year  that  a  large  quantity  of  road  oil  was  used  as  a  maintenance 
and  construction  material.  Prior  to  this  time,  oil  was  used  as  a  dust 
preventive  and  partially  paid  for  by  the  property  owners  abutting  on 
the  streets  treated. 

This  plan  was  continued  until  1927  and  1928,  when  the  Lincoln 
Highway  and  Main  Street  were  again  repaved  with  reinforced  cement 
concrete. 

Due  to  shortages  of  materials  during  1946,  the  work  of  the  Street 
Department  was  confined  to  maintenance  work. 

SCHEDULE  OF  HIGHWAYS 

Streets 
1918  1946 

Miles  Miles 

0 Cement  Concrete  3,4918 

.18 Bituminous  Surface   29.2151 

0 Hard  Surface 1.1565 

.696 Brick  on  Concrete — now  paved  with 

Bituminous  material    

27.820 Unimproved    8544 


28.534 Total    34.7178 

Alleys 
1918  1946 

Miles  Miles 

0 Cement  Concrete 1.93 

4.1 Bituminous  Surface   19.14 

17.5 Unimproved    1.36 


21.6 Total    22.43 
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UNDERGROUND   SURFACE  WATER  DRAINS 

1918  1946 
Linear  Feet                                                                                         Linear  Feet 

2,610 12"  Terra  Cotta  Pipe  2,610 

0 15"  Terra  Cotta  Pipe   260 

200 18"  Terra  Cotta  Pipe   4,480 

2,650 24"  Terra  Cotta  Pipe   4,993 

0 36"  Terra  Cotta  Pipe   452 

0 12"   Concrete  Pipe   831 

0 15"   Concrete  Pipe   350 

0 18^   Concrete  Pipe   2,979 

775 24"  Concrete  Pipe   2,714 

0 36"   Concrete  Pipe   800 

0 18"  Iron  Pipe    1,050 

0 3'  x  2.5'  Cement  Concrete  Box  1,662 

0 4'  x  3'  Cement  Concrete  Box   1,467 

0 3'  x  3'  Cement  Concrete  Box   8,385 

0 .... 4'  x  4'  Cement  Concrete  Box   6,726 

0 .  .  .  .  ? 2'  x  2'  Cement  Concrete  Box   150 

0 1.5'  x  3.5'  Cement  Concrete  Box   720 

0 1.75'  x  3.5'  Cement  Concrete  Box  113 

0 1.5'  x  4.5'  Cement  Concrete  Box   252 


6,235 Totals    40,994 

31 Inlets    317 


ENGINEERING  DEPARTMENT 

The  office  of  the  Engineer  in  the  Borough  of  Ghambersburg  was 
created  by  Ordinance  adopted  by  the  Council  on  June  14,  1909. 

The  Council  appoints  the  Borough  Engineer,  and  determines  who 
shall  be  his  assistants. 

The  duties  of  the  Engineer  are  to  furnish  engineering  services,  to 
the  various  departments  of  the  Borough;  to  have  charge  of  all  property 
not  under  the  supervision  of  the  Manager  of  Utilities;  to  have  super- 
vision over  the  Street  Department,  Parks  and  Playgrounds  Department, 
and  the  Garbage  and  Refuse  Collection  Department,  and  to  report 
•monthly  to  the  council  on  all  works  completed  under  his  supervision. 

The  general  duties  of  the  office  of  the  Engineer  are  to  make,  supply 
and  preserve  copies  of  plans,  specifications,  estimates,  maps,  charts,  pro- 
files, etc. ;  to  keep  records  of  the  location  of  water,  sewer  and  gas  mains ; 
and  to  perform  clerical  work  incidental  to  the  departments  under  the 
Engineer's  supervision. 
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MUNICIPAL  MARKET 

The  Municipal  Market  Building,  erected  by  the  Borough  in  1941, 
provides  space  for  the  weekly  farmers'  market,  as  well  as  facilities  for 
many  other  activities,  especially  the  wintertime  program  of  the  Recre- 
ation Department. 

The  building  is  one  story,  150  feet  long  and  50  feet  wide  with  a 
full  basement.  The  entire  construction  is  of  concrete  foundations  and 
brick  walls  faced  with  glazed  tile  in  the  market  room.  Steel  trusses 
support  the  roof  which  provides  a  ceiling  height  of  twenty  feet  in  the 
center  and  fifteen  feet  on  the  sides.  Fluorescent  lighting  is  provided  for 
the  market  room,  concrete  walks  are  laid  on  three  sides  of  the  building, 
and  a  macadam  paved  parking  lot  to  accommodate  fifty  cars  is  provided 
on  the  North  side. 

Market  sessions  are  now  held  each  Friday  from  1:00  P.  M.  to  7:00 
P.  M.  Space  in  the  building  is  rented  to  dealers  and  a  close  supervision 
is  maintained  over  the  methods  of  display  to  keep  the  wares  in  a  sani- 
tary condition.  The  operation  of  the  Market  is  supervised  by  the  Market 
Master. 

On  January  1,  1946,  there  were  23  dealers  renting  a  total  of  207 
lienear  feet  of  space. 

The  total  cost  of  the  Market  Room  and  equipment  was  $28,686.35; 
the  total  cost  of  the  basement  was  $13,500.18;  making  the  total  value 
of  the  building  $42,186.53. 


GARBAGE  AND  REFUSE  COLLECTION 

Effective  April  1,  1943,  the  borough  of  Chambersburg  acquired  the 
business  of  the  Chambersburg  Sanitary  Garbage  Disposal  Company. 
This  company  and  another  private  operator  were  the  two  largest  col- 
lectors of  garbage  and  refuse,  taking  care  of  the  majority  of  this  work 
in  the  Borough. 

In  order  to  prevent  a  serious  breakdown  in  this  type  service  the 
Borough  purchased  this  'business  upon  the  determination  of  the  owners 
to  discontinue  operating,  and  after  decision  of  the  other  private  col- 
lectors that  they  were  not  equipped  and  did  not  elect  to  take  over  this 
business. 

For  the  business  and  equipment  of  the  Chambersburg  Sanitary 
Garbage  Disposal  Company  the  Borough  paid  $4,500.00,  and  in  addition 
made  capital  expenditures  in  the  amount  of  $2,666.55  for  equipment  to 
efficiently  conduct  the  business. 

Under  a  revised  ordinance  adopted  by  the  Borough  Council  the 
necessary  rules,  regulations  and  rates  were  established.  Household  rates 
are  $1.00  per  month  for  the  removal  of  the  garbage  and  rubbish,  $1.25 
per  month  for  garbage,  rubbish  and  ashes,  provided  in  both  cases  all 
materials  are  placed  on  the  first  or  ground  floor  of  the  property  for 
collection;  and  $2.00  per  month  for  removal  of  garbage,  rubbish  and 
ashes  from  the  cellar  of  the  property.  Commercial  rates  are  by  separate 
contract,  based  upon  amount  of  material  to  be  removed. 
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PUBLIC  COMFORT  STATION 

A  Public  Comfort  Station  was  built  by  the  Borough  of  Chambers- 
burg  and  the  Commissioners  of  Franklin  County  in  1932  at  a  total 
cost  of  $10,689.03,  and  is  maintained  jointly  by  them.  The  operation 
costs  and  repairs  are  divided.  In  1946  the  costs  were  $1,771.49,  of  which 
the  Borough  paid  $920.57.  In  addition,  the  Borough  furnished  water 
and  electricity  in  the  amount  of  $645.85,  and  the  County  Commissioners 
furnished  heat  and  janitor  service  without  charge. 

Two  attendants  are  employed,  and  are  on  duty  each  day  during 
the  hours  of  operation  to  maintain  order  and  keep  the  station  in  an 
orderly  and  sanitary  manner. 

The  use  made  of  thds  station  has  greatly  exceeded  the  estimates 
made  by  the  original  promoters,  and  the  records  show  that  more  than 
2,000  persons  attended  this  station  in  one  day. 


PARKS  AND  PLAYGROUNDS 

The  Burgess  and  Town  Council  at  the  present,  as  well  as  those  in 
the  past,  recognize  leisure  time  activities  and  recreation  as  an  essential 
governmental  function  and  have  adopted  a  plan  for  expansion  and  im- 
provement that  will  eventually  provide  for  Chambersburg  a  system 
of  Parks,  Athletic  Fields,  Playgrounds,  and  Play  Areas  to  conform  to 
standards  set  by  the  National  Recreation  Association. 

The  playground  system  was  started  through  the  efforts  of  churches, 
civic  organizations  and  citizens  who  together  formed  small  associations 
to  secure  sites,  equipment  and  voluntary  supervision  for  play  areas  for 
small  children.  Much  of  their  equipment  was  made  by  members  of  these 
associations  and  by  funds  for  materials  secured  from  festivals  and  con- 
tributions. As  the  value  of  these  areas  was  proven,  the  demand  for 
expansion  increased  and  the  Borough  of  Chambersburg  then  assumed 
the  obligations  of  maintenance  and  operation,  assisted  by  the  various 
citizens'  committees. 

The  present  playground  program  is  designed  for  a  twelve  week 
period  during  the  months  of  Jnne,  July  and  August  and  is  under  the 
direction  of  the  Parks  and  Playgrounds  Committee  of  the  Town  Council, 
together  with  the  Borough  Engineer,  Playground  Supervisor,  seven 
girl  leaders  and  an  Athletic  Director. 

The  Playground  system  consists  of  three  combination  athletic  fields 
and  playgrounds  and  five  play  areas  distributed  over  the  Borough  at 
locations  as  accessible  as  possible  to  the  more  densly  'populated  sections. 

In  order  to  help  meet  the  need  of  a  year  around  recreationalt  pro- 
gram, a  Recreation  Center  was  opened  on  Mardh  1,  1943,  in  the  basement 
of  the  Municipal  Market  Building,  under  sponsorship  of  the  Department 
of  Parks  and  Playgrounds.  The  center  was  open  only  during  the  winter 
months,  on  Monday,  Tuesday,  Thursday,  and  Friday  evenings  of  each 
week  from  7:00  to  9:30  o'clock.  Wednesdays  were  kept  open  and 
practically  all  of  these  days  were  made  use  of  by  organizations  spon- 
soring recreational  events.  The  regular  program  of  activities  was  under 
the  supervision  of  the  Supervisor  of  Playgrounds. 
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The  colored  asphalt  tile  floor,  acoustical  tile  ceiling,  painted  walls, 
furniture  and  equipment,  consisting  of  ping-pong  tables,  shuffleboard 
court,  game  tables,  piano,  combination  radio  and  record  player,  etc., 
make  a  very  attractive  game  and  recreation  room.  The  center  proved 
very  popular  with  14,781  persons  making  use  of  its  facilities  according 
to  attendance  figures  kept  by  the  supervisor. 


HISTORY  OF   THE    CHAMBERSBURG   HEALTH   BOARD 

The  first  meeting  of  the  Ohambersburg  Health  Board  was  held  in 
Council  Hall  September  26,  1893.  The  following  men — Dr.  Johnston 
McLanahan,  A.  J.  White,  J.  Brua  Hoyer,  and  George  Denton  were 
sworn  in  an  members  by  Burgess  George  A.  Wood.  Dr.  John  A.  Bouse 
was  appointed  Health  Officer. 

Dr.  Johnston  McLanahan  was  elected  President  of  the  Board,  which 
office  he  held  until  October  3,  1912. 

Among  the  first  duties  of  the  Board  were  the  enacting  of  local  sani- 
tary measures  which,  in  conjunction  with  the  State  Regulation,  began 
functioning  shortly  after  its  inception. 

The  health  Board  was  the  outcome  of  an  Act  of  the  General  As- 
sembly of  May  9,  1893,  authorizing  Ohambersburg  to  appoint  such 
a  Board. 

The  duties  of  the  Health  Board  have  varied  with  conditions  of  the 
times,  but  the  main  actions  (have  always  been  the  maintaining  of  sani- 
tary health  measures  concerning  the  public. 

Contagious  diseases  and  their  control  have  always  been  one  of 
the  chief  duties  of  the  Health  Board. 

Other  duties  are  seeing  that  the  milk  supply  is  brought  to  the  con- 
sumer in  the  best  possible  condition  as  a  palatable,  healthful  product, 
free  of  preservatives  or  adulterations;  issuing  of  health  certificates  to 
those  who  work  or  are  employed  in  restaurants,  drug  stores,  hotels, 
eating  houses,  etc.,  nuisances  affecting  the  public  are  corrected,  and  the 
general  civic  conditions  of  the  city  are  observed. 

During  the  year  1946,  177  cases  of  contagious  diseases  were  re- 
ported to  the  Board  of  Health.  Three  hundred  and  thirty-five  common 
nuisances  were  reported  to  the  Board  of  Health,  which  were  investigated 
by  the  Health  Officer  and  removed  or  remedied.  Thirty-eight  connections 
were  made  to  the  Sanitary  Sewer  System  during  the  year  1946.  Five 
permits  were  granted  to  all  milk  dealers.,  The  Health  Officer  made  1708 
calls  during  the  year.  Twenty-two  permits  were  issued  to  haulers  of 
garbage  and  refuse.  During  the  year  1946  an  average  of  30  loads  of 
refuse,  etc.,  was  received  daily  at  the  Borough  of  Ohambersburg  incinera- 
tor and  dump,  located  on  the  Borough  Farm,  and  was  properly  placed 
and  disposed  of. 

Sediment  testing  of  milk  was  made  quarterly,  and  the  preservative 
test  made  annually. 

Anyone  whose  milk  registered  unsatisfactory  on  two  successive 
testings  were  refused  the  privilege  of  selling  milk  within  the  Borough 
for  local  distribution. 

The  Board  meets  the  last  Monday  of  each  month  in  regular  session 
with  additional  special  meetings. 

The  members  are  Dr.  B.  M.  Beaittie,  President;  Dr.  L.  H.  Seaton, 
W.  M.  L.  Etter,  Paul  Walker,  F.  Lester  Marshall,  and  Frank  J.  Croft, 
Health  Officer  and  Secretary. 
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HISTORICAL  SKETCH  OF  CHAMBERSBURG  SANITARY 
SEWER  DEPARTMENT 

When  the  Borough  of  Chambersburg  decided  in  1910  and  1911  to 
obtain  its  water  supply  from  the  State  Forest  at  Caledonia,  it  was  neces- 
sary to  obtain  a  permit  from  the  Pennsylvania  State  Health  Depart- 
ment, and  when  the  State  Health  Department  issued  this  permit,  it 
granted  to  Ohamhersburg  the  right  to  the  water  of  Birch  Run,  but  it 
also  provided  that,  for  this  right,  the  Borough  of  Chambersburg  was 
to  install  a  Sanitary  Sewerage  System  with  a  proper  Disposal  Plant  of 
a  capacity  sufficient  to  take  care  of  the  town  for  twenty  years  to  come. 

The  same  Bond  Issue,  providing  fund's  for  the  construction  of  the 
water  supply  line  between  the  mountain  and  Chambersburg,  provided 
also  for  sufficient  bonds  to  put  in  a  Sanitary  Sewerage  System  in  Cham- 
bersburg. This  system  was  constructed,  and  was  put  in  service  August 
1,  1912.  As  building  operations  developed  in  the  town,  new  laterals  have 
been  run,  and  at  the  present  time  the  entire  system  consists  of: 

% 

LATERALS 

21.900  miles  8" 

6.636  miles  10" 

.263  miles  12" 

.23     miles  15" 

.074  miles  18" 


Total  29.103  miles 

TRUNK  LINES 

238.0  feet  10" 
4,432.5  feet  12" 
2,138.3  feet  15" 
3,099.4  feet  18" 
4,014.9  feet  24" 
1,631.2  feet  20"  x  30"  concrete 


Total  15,554.3  feet 

At  the  present  time  there  is  a  total  of  169,324.76  feet,  or  32.07 
miles  of  sewers,  127  Flush  Tanks,  and  768  Manholes.  3,401  buildings  are 
connected  with  the  system. 

The  State  Health  Department  insists  on  a  very  high  standard'  of 
quality  for  the  effluent  from  the  Disposal  Plant,  and  weekly  reports  are 
made  to  the  Department  showing  each  day's  operation. 

The  total  sewage  handled  at  the  Sanitary  Sewerage  Disposal  Plant 
during  1946  was  576,684,647  gallons.  The  total  cost  for  the  operation 
and  (maintenance  of  the  plant  during  this  year  1946  was  $20,377.69. 
The  average  <cost  for  handling  the  sanitary  sewage  during  1946  was 
3.53  cents  per  1,000  gallons. 
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ANNUAL  REPORT  OF  THE  PLUMBING  INSPECTOR 

During  the  year  1946  the  Plumbing  Inspector  had  submitted  to  him 
228  sets  of  plans  for  approval.  These  plans  were  approved  and  the  work 
tested  and  inspected,  which  covered  the  fixtures  in  45  new  buildings 
amounting  to  285  fixtures.  During  1946  thirty-two  buildings  were  con- 
verted into  apartments,  requiring  the  inspection  and  testing  of  295  fix- 
tures. There  were  89  alterations  which  required  the  inspection  of  381 
fixtures.  Three  new  buildings,  outside  of  the  Borough  limits  were  con- 
nected with  the  Borough  of  Chambersburg  Water  System,  and  this  re- 
quired the  inspection  of  20  fixtures.  Sixteen  Bendix  Washers  installed 
during  the  year  made  it  necessary  to  inspect  and  approve  48  fixtures. 
There  were  3  air-conditioning  plants  installed  which  involved  the  in- 
spection of  9  fixtures.  Thirty-two  automatic  gas  water  heaters  were  in- 
stalled, each  one  of  which  required  inspection.  Forty-five  new  hot  water 
boilers  required  the  inspection  of  45  fixtures.  The  Plumbing  Inspector 
inspected  the  plumbing  work  and  fixtures  in  the  installation  of  3  elec- 
tric water  coolers.  This  involved  the  inspection  of  6  fixtures.  There  were 
3  electric  dish  washers  installed  which  required  the  inspection  of  6  fix- 
tures. The  sand  traps  in  connection  with  the  Chambersburg  Sanitary 
Sewerage  System  were  inspected  frequently  which  covered  576  inspec- 
tions. During  1946  there  were  1,124  inspection  trips  required,  involving 
fhe  inspection  of  1,673  fixtures. 


STATEMENT   OF   RECEIPTS    AND   EXPENDITURES   OF 

THE  BOROUGH  OF  CHAMBERSBURG,  PENNSYLVANIA, 

FROM  JANUARY  1st,  1946,  TO  JANUARY  1st,  1947 

Receipts 

Balance  in   Treasurer's   Account 

January  1,  1946    $  10,537.13 

Edgar  W.   Diehl,  Tax  Duplicate 

1946-1947     $     7,620.46 

Edgar  W.  Diehl,  Tax  Duplicate 

1945-1946     119.44 

7,923.09 

Licenses  200.50 

Licenses,  Beverages 4,225.00 

Building  Permits    73.00 

Plumbers  License    11.50 

Sewer  Permits  137.50 

4,647.50 

Parking  Meter  Fines   1,527.50 

Miscellaneous  Fines    1,741.00 

3,268.50 

Market  Master 959.00 

Tax  Liens  and  Interest 336.74 

Ambulance    Collections    1,352.90 

Pole  Tax  233.80 
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Street  Paving  Liens  and  Interest 

Rental  of  Properties    

Construction  of  Curb  and  Gutters 

Liquid   Fuel   Tax    

Miscellaneous   Street    

Rental  of  Borough  Tarm   

Sewer  Liens  and  Interest    

Rental  of,  Henninger  Field    .... 

Fire  Insurance  Tax  Refund    .  .  . 

Parking  Meter  Receipts 

Parking  Meter — Miscellaneous    . 

Garbage  Refuse  Collection  Ser- 
vice      

Refund  on  Liens 

Refund  on  Insurance 

U.  S.  Government  Lieu  of  Taxes 
Housing  Project   

Rental  o£  Municipal  Market    .  .  . 

Miscellaneous,  General     Borough 

Miscellaneous,  Police  Department 

Miscellaneous,  Fire    Department 

Miscellaneous,  Engineering  De- 
partment    

Miscellaneous,  Sewer  Depart- 
ment   

Miscellaneous,  Gas  Department  . 

Transfer  from  Electric  Light 
Department    


176.06 

281.25 

664.29 

9,038.60 

1,581.27 


11,741.47 

240.00 

1,107.49 

311.00 

2,127.56^ 

19,068.31 

94.75 

19,250.96 
118.90  - 
333.00— 

631.13 

323.50 

4.74 

169.94 

55.28 

108.97 

29.89 
82.81 

170,000.00 


$255,058.36 


Expenditures 

Salaries 

Clerks  and  Bookkeepers $  5,133.44 

Borough  Engineer    3,620.72 

Drafting  Department 7,941.69 

Treasurer    400.00 

Borough  Attorney     1,260.00 

Burgess   360.00 

Auditors    450.00 

Market  Master    1,710.50 

Plumbing  Inspector 1,932.08 


Board  of  Health 

Salaries   $    2,025.73 

Supplies 296.75 


Police  Department 

Salaries   $  29,096.74 

Pensions 987.00 

Equipment  and  Supplies  1,023.81 


$  22,798.43 


$     2,322.48 
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Maintenance      and     Repairs     to 

Motor  Equipment   868.57 

Uniforms     1,293.95 

Telephone  and  Telegraph   251.54 

Traffic  Sign  Signals  and  Repairs  1,996.30 

Fuel    227.24 

Gas  and  Oil   1,304.58 

Maintenance   and  Repairs   to 

Building     9.77 

Insurance    190.63 

Advertising     153.75 

Extra  Labor 91.20 

Maintenance  to  Radio  Equipment  291.52 

New  Equipment    1,000.00 

Medical  Fees    20.00 

Miscellaneous 203.50 


Parking  Meter   Account 

Salaries   $     7,105.09 

Rent  of  Parking  Lot  150.00 

Removal  of   Snow,   Maintenance 

of  Parking  Meters   2,316.17 


Street  Department 

Maintenance  of  Streets: 

Patching    $     4,008.02 

Surface  Oiling 6,103.61 

Sweeping  and  Cleaning 4,856.46 

Operating  Motor  Sweeper    .  .  .  1,520.72 

Snow  Removal 1,480.64 

Miscellaneous   699.43 

Maintenance  of  Alleys: 

Patching    $     2,173.42 

Sweeping  and  Cleaning 110.02 

Dust  and  Wood  Control   869.21 

Miscellaneous   97.02 

Maintenance  and  Repairs: 

Storm   Sewers    $        598.47 

Operation — Garage 2,198.12 

Purchase  and  Repairs  to  Tools  356.75 
Operation    and    Repairs    to 

Equipment    3,684.18 

Insurance   and   Office  ^Supplies  409.54 
Maintenance    and    Repairs    to 

Properties   105.38 

Back-filling  Ditches 2,150.84 

Pensions 572.40 

Supervision     2,490.25 

Construction   of   Streets    4,185.99 

Construction  of  Alleys    2,483.44 

Purchase  of  Major  Equipment  360.00 
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39,010.10 


$     9,571.26 


$  41,513.91 


Disposal  Plant 

Salaries   $ 

Equipment  and   Supplies    ...... 

Insurance    

Labor  at  Pump  House   

Gasoline     

Oil,   Waste,   Packing    

Chlorine  Chemical  Treatment   .  . 

Lamps    

Fuel   Oil    

Maintenance  and  Repairs,  Build- 
ings  and   Grounds    

Maintenance  and  Repairs,  Pumps 

Maintenance  and  Repairs,  Tools 
and  Instruments    

Maintenance  and  Repairs,  Tanks 
and  Filter  Beds    

Maintenance  and  Repairs,  Sludge 
Beds   .  .a 

Maintenance  and  Repairs,  Elec- 
trical  Equipment    

Maintenance  and  Repairs,  Truck 

Construction  and  E  q  u  i  p  m  e  nit, 
Buildings     


1,761.50 

69.00 

932.17 

8,531.45 

42.52 

32.14 

665.52 

2.58 

62.25 

1,138.70 
244.75 

8.45 

3,490.06 

3,294.63 

56.35 
39.62 

6.00 


$  20,377.69 


Fire  Department 

No.  1  Friendships: 

Driver's   Salary     

Supplies 

Repairs  to  Equipment 
Repairs  to  Building   .  . 

Telephone    

Laundry    

Coal    

Insurance    

Gas  and  Oil  

Miscellaneous   


$     3: 


908.10 
260.93 
74,88 
36.41 
27.95 
30.96 
97.20 
38.45 
35.63 
37.44 


$     4,547.95 


No.  2  Juniors: 


Drivers'  Salary   $     7,607.45 

Supplies    85.86 

Repairs  to  Equipmenit     549.02 

Repairs  to  Building     41.22 

Telephone 40.95 

Laundry     11.15 

Coal    180.53 

Insurance    62.14 

Gas  and  Oil   75.64 

Miscellaneous   14.30 


8,668.26 
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No.  3  Good  Wills: 

Drivers'  Salary   $     9,794.07 

Supplies     220.99 

Repairs  to  Equipment 216.99 

Repairs  to  Building 4.35 

Construction  of  New  Building: 

—Plans    2,200.00 

Telephone    27.95 

Laundry 50.25 

Coal    169.91 

Insurance    62.14 

Gas  and  Oil   36.53 

Miscellaneous   42.55 


No.  4  Franklins: 

Driver's  Salary   $     3,908.10 

Supplies 1,466.23 

Repairs  to  Equipment   263.05 

Repairs  to  Building     1,377.58 

Telephone    29.90 

Laundry     42.00 

Coal    377.70 

Insurance    62.14 

Gas  and  Oil   22.24 

Miscellaneous    56.36 


No.  5  Cumberland  Valley: 

Driver's  Salary   $     3,908.10 

Supplies     65.95 

Repairs  to   Equipment    124.66 

Telephone    27.95 

Laundry    13.50 

Coal    197.27 

Insurance    38.45 

Gas  and  Oil   5.90 

Miscellaneous    65.38 


General  Fire  Department 

Maintenance     and     Repairs     to 

Alarm    System $        761.94 

Miscellaneous   ! 22.44 


Sewers 

Maintenance   and   Repairs    $     2,099.46 

Extension    3,297.51 


$  12,825.73 


$     7,595.30 


$     4,447.16 


784.38 


$     5,396.97 


Garbage  and  Refuse 
Collection  Service 

Salaries  and  Expenses    $  17,855.46 
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Miscellaneous 

Office    Supplies    $     2,444.31 

Supplies,     Engineering     Depart- 
ment    1,376.53 

Maintenance  City  Hall   1,611.55 

Municipal  Market,  Operation  and 

Maintenance  3,006.86 

Insurance,    Fire,    Accident    and 

Compensation 3,006.83 

Maintenance      and      Operation 

Parks  and  Playgrounds    .      .  .  6,911.30 
Improvements,   Parks   and   Play- 
grounds      1,596.86 

Recreation    Center    2,371.28 

Coyle   Free    Library   Appropria- 
tion    3,000.00 

Maintenance  of  Ambulances  ....  1,054.36 

Telephone    513.20 

Maintenance — Comfort  Station   .  920.57 

Maintenance  of  Incinerator   ....  1,727.72 

Salary,  Veterans  Administration  2,400.00 

Expenses,  Salvage   Drives    106.68 

Expenses,  Defense    Council    ....  26.45 
Appropriation  Spanish  American 

War  Veterans    100.00 

Dues,  Borough  Association    ....  42.00 

Premium  on  Bonds    255.00 

Expenses    Borough    Officials    at 

Convention    796.00 

Maintenance  of  Borough  Farm  .  156.38 
Appropriation,    Ch ambe r  sb  u r  g 

Hospital    2,717.02 

Tax   Collector's    Expenses    119.47 

Expense,  Fighting  Dump  fire   .  .  133.68 

Borough  Solicitor's  Expenses    .  .  22.50 

Fire  Insurance  Tax   2,127.56 

Expense,  Christmas  Lighting   .  .  204.50 
Expense,  Filing  Tax  Liens,  Legal 

Expense 45.00 

Pensions    74.43 

Expenses   of   Committees    222.05 

Tax  Collector's  Commissions  ....  253.54 
Expense  Transfer  of   Gas   Com- 
pany      .  3,356.26 

Liquid  Fuel  Tax  Fund   8,119.86 

Miscellaneous   43.35 


$  50,863.10 

$248,578.18 

Balance  in  Hands  of  Treasurer 

January  1,  1947 6,480.18 


$255,058.36 


23 


BOROUGH   FIRE  FUND 

January     1,     1946,     Balance    in 

Treasurer's  Hands    $  11.012.91 

Interest,  Time    Certificates   of 

Deposit    115.81 

Interest,  Coupons,      Mercersburg 

Bonds  42.52 

Interest,  2%%    U.    S.    Treasury 

Bonds  405.00 

$2,000.00  Borough  of  Mercers- 
burg Bonds 2,000.00 

$50,000.00   U.   S.   Savings   Bonds 

Series  "F" 37,000.00 

$18,000.00   U.   S.   Savings   Bonds 

2%%    (1956-59)    18,000.00 

$  68,576.24 

$50,000.00   U.   S.   Savings   Bonds 

Series  "F" 37,000.00 

$18,000.00  U.  S.  Treasury  Bonds 

2%%    (1956-59)    18,000.00 

Balance    in    Treasurer's    Hands 

January  1,  1947   13,576.24 

68,576.24 


TAX  COLLECTOR'S  ACCOUNT 

Borough        Bond        Borough        Bond  Total 

Dr. 

Duplicate  1943- 
1944  Taxes, 
Balance  as 
shown  by  Audi- 
tor's R  e  p  o  r  t 
January  1,  1946  $        34.03  $      101.51 

Cr. 

Tax  Lien  Entered  $         3.80  $        11.36  3.80  11.36 


Balance  Outstand- 
ing, January  1, 
1947    $        30.23  $        90.15 

Dr. 

Duplicate  1944- 
1945  Taxes, 
Balance  as 
shown  by  Audi- 
tor's Report 
January  1,  1946  $        62.24  $      192.50 

Cr. 

Tax  Liens  Entered  $  2.11  $  6.31  2.11  6.31 
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Balance  Outstand- 
ing January  1, 
1947    $        60.13  $      186.19 

Dr. 

Duplicate   1945- 

1946  Taxes, 
Balance  as 
shown  by  Audi- 
tors'   R  e  p  o  r  t 

January  1,  1946  $      139.21  $     427.81 
Penalty  Added  .  .  4.29  13.16 

$      143.50  $      440.97 

Cr. 

Amount  paid 

Treasurer  iby 

Edgar  W.  Diehl, 

Collector    $      119.44  $      368.75 

Tax  Liens  Entered  2.43  7.26 

$      121,87  $      376.01 

Balance  Outstand- 
ing January  1, 

1947    $        21.63  $        64.96 

Dr. 

Duplicate  1946- 

1947    $  8,224.90  $24,576.32 

Cr. 

Amount  Collected 
to  November  1, 
1946    $  7,803.65  $23,404.00 

Abatement  on 
Amount  Col- 
lected to  No- 
vember 1,  1946         159.25  477.63 

— $  7,962.90  $23,881.63 

Balance  to  be 
Collected  Janu- 
ary 1,   1947    . .  $      262.00  $      694.69 

SUMMARY  TAX  DUPLICATE 

January  1,  1947,  Duplicate  1943-1944 
January  1,  1947,  Duplicate  1944-1945 
January  1,  1947,  Duplicate  1945-1946 
January  1,  1947,  Duplicate  1946-1947 


I        30.23  $ 

90.15 

60.13 

186.19 

21.63 

64.96 

262.00 

694.69 

$      373.99  $  1,035.99  $  1,409.98 
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BOND  DEPARTMENT 
Receipts 

Balance  in  Hands  of  Treasurer,  Janu- 
ary 1,  1946  $  5,393.12 

Tax    Duplicate    1946-1947,    Edgar    W. 

Diehl,  Collector   $23,404.00 

Tax    Duplicate    1945-1946,    Edgar    W. 

Diehl,  Collector   268.75     23,772.75 

$29,165.87 

Expenditures 

Bonds  Redeemed   $  5,000.00 

Interest  Paid   (Coupons)    2,380.00 

Commission,  Edgar  W.  Diehl,  Collector  760.72 
Balance  in  Hands   of  Treasurer  Janu- 
ary 1,   1947    21,025.15 

$29,165.87 

BOND  DEPARTMENT— SINKING  FUND 

Balance  in  Treasurer's  Hands  January  1,  1946   .  .    $  4,551.38 

Interest  Received    45.60 

Balance  dn  Hands  of  Treasurer  January  1,  1947  .  .     $  4,596.98 

TAX  LIENS 

Borough 
Borough        Bond       and  Bond      Interest         Total 

Balance  to  be 
Collected  Janu- 
ary 1,  1946   ...    $      645.90  $      839.61  $        27.33  $  1,512.84 

Liens     Entered 

During  1946   .  .  8.34  24.93  33.27 

Interest   Collected  $      138.00  138.00 

$      654.24  $      864.54  $        27.33  $      138.00  $  1,684.11 
Amount    Col- 

lected  1946   .  .  .  84.61  114.13  198.74 

$      569.63  $     750.41  $        27.33  $      138.00  $  1,485.37 
Tax    Liens    Not 
Revived     Dur- 
ing 1946    9.01  5.99  5.88  20.88 

$      560.62  $      744.42  $        21.45  $      138.00  $  1,464.49 

LATERAL  SEWER  LIENS 

Balance  to  be  Collected  January  1,  1946   $  2,402.72 

Interest    Accrued    361.29 

Costs  Accrued   40.90 

$  2,804.91 

26 


Collected   During   1946    $      744.35 

Interest  Collected 363.14 

Costs   Collected 40.90 

Balance  to  be  Collected  January  1,  1947   1,656.52 


PAVING  LIENS 

Balance  to  be  Collected  January  1,  1947   

Interest   Accrued        

■•    $ 

699.26 
100.98 

Costs  Accrued                

29.50 

■•    $ 

Collected   During    1946 

Interest  Collected   

75.08 
100.98 

Costs   Collected    

29.50 

Balance  to  be  Collected  January  1,  1947   

624.18 

$  2,804.91 


$      829.74 


829.74 


HERBERT  C.  KEEFER, 
EUGENE  V.  MILLER, 
JOHN  A.  BURKHART, 

Auditors. 


CHAMBERSBURG  WATER  DEPARTMENT 
HISTORICAL  SKETCH 

The  first  attempt  to  furnish  water  under  pressure  to  the  citizens  of 
Chambersburg  was  made  by  the  Chambersburg  Water  Company,  of  which 
Mr.  James  Riddle  was  President  in  1817.  This  company  furnished  water 
under  pressure  through  a  wooden  pipe  system  which  consisted  simply 
•of  pine  logs  with  suitable  holes  bored  through  them  from  end  to  end 
and  the  logs  fastened  together  'end  to  end  by  a  heavy  brass  tapered 
ferrule.  Water  was  furnished  until  1875  or  1876.  The  pump  for  this  system 
was  located  on  the  South  iside  of  the  Falling  Spring  at  ia  point  almost 
directly  in  line  with  the  buildings  of  the  Chambersburg  Hospital  and 
was  diriven  by  a  water  wheel.  The  reservoir  was  located  where  the 
present  buildings  of  the  Chambersburg  Hospital  now  stand  and  during 
the  construction  of  the  Hospital  traces  of  the  old  reservoir  structure 
were  uncovered,  and  some  of  the  old  wooden  pipe  was  dug  up.  The 
pressure  under  which  this  water  was  furnished  must  have  been,  of 
necessity,  quite  low  and  the  old  records  show  that  the  system,  as  a 
whole,  was  not  satisfactory. 

On  March  1,  1875,  the  following  men  were  elected  to  the  Chambers- 
burg Town  Council:  W.  B.  Gilmiore,  Jacob  H.  Miller,  Samuel  M.  Worley, 
J.  P.  Culbertson,  John  C,  Gerbig,  John  Suesserote,  Thomas  Cook,  and 
David  Harmony,  with  G.  W.  Nitterhouse  as  Burgess.  On  July  17,  1875, 
this  body  took  action  setting  Friday,  August  20,  1875,  as  an  election 
day  for  voting  ion  a  bond  issue  not  to  exceed  $60,000.00,  for  the  purpose 
of  erecting  a  suitable  water  works.  This  -election  was  duly  held  and 
the  official  count,  reported  at  a  special  meeting  of  Council  held 
August  21,  1875,  was  as  follows: 

In  favor  of  the  Bond  Issue   648 

Not  in  favor  of  the  Bond  Issue   317 
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This  was  the  beginning  of  the  Borough  of  Chambersburg  entering 
into  the  business  of  supplying  water  to  its  citizens. 

Bids  were  received  for  the  necessary  equipment  on  September  25, 
1875,  and  the  contract  was  awarded  to  H.  P.  M.  Birkenbine  at  a  price 
of  $53,850.00  which  covered  a  one  million  gallon  pump,  boiler,  one 
million  gallon  reservoir,  28  fire  plugs,  5,400  feet  of  10-inch  pipe, 
1,750  feet  of  8-inch  pipe,  7,693  ifeet  of  6-inch  pipe,  and  18,500  feet  of 
4-inch  pipe,  or  a  total  of  6.3  miles  of  pipe.  It  is  a  matter  of  some 
interest  to  note  that  all  of  this  old  pipei  and  some  <of  the  old  Birkenbine 
fire  plugs  are  still  in  service  in  Chambersburg  today. 

This  action  on  the  part  of  the  Borough  was  contested  by  the 
Chambersburg  Water  Company,  but,  in  the  'end,  all  of  the  actions  of 
Council  were  upheld  by  the  Courts. 

The  first  pumping  plant,  constructed  in  1875-1876,  a  steam  operated 
one,  was  located  on  the  west  bank  of  the  Conocoeheague  Creek  almost 
directly  opposite  the  foundry  of  the  Wolf  Company,  and  has  always 
been  known  locally  as  the  Birkenbine  Pumping  Plant. 

In  1891  a  water-power  driven  pumping  plant  was  installed  at  the 
C.  B.  Gish  Mill  about  a  mile  north  of  Chambersburg.  This  plant  also 
r'rew  its  water  from  the  Conococheague  and  was  afterward  known  as 
Siloam.  Another  reservoir  with  a  capacity  of  2,000,000  gallons,  fed 
from  this  plant  was  constructed  on  the  farm  of  Joseph  Horst. 

In  1911,  the  Conococheague  Creek  at  Siloam  was  abandoned  as  a 
source  of  regular  water  supply  by  the  Borough  and  a  supply  brought 
in  by  gravity  from  the  State  Forest  at  Caledonia.  This  was  a  vast 
improvement  over  any  of  the  other  supplies  that  the  Borough  of  Cham- 
bersburg had  been  using  but  the  drought  of  1931,  1932,  and  1933 
brought  very  forcibly  to  the  attention  of  the  authorities  that  the  supply 
might,  under  certain  conditions,  become  quite  inadequate.  To  guard 
against  any  shortage  of  water  that  might  possibly  occur,  the  Borough 
of  Chambersburg  proceeded  to  build  a  storage  dam  at  Caledonia  across 
the  Birch  Run  Valley,  which  holds  387,000,000  gallons  >of  water.  This 
dam  will  be  held  entirely  full  at  all  times  for  emergency  purposes. 

The  total  cash  and  credits  of  this  Department  for  1946  were 
$82,044.55,  and  the  total  operating  and  non-operating  expenses  were 
$37,703.68,  including  depreciation  amounting  to  $12,886.83,  which  leaves 
a  total  gross  profit,  exclusive  of  interest  charges,  of  $44,340.87. 

.Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Ac- 
counting and  Bookkeeping  System  was  installed  for  this  Department, 
after  the  making  of  a  complete  apprasial.  The  Reproduction  Value  New, 
less  Accrued  Depreciation,  as  of  December  31,  1946,  was  $1,106,327.94. 

PHYSICAL  DATA   OF  WATER  DEPARTMENT 
JANUARY  1,  1947 

Population   of  Borough    15,500 

(Census  Population — 15,005  and  495  was  added  for  Schools  and  Colleges) 

Area  of  Water  Shed   17.75  Square  Miles 

Elevation  of  Impounding    Reservoir     .  .  .    1,091.75  feet  above  Sea  Level 

Elevation  of  Intake   Dam    975  feet  above  Sea  Level 

Elevation  of  Dull  Hill  Reservoir    801  feet  above  Sea  Level 

Elevation  of  Horst  Reservoir   712  feet  above  Sea  Level 

Elevation  of  Reservoir  Hill  Reservoir   707  feet  above  Sea  Level 

Elevation  of  Memorial  Square 615  feet  above  Sea  Level 

Total  Head  from  Intake  to  Town  360  Feet 
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Present  24  Hour  Capacity  from  Michaux  State  Forest 
by  Gravity  with  40  Pounds  Average  Residual 
Pressure  in  Chambers-burg   5,500,000  Gallons 

Emergency    Steam    Operated    Plant    at 

Siloam,    Capacity    2,500,000  Gallons  in  24  Hours 

Storage  Capacity  of  Impounding   Reservoir    387,000,000  Gallons 

Storage  Capacity  of  Dull    Hill   Reservoir    2,200,000  Gallons 

Storage  Capacity  of  Horst  Reservoir    2,000,000  Gallons 

Storage  Capacity  of  Reservoir  Hill  Reservoir    1,000,000  Gallons 

Storage  Capacity  of  .Stand    Pipe    55,000  Gallons 

Total   Storage   Capacity    392,255,000  Gallons 

Days  Supply  @  2,867,803  G.  P.  D.  if  no  water  came  from  Mountain  1.83 

Days  Supply  @  2,867,803  G.  P.  D.  in  Impounding  Reservoir 134.95 

Total  Days  Supply  Stored  @  2,867,803  G.  P.  D 136.78 

Miles  of  Mains  an  Borough  Limits: 

14*  Inch  .  ? 0.42  Miles  4  Inch  11.82  Miles 

12  Inch  2.53  Miles  2  Inch  0.57  Miles 

10  Inch  4.05  Miles  1V2   Inch  0.18  Miles 

8  Inch  4.36  Miles  1  Inch  0.37  Miles 

6  Inch  15.13  Miles 

Total  of  all  Mains  in  Borough  Limits 39.43  Miles 

Miles  of  Mains  Outside  Borough  Limits: 

16  Inch   2.43  Miles  6  Inch   1.03  Miles 

14  Inch   17.81  Miles  4  Inch   0.09  Miles 

12  Inch   1.29  Miles 

Total  of  all  Mains  Outside  Borough  Limits    22.65  Miles 

Total  of  all  Mains  Inside  and   Outside  Borough  Limits    .  .    62.08  Miles 

Total  Number  of  Sewer  Flush  Tanks  on  System   127 

Total  Number  of  Fire  Hydrants  on  System    251 

Active  Services: 

8  Inch   6  1V2  Inch   20 

6  Inch   12  li/4  Inch 30 

4  Inch   30  1  Inch   222 

3  Inch   4  %  Inch   3,491 

2%   Inch   1  y2  Inch   92 

2  Inch   33 

Total  of  all  Active  Services   3,941 

Inactive  (Services : 

2  Inch   3  %   Inch   73 

1  Inch   11  y2   Inch   2 
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Total  of  all  Inactive   Services    89 

Total  of  all  Active  and  Inactive  Services    4,030 

Valves  Inside  Borough  Limits   679 

Valves  Outside  Borough  Limits    80 

Total  Valves  dn  System   759 

Number  of  Domestic  Consumers  Inside  Borough  Limits    3,521 

Number  of  Domestic  Consumers  Outside   Borough   Limits    260 

Total  Number  of  Domestic  Consumers  3,781 

Number  of  Industrial  Consumers    42 

Number  of  Railroad   Consumers    4 

Number  of  Public   Consumers    43 

Number  of  Free  Consumers   29 

Total  Number  of  Active  Metered  Consumers    3,899 

Meters  on  System  January  1,  1947: 

8  Inch   5  1V2  Inch  27 

6  Inch   9  1%  Inch  2 

4  Inch   18  1  Inch  30 

3  Inch   16  %  Inch  103 

2  Inch   31  %  Inch  3,726 

Total  Number  of  Meters  on  System   3,967 

Data  for  Year  1946 : 

Total  Cubic  Feet  Registered  by  Master  Meters    139,566,400 

Total  Cubic  Feet  Furnished  Domestic    Consumers    37,694,202 

Total  Cubic  Feet  Furnished  Industrial  Consumers     34,187,634 

Total  Cubic  Feet  Furnished  Industrial  Consumers,     Siloam  7,069,141 

Total  Cubic  Feet  Furnished  Railroad   Consumers     9,794,017 

Total  Cubic  Feet  Furnished  Public  Consumers    5,144,318 

Total  Cubic  Feet  Furnished  Free   Consumers    5,061.096 

Estimated   Total   Cubic  Feet   Furnished  for   Fire,   Flushing 
Streets,    Trenches,    Fire    Hydrants    and    Sewer    Flush 

Tanks 5,657,500 

Total  Cubic  Feet  Accounted  For    (Mountain  Water)    97,538,767 

Total  Cubic  Feet  Lost  between  Master  Meters  and  Consumer     42,027,633 
Percentage  Lost  between  Master  Meters  and  Consumer  ....  30.1% 

50%  of  Loss  is  in  Mains   21,013,817 

45%   of  Loss  is  in  Service    Pipes    18,912,435 

5%  of  Loss  is  Due  to  Under-Registration  of  Meters    ....        2,101,381 

Average  Cubic  Feet  Registered  by  Master  Meters  per  Day  382,374 

Average  Cubic  Feet  Used  by  Consumers  per  Day   267,229 

Average  Cubic  Feet  Unaccounted  For  per  Day    115,145 

Average  Gallons  Registered  by  Master  Meters  per  Day    .  .  2,867,803 

Average  Gallons  Per  Day  per  Domestic   Consumer    205 

Average  Gallons  per  Day  per  Industrial    Consumer    20,184 

Average  Gallons  per  Day  per  Railroad    Consumer     50,312 

Average  Gallons  per  Day  per  Public  Consumer    2,458 
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Average  Gallons  per  Day  per  Free   Consumer    3,586 

Estimated  Average  Gallons  Used  per  Day  for  Fire,  Flushing 
Streets,    Sewers,   Trenches,   Fire   Hydrants    and    Sewer 

Flush  Tanks 116,250 

Average  Gallons  per  Day  Used  for  All  Purposes    2,149,478 

Average  Gallons  per  Day  Unaccounted  For 718,325 

Average  Gallons  per  Capita  per  Day  Domestic    50.0 

Average  Gallons  per  Capita  per  Day  Industrial     54.7 

Average  Gallons  per  Capita  per  Day  Railroad     13.0 

Average  Gallons  per  Capita  per  Day  Public      6.8 

Average  Gallons  per  Capita  per  Day  iFree    6.7 

Average  Gallons  per  Capita  per  Day  Flushing,  Fire  Hy- 
drants, Etc 7.5 

Total   Average   Gallons   per    Capita   per   Day   Consumption  138.7 

Received    from   Water   Sale   for   Domestic   Purposes   Inside 

Borough $  38,456.50 

Received  from  Water   Sale  for  Domestic  Purposes   Outside 

Borough 6,624.91 

Total  Received  from  Water  Sale  for  Domestic  Purposes   .  .  45,081.41 

Total  Received  from  Water  Sale  for  Industrial  Purposes  .  13,814.14 
Total  Received  from  Water  Sale  for  Industrial      Purposes, 

Siloam    2,113.75 

Total  Received  from  Water  Sale  for  Railroad  Purposes    .  .  3,161.49 

Total  Received  from  Water  Sale  for  Public   Purposes    ....  2,498.44 

Total  Received  from  Sale  of  Meters,  Cocks,  and  Accessories  6,224.29 

Total  Received  from  All  Sources   72,893.52 

Total  Credits    for   Water    Furnished    Free    Consumers    and 

Other   Borough   Departments    9,151.03 

Total  Receipts  and  Credits    82,044.55 

Cash  Receipts  from  Water  .Sale  for  All  Purposes,   1946    .  .    $  66,669.23 

Cash  Receipts  from  Water  Sale  for  All  Purposes,    1945    .  .  66,205.38 

Increase  in  Receipts  from  Water  Sale  for  the  Year 463.85 

Cash  Receipts  from  Sale  of  Meters,  Cocks  and  Accessories, 

1946    6,224.29 

Cash  Receipts  from  Sale  of  Meters,  Cocks  and  Accessories, 

1945    5,981.90 

Increase  in  Receipts  from  Sale  of  Meters,  Etc.  for  the  Year  242.39 

Average  Received  per  1,000  Cubic  Feet  from  Domestic,  In- 
cluding  Minimum   Charges    $  1.23 

Average  Received  per  1,000  Gallons  from  Domestic,  Includ- 

ingMinimum   Charges    .16 

Average  Received  per  1,000  Cubic  Feet  from  Industrial,  In- 
eluding  Minimum  Charges   .39 

Average  Received  per  1,000  Gallons  from  Industrial,  Includ- 
ing Minimum  Charges  .05 

Average  Received  per  1,000  Cubic  Feet  from  Railroad,  In- 
eluding   Minimum   Charges    .32 

Average  Received  per  1,000  Gallons  from  Railroad,  Includ- 
ing Minimum   Charges    .04 

Average  Received  per  1,000  Cubic  Feet  from  Public,  Includ- 
ing Minimum  Charges  .49 

Average  Received  per  1,000  Gallons  from  Public,  Including 

Minimum   Charges    .06 
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Average  Received  per  Quarter  per  Domestic  Inside  Bor- 
ough     2.73 

Average  Received  per  Quarter  per  Domestic  Outside  Bor- 
ough     6.37 

Average  Received  per  Quarter  per  Public  Consumer  14.53 

Average  Received  per  Month  per  Industrial   Consumer    .  .  .  31.60 

Average  Received  per  Month  per  Railroad  Consumer 65.86 

Received  from  Water  Sale  per  Mile  of  Main  Inside  Bor- 
ough      $     1,522.81 

Received  from  Water  Sale  per  Mile  of  Main  Outside  Bor- 
ough     292.49 

Received  from  Water  Sale  per  Mile  of  Main  Inside      and 

Outside  Borough  Limits    1,073.92 

Total  Lost  in  Bad  Accounts,  1946    $            0.00 

Percent  Lost  in  Bad  Accounts,  1946    0.00 

Receipts  and  Credits  for  1946    82,045.00 

Receipts  and  Credits  for  1945    '. 81,187.00 

Increase  for  the  Year   858.00 

BALANCE  SHEET 

WATER  DEPARTMENT 

Assets 
Fixed  Capital 

Fixed  Capital  Installed  ....      $1,350,939.13 

Construction  Work  in  Pro- 
gress      22,152.34 

Total  Fixed  Capital    $1,352,570.68 

Funds  and  Special  Deposits 

Sinking  Fund  Assets    $    173,106".17 

Total     Funds     and     Special 

Deposits    $    173,106.17 

Current   Assets 

Cash    (Borough  Treasurer's 

Account)     $      25,547.13 

Accounts     Receivable     from 

Consumers      14,388.03 

Materials    and    Supplies    .  .  5,890.49 
Other    Current    Assets    and 

Interest  on    U.    S.    Notes  329.17 

Total  Current  Assets $      46,154.82 

$1,592,352.46 


Liabilities 
Municipal  Ownership 

Net  Worth,   Water   Depart- 
ment   $    954,181.63 

Current  Liabilities 

Assessments   for   Line   Con- 
struction       7,518.61 
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Reserves 

Reserve   for    Renewals    and 

Replacements     k  244,611.19 

Surplus 

Unappropriated  Surplus    .  .  386,041.03 

Total  Liabilities   $1,592,352.46 

RECAPITULATION  OF  NET  WORTH 

Net    Investment,    December 

31,  1945    $1,304,792.27 

Additions  During  Year  1946  38,010.20 

Net  Income  for  Year    $1,342,802.47 

Deductions  During  Year  1946: 

Free  Water  to  Borough    .  .  $        2,579.81 

Balance  December  31,  1946  $1,340,222.66 

REVENUE  AND  EXPENSE  STATEMENT 

WATER  DEPARTMENT 

Operating   Revenues 

Metered   Domestic   Sales    .  .  $      40,761.49 

Metered  Commercial      Sales  7,940.13 

Metered  Industrial  Sales     .  19,444.19 

Metered  Public  Sales    3,215.08 

Sales  for  Private  Fire  Pro- 
tection    113.19 

Consumers'  Discounts    For- 
feited  and   Penalties   Im- 
posed    71.49 

Total  Operating  Revenues  .  .    $      71,545.57 

Operating  Expenses 

Water  Collection  System: 

Operating  Labor    $  706.34 

Maintenance    933.97 

$        1,640.31 

Purification  System : 

Operating  Labor $        1,413.15 

Supplies  and  Expenses  .  .  1,375.67 

Maintenance    236.63 

$        3,025.45 

Distribution  System : 

Operating  Labor  (Gen- 
eral)         $        1,121.13 

Operating  Labor  (Reser- 
voir)      706.34 
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Maintenance  of  Mains  and 

Pipes   416.08 

Maintenance    of    Storage 

Reservoirs,  etc 133.09 

Maintenance     of     Meters, 

Vaults,  etc 608.50 

Maintenance  of  other  Dis- 
tribution Property   ....  371.20 


$        3,356.34 


General    Expenses 


Office   Salaries    $      10,658.36 

Salaries    of   Meter    Readers  1,365.76 

Office  Supplies  and  Ex- 
penses      350.53 

Other  General  Property  Ex- 
penses      405.20 

Taxes,     Water     Lease     and 

Right  of  Way  Charges  .  .  1,131.47 

Other  General  Expenses    .  .  336.30 

Maintenance  of  General  Pro- 
perties       570.07 

Depreciation    12,886.83 

Total    General   Expenses    .  .    $      27,704.52 

Total  Operating  Expenses   .  $      36,098.29 


INCOME  STATEMENT 
WATER  DEPARTMENT 

Operating    Revenues 

Operating  Income    $      71,545.57 

Operating    Expenses 

Water  Collection  System   .  .  $        1,640.31 

Purification   System    3,025.45 

Pumping  System    372.67 

Distribution   System    3,356.34 

General  Operating  Expenses  27,704.52 

Total  Operating  Expenses   .     36,099.29 

Net  Operating  Income   ....  $      35,446.28 

Non-Operating  Revenues  .  .  4,168.31 
Non-Operating  Expenses  .  .  1,604.39 
Net  NonOperating  Income  .  2,563.92 


Net  Income   $      38,010.20 
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ANALYSIS  OF  FIXED  CAPITAL 
WATER  DEPARTMENT 

Balance  Additions  Balance 

Description  Dec.  31, 1945  1946  Dec.  31, 1946 

Organization     $      11,024.28  $      11,024,28 

Water  Collection  System: 

Rights   of  Way    3,143.00  3,143.00 

Water    Diversion    Rights  40,400.00  40,400.00, 

Impounding   Reservoirs    .  194,524.78  194,524.78 

Collection  Reservoirs  and 

Intake  Wells   51,084.39  51,084.39 

Aqueducts  and  Supply 

Mains    407,718.29  407,718.29 

Purification  System  Fil- 
ters      1,090.25  1,090.25 

Purification  System, 
Chemical  Treatment 
Plant     2,799.63  2,799.63 

Purification  System, 
Water  Testing  Equip- 
ment      31.50  31.50 

Pumping  System,  Pump- 
ing   Station    Structures  5,208.85  5,208.85 

Pumping   System,   Pumps 

and    Pump    Equipment  12,469.80  12,469.80 

Distribution     System, 

Rights  of  Way 404.00  404.00 

Distribution     System, 

Transmission  Mains    .  .  330.43  330.43 

Distribution     System, 

Reservoirs,    Tanks,   etc.  11,994.02  11,994.02 

Distribution     System, 

Mains 414,538.40     $  175.80  414,714.20 

Distribution  System, 
Fire  Hydrants  and  Cis- 
terns      26,577.26  26,577.26 

Distribution     System, 

Fountains  and  Troughs  11,107.75  11,107.75 

General  Equipment,  Other 

General  Structures    .  .  .  3,329.00  3,329.00 

General  Equipment,  Office 

Equipment   922.34  922.34 

General  Equipment,  Other 

General  Equipment   .  .  .  9,495.63  9,495.63 

Engineering  and  Superin- 
tendence during  Con- 
struction       33,566,50  33,566.50 

Administrative  and  Legal 
Expenses  during  Con- 
struction       11,024.28  11,024.28 

Interest  During  Construc- 
tion      34,065.04  34,065.04 

Development  Cost    63,913.91  63,913.91 


Totals      $1,350,763.33     $  175.80     $1,350,939.13 
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WATER  DEPARTMENT— SINKING  FUND 

1946 

Balance  in  Sinking  Fund  January  1,  1946     $      11,887.28 

Jan.       Interest  on  Time  Certificates    54.51 

Mar.     Transfer  from   Water   Department, 

General     39,000.00 

Interest  on  Time    Certificates    ....  2.50 

Interest  on  $80,000.00  U.  S.  Bonds 

1%%     500.00 

June     Interest  on  $40,000.00  U.  S.  Bonds 

2%%     450.00 

Interest  on  Time    Certificates    ....  2.42 
July      Interest  on  Time    Certificates     ....                    54.77 
Sept.     Interest  on  Time    Certificates    ....                  200.01 
Interest  on  $80,000.00  U.  S.  Treas- 
urer's Bonds  1^4%    500.00 

Dec.      Interest  on  Time    Certificates    ....  4.68 

Interest  on  $40,000.00  U.  S.  Bonds 

2%%     450.00 

$      53,106.17 

Balance  in   Treasurer's   Hands   De- 
cember 31,  1946   $      53,106.17 


SUMMARY  OF  SECURITIES  HELD  BY  WATER  DEPARTMENT 
SINKING  FUND 

DECEMBER  31,  1946 

$80,000.00  U.  S.  Treas.  Notes  1%,  Series  "B"  1947 
40,000.00  U.  S.  Treas.  2%'s,  1959-62 


$120,000.00  Total 


WATER  DEPARTMENT— CREDIT  ACCOUNTS  1946 

Metered  Water,  Light  Plant   $  656.91 

Metered  Water,  Park  of  the  Valiant 128.52 

Metered  Water,  Gas   Plant    10.12 

Metered  Water,  Fire   Houses    51.76 

Metered  Water,  City    Hall,    Meter    Room 

and  Police  Headquarters    76.88 

Metered  Water,  Municipal   Market    6.00 

Memorial    Fountains    227.27 

Comfort  Station    363.40 

Borough    Farm    12.92 

Disposal    Plant    458.03 

Borougih  Garage   8.36 

Parks  and  Playgrounds    61.83 

East    Queen     Street    and     South     Fourth 

Street   Properties    12.31 

$        2,074.31 
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FREE  WATER  PER  AGREEMENT 

Penn  Hall   Farm    $             86.31 

Nittenhouse   Farm    11.12 

Children's  Home  (75%)    35.79 

Hospital    (75%)    367.32 

Salvation   Army    4.96 


$        2,579.81 

Note:     This  amount,  $2,579.81,  used  in  Comparative  Income  Statement- 
as  Free  Water  furnished  in  1946. 

FREE  UNMETERED  WATER  FURNISHED  THE  FOLLOWING  IN  1946 

240  Fire  Hydrants  @  $15.00,  plus  11  add- 
ed during  the  year    $        3,655.00 

126  Sewer  Flush  Tanks  @  $16.96,  plus  1 

added  during  the  year 2,141.22 

Flushing'  Storm  Sewers  and  Street  Work  .  750.00 

Road  Roller  and  Street  Sweeper   25.00 

$        6,571.22 

Note:     This  amount,  $6,571.22  does  not  appear  in  any  other  statement. 

WATED  LIENS 

Balance  to  be  Collected  January  1,  1946  .  .     $  853.16 

Interest   Accrued    269.27 

Costs  Accrued   53.30 

$        j  175.73 

Collected  During  1946 $  451.61 

Interest  Collected   273.05 

Costs   Collected    53.30 

Balance  to  be  Collected  January  1,  1947  .  .  397.77 

$        1,175.73 

HERBERT  C.  KEEFER, 
EUGENE  V.  MILLER, 
JOHN  A.  BURKHART, 

Auditors. 


GAS  DEPARTMENT 

During  the  final  days  of  1946  the  Borough  completed  negotiations 
for  the  purchase  of  the  physical  properties  of  the  Chambersburg  Gas 
Company.  These  properties  included1  the  gas  plant,  mains  in  the  streets, 
services  to  houses,  meters,  materials  and  supplies  and  merchandise  held 
for  sale.  The  purchase  price  of  $370,000  was  borrowed  for  the  purpose 
from  the  Sinking  Fund  of  the  Electric  Light  Department  with  the 
understanding  that  interest  would  be  paid  on  this  loan  at  2%  annually. 

Since  the  Borough  operated  this  property  only  a  few  days  during 
the  year  covered  by  this  report  no  operating  figures  are  presented 
herewith  and  the  only  reflection  of  the  purchase  in  this  report  appears 
in  the  transfer  of  funds  from  the  Electric  Light  Department  Sinking 
Fund  and  an  offsetting  figure  in  the  list  of  the  value  of  the  Borough 
property.  Operating  figures  on  this  utility  will  appear  in  the  report  for 
the  year  1947. 
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HISTORICAL  SKETCH  OF  ELECTRIC  LIGHT 
DEPARTMENT 

On  August  29,  1874,  the  following  named  persons  applied  for  a 
Charter  to  furnish  electric  current  for  lighting  in  the  Borough  of 
Ohambersburg,  under  the  name   of  "The  Franklin   Electric   Company": 

James   McKnight   and  Agent  B.  M.  Nead 

B.  Frank  Gilmore  Van   T.   Haulman 
William  McKnight  Samuel    L.    Hawbaker 
J.  Spoonhour                                                       W.  Lynn  Ritchey 
William  Nixon  George  A.  Britsch 
William  Sellers  D.  Alonza  Orr 

M.  A.  Foltz  William  Orr 

C.  H.  Fulwiler  John  Hart 

John  A.  Orr 

The  stock  in  (this  Company  was  stated  at  $25.00  a  share,  but  just 
how  much  stock  was  issued  is  not  a  matter  of  record. 

There  is  some  doubt  as  to  the  year  this  Company  (started  to  furnish 
current  in  Chambersburg,  but  that  it  was  in  business  in  Chambersburg 
has  been  established  beyond  question.  How  extensive  their  business 
was  at  that  time,  it  is  now  impossible  to  state. 

The  plant  consisted  of  a  belt  driven  generator  using  a  steam 
traction  engine  as  power,  and  the  equipment  was  located  in  the  old 
brick  and  weatherboard  building  known  as  the  "Ebersole  Building," 
which  stood  immediately  on  the  West  bank  of  the  Conococheague  Creek 
on  the  South  side  of  Lincoln  Way  West,  and  which  has  been  demolished 
by  the  Western  Maryland  Railway  Company.  This  was  the  first  electric 
plant  that  was  ever  operated  in  Chambersburg,  and  certainly  could 
not  have  stayed  in  business  very  long.  Some  of  the  citizens  of  Cham- 
bersburg remember  distinctly  seeing  these  electric  lamps  suspended 
above  the  streets,  and  at  that  time  were  impressed  with  the  fact 
that  they  did  not  blow  out  when  the  wind  blew. 

In  the  year  1883  there  was  constructed,  in  the  shops  of  the  Cumber- 
land Valley  Railroad  Company,  a  portable  electric  light  plant  which 
consisted  of  boiler,  steam  engine,  and  one  arc  lamp  generator  with  a 
capacity  of  fifteen  2,000  candle-power  open  arc  lamps.  This  car  operated 
successfully  under  the  'supervision  of  Charles  S.  Hull  from  the  very 
beginning,  and  in  1884  lighted  arc  lamps  around  the  Public  Square  for 
the  Centennial,  and  this  same  year  lighted  the  grounds  for  a  baseball 
game  which  was  played  at  night.  This  game  was  played  in  a  field 
bounded  on  the  North  by  Falling  Spring  Creek,  on  the  East  by  what 
is  now  North  Fourth  Street,  on  the  South  by  what  is  now  East 
King  Street,  and  in  the  West  by  what  is  now  Kennedy  Street. 

In  1889  this  portable  electric  light  plant  was  rebuilt,  under  the 
supervision  of  Mr.  Hull,  for  a  capacity  of  forty  2,000  candle-power  open 
arc  lamps.  This  plant  was  frequently  used  for  the  lighting  of  important 
construction  work  along  the  Cumberland  Valley  Railroad,  as  well  as  the 
lighting  of  serious  wrecks.  It  was  also  used  for  the  lighting  of  the 
Granger's  Picnic  Ground  at  Williams  Grove,  and  many  of  us  recall 
the  lighting  of  Mt.  Alto  Park  Grounds.  Mr.  Hull  was  a  mechanical 
genius,  and  one  of  the  beautiful  things  he  created,  with  this  car  and 
an  arc  lamp,  was   a  fountain  which   sprayed  steam   of  different  colors 
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up  above  the  car  roof.  Mr.  Charles  S.  Hull  will  be  remembered  as  a 
kindly  old  gentleman,  and  one  of  the  first  to  take  up  seriously  the 
possibility  of  electric  lighting'  in  this  section. 

On  November  29,  1889,  after  a  vote  had  been  taken  by  the  citizens 
of  Chambersburg  to  increase  the  indebtedness  of  the  Borough  by  an 
amount  not  exceeding  $10,000.00  for  the  purpose  of  installing  an  Electric 
Light  Plant  to  light  the  streets  of  the  Borough,  a  contract  was  placed 
for  the  necessary  electrical  I  equipment  with  the  Thompson-Houston 
Electric  Light  Company  at  a  price  of  $9,797.50.  This  plant  was  installed 
solely  for  furnishing  lighting  for  the  streets  of  town.  The  plant  was 
operated  from  dark  in  the  evening  until  twelve  o'clock  midnight,  except 
on  moonlight  mights  When  it  was  not  operated  at  all. 

In  1893,  the  Borough  went  into  the  commercial  phase  of  furnishing 
current  to  consumers.  It  was  a  far  step  from  this  first  plant  to  the 
present  up-to-date  efficient  plant,  and  the  citizens  of  Chambersburg 
are  certainly  to  be  congratulated  on  having  had  sufficient  intelligence 
to  keep  this  valuable  utility  for  their  very  own. 

AVAILABLE  FOR  DISTRIBUTION 

1936—  9,439,105  kilo-watt  hours 
1937—10,472,343  kilo-watt  hours 
1938 — 10,191,690  kilo-watt  hours 
1939—11,590,400  kilo-watt  hours 
1940—13,729,150  kilo-watt  hours 
1941—16,243,700  kilo-watt  hours 
1942—18,996,100  kilo-watt  hours 
1943—19,918,059  kilo-watt  hours 
1944_19,463,973  kilo-watt  hours 
1945—19,795,909  kilo-watt  hours 
1946—20,989,200  kilo-watt  hours 

During  the  year  1946,  the  peak  load  on  the  Electric  Light  Plant 
reached  5,400  kilo-watts,  which  involved  the  operation  of  two  2,500 
Kilo-Watt  Turbine  Generators.  The  total  generated  in  kilo-watt  hours 
during  the  year  was  19,204,100  kilo-watt  hours,  and  there  was  pur- 
chased  2,849,300   kilo-watt  hours. 

The  total  cash  and  credits  in  this  Department  for  1946  were 
$484,192.21,  and  the  total  operating  and  non-operating  expenses  were 
$255,205.69,  including  $38,104.13  for  depreciation,  leaving  a  total 
gross   profit  of   $228,986.52. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Ac- 
counting and  Bookkeeping  System  was  installed  for  this  Department, 
which  involved  the  making  of  an  appraisal.  The  Reproduction  Value 
New,  less  accrued  depreciation  as  of  December  31,  1946,  was  $539,092.81. 

PHYSICAL  DATA— ELECTRIC  LIGHT  DEPARTMENT 

Population   of  Ghannbersburg — 1946    15,000 

Number  of  Light  and  Power  Consumers    5,703 

K.  W.  Hrs.  Generated 19,204,100 

K.  W.  Hrs.  Purchased  from  iSouth  Penn  Power  Company  .  .  2,849,300 

K.  W.  Hrs.  Generated   and    Purchased    22,053,400 

K.  W.  Hrs.  Used  by  Station  Auxiliaries    1,064,200 

K.  W.  Hrs.  Available  for  Distribution    20,989,200 

K.  W.  Hrs.  Increase  over  1945    1,193,291 

K.  W.  Hrs.  Furnished  to  Street  Arc   Lamps     213,800 
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K.  W.  Hrs.  Furnished  to  Street  Incandescent  Lamps     ....  371,600 

K.  W.  Hrs.  Furnished  to  Disposal  Plant    119,460 

K.  W.  Hrs.  Furnished  to  Office  Building    24,867 

K.  W.  Hrs.  Furnished  to  Fire  Department   25,402 

K.  W.  Hrs.  Furnished  to  Street    Department    Municipal 

Garage 3,367 

K.  W.  Hrs.  Furnished  to  Police    Headquarters    and    Police 

Booth   on   Square    8,843 

K.  W.  Hrs.  Furnished  to  Public  Comfort  Station    6,933 

K.  W.  Hrs.  Furnished  to  Traffic   Signals    13,802 

K.  W.  Hrs.  Furnished  to  Franklin   Block   Party    324 

K.  W.  Hrs.  Furnished  to  Good  Will  Block  Party    276 

K.  W.  Hrs.  Furnished  to  Friendship  Block  Party   153 

K.  W.  Hrs.  Furnished  to  Friendship  Fire  Company  Christ- 
mas Lighting   339 

K.  W.  Hrs.  Furnished  to  Franklin    Fire    Company    Christ- 
mas Lighting   371 

K.  W.  Hrs.  Furnished  to  C.  V.  Fire  Company  Block  Party  308 
K.  W.  Hrs.  Furnished  to  Christmas  Lighting — Main  Street 

and  Memorial  Square   2,943 

K.  W.  Hrs.  Furnished  to  Henninger   Field    725 

K.  W.  Hrs.  Furnished  to  Light  Plani>— Fire  Alarm  Battery  389 

K.  W.  Hrs.  Furnished  to  Light  Plant— Storage   Shed    110 

K.  W.  Hrs.  Furnished  to  White     Way — Flood     Lights     on 

Square   38,912 

K.  W.  Hrs.  Furnished  to  "The  Park  of  the  Valiant"    672 

K.  W.  Hrs.  Furnished  to  Municipal  Market    11,122 

K.  W.  Hrs.  Furnished  to  American   Red   Cross    233 

K.  W.  Hrs.  Furnished  to  Parking    Lot — West    Washington 

Street 20,336 

K.  W.  Hrs.  Furnished  to  Parking  Lot — North  Main  Street  4,095 
K.  W.  Hrs.  Furnished  to  Jr.  Chamber  of  Commerce  Honor 

Roll 2,604 

K.  W.  Hrs.  Furnished  to  Gas     Plant     and     Office     from 

12-20-46   235 

K.  W.  Hrs.  Furnished  to  Residential  Light  Consumers    .  .  .  4,535,717 

K.  W.  Hrs.  Furnished  to  Commercial   Light   Consumers    .  .  3,733,644 

K.  W.  Hrs.  Furnished  to  Power   Consumers    10,334,593 

Total  K.  W.  Hrs.  Sold  to  all  Consumers  18,603,954 

K.  W.  Hrs.  Furnished   Free    872,221 

Total  K.  W.  Hrs.  Sold  or  Furnished  Free 19,476,175 

Total  K.  W.  Hrs.  Lost  in  Distribution   1,513,025 

Percent  Lost  in  Distribution   7.2% 

Total  Number  of  Active  Residential     Lig<ht     Consumers, 

January  1,  1947    4,510 

Total  Number  of  Active  Commercial    Light    Consumers, 

January  1,  1947    886 

Total  Number  of  Active  Power    Consumers,   January    1, 

1947    307 

Total  Number  of  all  Active    Consumers    5,703 
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Amount  Paid  by  Residential  Light  Consumers    $156,548.57 

Amount  Paid  by  Commercial  Light   Consumers    $118,945.03 

Amount  Paid  by  Power   Consumers    $162,462.62 


Total  Paid  by  all  Consumers  $437,956.22 

Amount  Received  from  Sale  of  Lamps,  Miscellaneous $  2,100.40 

Federal  Excise  Tax  on  Lamps   $  133.56 

Amount  Received  from  Jobbing  Work   $  1,010.17 

Amount  Received  from  Penalties   Imposed    $  183.85 

Amount  Received  from  Sale  of  Scrap,  Miscellaneous    $  518.88 

Amount  Received  from  Interest  on  Consumers'  Deposits   .  .  $  265.26 

Total  Cash  Received  from  all  Sources $442,168.34 

Credit  for  Light,  Power,  Supplies  Furnished  Other  Depart- 
ments Free $  42,023.87 

Total  Cash  Received  from  all  Sources  and  Credit $484,192.21 

Increase  in  Receipts  from  Residential  Light  over  1945    ...  $  13,455.23 

Increase  in  Receipts  from  Commercial  Light  over  1945   ...  $  17,586.36 

Increase  in  Receipts  from  Power  over  1945   $     9,716.78 

Increase  in  K.  W.  Hrs.  Furnished  for  Light  over  1945   .  .  .  1,149,691 

Increase  in  K.  W.  Hrs.  Furnished  for  Power  over  1945   .  .  25,934 

K.  W.  Hrs.  Sold  per  Consumer  per  Year  —  Residential 

Light    1,005 

K.  W.  Hrs.  Sold  per  Consumer  per  Year  —  Commercial 

Light    4,214 

K.  W.  Hrs.  Sold  per  Consumer  per  Year  —  Power   33,663 

K.  W.  Hrs.  Sold  per  Capita  per  Year  —  Residential  Light  302 

K.  W.  Hrs.  Sold  per  Capita  per  Year  —  Commercial  Light  248 

K.  W.  Hrs.  Sold  per  Capita  per  Year  —  Power   688 

Received  per  Consumer  per  Year  —  Residential  Light    ...   $  34.71 

Received  per  Consumer  per  Year  —  Commercial  Light  ...   $  134.24 

Received  per  Consumer  per  Year  —  Power     $  529.19 

Received  per  Capita  per  Year  —  Residential  Light    $  10.43 

Received  per  Capita  per  Year  —  Commercial  Light $  7.92 

Received  per  Capita  per  Year  —  Power     $  10.83 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge 

—  Residential  Light    3.45  cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge 

—  Commercial  Light  3.18  cents 

Average  Price  Paid  per  K.  W.  H.  including  Minimum  Charge 

—  Power    1.57  cents 

Total  Amount  of  Bills  Rendered    Net    $442,173.49 

Total  Amount  of  Bills  Collected  Net   $442,168.34 

Loss  in  Bad  Accounts $            5.15 

Percentage  Lost  in  Bad  Accounts .0011% 
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BALANCE  SHEET 

ELECTRIC  LIGHT  DEPARTMENT 

JANUARY  1,  1947 

Assets 

Fixed  Capital 

Fixed  Capital  Installed $1,106,711.70 

Construction  Work  in  Prog- 
ress      6,462.64 

$1,113,174.34 

Funds  and  Special  Deposits 

SinkingFund  Assets  and  U. 

S.   Government  Bonds    .  .     $      26,210.19 
Consumers'     Deposits     plus 

Interest     33,364.90 

$      59,575.09 

Current  Assets 

Cash   (Borough  Treasurer's 

Accounts)     $      26,092.53 

Accounts     Receivable    from 

Customers    68,004.11 

Other    Accounts    Receivable 

(Borough  For  Purchase  of 

Gas   Company   Plant   and 

Accounts  Receivable)    .  .  .  381,495.41 

Material    and    Suplies    11,366.59 

$    486,958.64 

Total  Assets    $1,659,708.07 

Liabilities 

Net  Worth  Electric  Light 
Department  I  n  c  lu  d  i  n  g 
Earned  Surplus    $1,060,778.60 

$1,060,778.60 

Current  Liabilities 

Consumers'    Deposits    31,290.75 

Other   Current  Liabilities    .  19.83 

$      31,310.58 

Reserves 

Reserve    for    Renewals    and 

Replacements     567,618.89 

$    567,618.89 

Total  Liabilities   —     $1,659,708.07 
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RECAPITULATION  NET  WORTH,  INCLUDING  SURPLUS 

Balance  Beginning:  of  Year 

January  1,  1946   $1,019,030.08 

Additions 

Free  Water  from  Waiter  De- 
partment          $  785.43 

Net   Income  for   Year   1946  252,256.96 

$1,272,072.47 

Deductions 

Transferred  to  B  o  r  o  u  g  h 

General  Fund   $    170,000.00 

Free  Electricity  to  Borough  41,293.87 

211,293.87 

$1,060,778.60 

OPERATING  REVENUE  AND  EXPENSE  STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

Operating   Revenues 

Metered  Sales  for  Domestic 

Lighting     $    174,758.86 

Metered   Sales   for    Other 

Private  Lighting    130,727.15 

Metered  Sales  for  Power    .  174,066.28 

Metered   Sales   for   Other 

Electric  Utilities    11,809.91 

Metered   Sales   for    Other 

Municipal  Lighting   5,880.81 

Metered  Sales  for  Munici- 
pal Power    2,366.38 

Unmetered  Sales  for  Muni- 
pal   Street   Lighting    ....  33,046.68 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed       183.85 

$    532,839.92 

Discounts  and  Allowances  to 

Customers    .  .  .  .- 43,715.97 

$    489,123.95 

Operating   Expenses 

Generating  System  Expenses: 

Operating  Labor    $      34,464.20 

Fuel 107,583.36 

Waiter    785.43 

Lubricants      199.14 

Boiler    Plant    Supplies    and 

Expenses    291.80 

Other  Supplies  and  Expenses  162.03 
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Maintenance   of   Generating 
System    Structures    

Maintenance    of    S  t  e  a  m 
Power  Equipment    

Maintenance     of     Electrical 
Equipment     

Power    Purchased    

171.53 

5,892.41 

2,831.94 
25,230.28 

177,612.12 

Distribution  System  Expenses: 

Operating  Labor    $ 

Supplies    and    Expenses 
Overhead   and   Under- 
ground System   

1,365.44 

859.40 
168.80 

4,674.94 

2.20 
443.95 

872.45 
3,060.99 

Other  Supplies  and  Expenses 

Maintenance     of     Overhead 
Equipment     

Maintenance    of    Under- 
ground   Equipment 

Maintenance  of  Services    .  . 

Maintenance  of  Transform- 
ers       

Maintenance  of  Meters    .  .  . 

11,448.17 

Utilization  System  Expenses: 

Operating  Labor    $ 

Municipal    Street    Arc    and 
Incandescent  System  Sup- 
plies and  Expenses    

Maintenance    of    Municipal 
Street  Arc  and  Incandes- 
cent  System    

<P 

897.48 

514.23 

4,102.66 

5,514.37 

General  Expenses: 

General     Administrative 

Salaries     $ 

Salaries    of    Meter    Readers 

General     Administrative 

Supplies    

«P 

13,897.09 
2,013.51 

445.84 

400.50 
1,646.62 

280.95 

7.13 
564.77 

205.68 
38,104.13 

Other    General    Administra- 
tive Expenses    

Garage  Labor   

Garage    Supplies    and    Ex- 
penses       

Shop   and    Laboratory   Sup- 
plies and  Expenses   

Insurance     

Maintenance   of   General 

Equipment   

Depreciation    

57,566.22 

Total  Operating  Expenses  . 

•T> 

$    252,140.88 
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CONDENSED  INCOME  PROFIT  AND  LOSS  STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

Operating  Revenues $    489,123.95 

Operating  Expenses 

Generating  System   Operat- 
ing  Expenses    $    177,612.12 

Distribution    System    Oper- 
ating  Expenses    11,448.17 

Utilization    System    Operat- 
ing  Expenses    5,514.37 

General  Administrative  Ex- 
penses       16,756.94 

Other  General  Expenses    .  .  40,809.28 

$    252,140.88 

Total  Operating  Expenses  .  $    252,140.88 

$    236,983.07 
Operating   Income 

Non  -  Operating     Revenues 

(Including  Interest)    $      18,338.70 

Non-Operating  Expenses   .  .                                        3,064.81 
Non-Operating  Income   $      15,273.89 

Gross   Income    $    252,256.96 

Net  Income  Surplus   $    252,256.96 

Balance  of  Net  Income   ...  $    252,256.96 

ELECTRIC  LIGHT  DEPARTMENT 

ANALYSIS  OF  FIXED  CAPITAL 

Balance  Additions  Balance 

Dec.  31,  1945  1946  Dec.  31,  1946 

Organization    $        7,605.25  $        7,605.25 

Generating  System,   Lands  21,885.80  21,885.80 

Generating  System,   Power 

Plant  Structures    45,677.39  45,677.39 

Generating  System,    Rail- 

road  Sidings  and  Trestles  6,067.16  6,067.16 

Generating  System,   Boiler 

Plant  Equipment   124,190.78  124,190.78 

Generating  System,    Turbo 

Generators     300,534.50  300,534.50 

Generating  System,    Other 

Electric  Generators 49,084.53  49,084.53 

Generating  System,    Other 

Electric    Equipment    80,995.65  80,995.65 

Generating  System,    Coal 

Storage  and  Weighing 

Equipment     16,645.42  16,645.42 

Generating  System,    Other 

Power    Plant    Equipment  3,776.32  3,776.32 
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44.88 

44.88 

14.13 

14.13 

39,594.66  $ 

2,265.67 

41,860.33 

56,170.11 

1,632.01 

57,802.12 

52,315.93 

3,200.03 

55,515.96 

6,906.05 

395.01 

7,301.06 

22,235.23 

1,093.36 

23,328.59 

1,183.69 

1,183.69 

14,119.10 

1.05 

14,120.15 

605.25 

605.25 

Transmission  System,  Over- 
head  Conductors    ....... 

Distribution  System,  Struc- 
tures     

Distribution  System,  Poles 
and    Fixtures    

Distribution  System,  Over- 
head  Conductors    

Diis.tribu.ti on  System,  Over- 
head Transformers    

Distribution  System,  Over- 
head Transformer  Instal- 
lations      

Distribution  System,  Over- 
head Services    

Distribution  System,  Under- 
ground  Conduits    

Distribution  System,  Under- 
ground Conductors 

Distribution  System,  Under- 
ground Transformers   .  .  . 

Distribution  System,  Under- 
ground Transformer  In- 
stallations       82.93  82.93 

Distribution  System,  Under- 
ground Services    7.81  7.81 

Distribution  System,  Meters  50,964.46  50,964.46 

Distribution  System,    Meter 

Installations     9,219.70  224.09  9,443.79 

Utilization  System,  Com- 
mercial Arc  System    ....  2,16  2.16 

Utilization  System,  Muni- 
cipal   Street   Arc    System  18,535.38  18,535.38 

Utilization  System.  Munici- 
pal Street  Incandescent 
System    53,142.83  117.36  53,260.19 

Other  General— Land    600.00  600.00 

Other  General— Structure    .  2,590.00  2,590.00 

Other  General— Equipment.  1,295.12  1,295.12 

General  Store  Equipment    .  184.22  184.22 

General  Shop  Equipment  292.00  292.00 

General  Garage    Equipment  6,329.78  851.84  7,181.62 

General  Laboratory  Equip- 
ment      1,479.64  1,479.64 

General  Tools  and  Imple- 
ments       748.69  748.69 

Engineering  and  Superin- 
tendence During  Construc- 
tion      24,025.55  24,025.55 

Administrative  Legal  and 
Taxes  During  Construc- 
tion   7,605.25  7,605.25 

Interest  During  Construc- 
tion      23,555.35  23,655.35 

Development  Cost    45,119.23  45,119.23 


,095,431.93     $      11,279.77     $1,106,711.70 
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ELECTRIC  LIGHT  SINKING  FUND 

SPECIAL  ACCOUNT 

Receipts 

Transfer   from    Electric   Light   "General   Ac- 
count"          $  12,800.00 

Sept.  15,  Interest  on  $84,000.00  U.  S.  Treas. 

2%%    945.00 

Sept.  15,  Interest  on  $37,000.00  U.  S.  Treas. 

2%    370.00 

Sept.  15,  Interest  on  $10,000.00  U.  S.  Treas. 

1%%    62.50 

Certificate    of    Deosit    No.    715,    F. 

&  M.  Trust  Co.. 12,773.82 

Interest  on   Certificate   No.   715,   F. 

&  M.  Trust  Co 63.36 

Certificate  of  D  e  p  o  ,s  i  t  No.   6728, 

Chambers-burg  Trust  Co 1,148.16 

linterest    on    Certificate    No.    6728, 

Chambersburg  Trust  Co 5.74 

Certificate    of    Deposit    N  o .    1132, 

Nat'l  Bank   11,296.32 

Interest    on     Certificate    No.     1132, 

Nat'l  Bank   56.48 

Oct.  Certificate     of     Deposit     No.     1138, 

Nat'l  Bank   14,038.99 

Interest    on    Certificate    No.     1138, 

Nat'l  Bank   70.19 

Certificate  of   Deposit   No.    719,    F. 

&  M.  Trust  Co 14,110.37 

Interest  on  Certificate  No.  719,  F.  & 

M.  Trust  Co 70.55 

Nov.  Certificate  of  Deposit  No.  721,  F.  & 

M.  Trust  Co 1,600.00 

Interest  on   Certificate   No.   721,   F. 

&    M.    Trust    Co 8.00 

Certificate  of  Deposit  No.  1140,  Na- 
tional Bank 1,600.00 

Interest  on  Certificate  No.  1140,  Na- 
tional  Bank    8.00 

Sale    of    $128,000.00    U.    S.    Treas. 

Bonds   131,600.00 

Iiniterest  on  $128,000.00  Bonds    ....  1,049.18 

Sale  of  $37,000.00  U.  S.  Treas.  Bonds         37,965.47 

Interest  on  $37,000.00   Bonds    $        118.56 

Sale  of  $10,000.00  U.  S.  Treas.  Bonds         10,029.69 

Interest  on  $10,000.00  Bonds 20.03 

Sale  of  $84,000.00  U.  S.  Treas.  Bonds         88,121.25 
Interest  on  $84,000.00  U.  S.  Treas. 

Bonds 302.82 

Sale  of  $15,000.00  U.  S.  Treas.  Bonds         15,295.31 
Interest  on  $15,000.00  Bonds   .      .  .  138.32 

Dec.  Certificate  of  Deposit  No.  724  F.  & 

M.  Trust  Co 7,551.15 

Interest  on  Certificate  No.  724,  F.  & 

M.  Trust  Co 37.75 
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Certificate  of  Deposit  No.  1143  Na- 
tional Bank    4,998.63 

Interest  on  Certificate  No.  1143  Na- 
tional Bank 24.99 

Transfer    from    Electric    Light    — 

General  Account   1,867.55 

Transfer  from  Elecjtric  Light  — 
General  Account   11,495.41 

$381,543.59 

Expenditures 

Nov.  Insurance  and  Mailing   Charges  on 

Bonds  $  48.18 

Dec.  20     Paid    Chambersburg    Gas    Company       370,000.00 

Dec.  20     Paid    Chambersburg    Gas    Company 

for  accounts  receivable 11,495.41 

$381,543.59 

ELECTRIC  LIGHT  SINKING  FUND 

Receipts 

Balance  in  Sinking  Fund  January  1,  1945  .  .  $  65,370.99 
Transfer  from  Electric  Light  Department   .  .  25,600.00 

Interest  Earned  on  Time  Certificates 430.39 

March  15,  Interest  on  $84,000.00  U.  S.  Treas. 

2^4'is   945.00 

March  15,  Interest  on  $37,000.00  U.  S.  Treas. 

2's   370.00 

March  15,  Interest  on  $10,000.00  U.  S.  Treas. 

1%'s   62.50 

June  15,  Interest  on  $15,000.00  U.  S.  Treas. 

2^4's    168.75 

June  15,  Interest  on  $128,000.00  U.  S.  Treas. 

2's  1,280.00 

$  95,227.63 

Expenditures 

Sept.  Certificate  No.     715  Transfer  to  Special 

Account   $  12,673.82 

Sept.  Certificate  No.  6728  Transfer  to  Special 

Account   1,148.16 

Sept.  Certificate  No.  1132  Transfer  to  Special 

Account   11,296.32 

Oct.     Certificate  No.  1138  Transfer  to  Special 

Account   14,038.99 

Oct.     Certificate  No.     719  Transfer  to  Special 

Account   14,110.37 

Nov.    Certificate  No.     721  Transfer  to  Special 

Account   1,600.00 

Nov.    Certificate  No.  1140  Transfer  to  Special 

Account   1,600.00 

Dec.    Certificate  No.     724  Transfer  to  Special 

Account  7,551.15 
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Dec.  Certificate  No.  1143  Transfer  to  Special 
Account 4,998.63 

Balance  in   Treasurer's   hands   December   31, 

1946    23,210.19 


$  95,227.63 


FREE  LIGHTING  AND  POWER  FURNISHED  DURING  1946 
Light 


Public  Comfort  Station  $ 

Traffic  Signals   

Street  Lighting  on  Square    

Parking    Lot    West    Washington 
Street 

282.45 

702.86 

1,019.00 

645.64 

Parking  Lot  North  Main  Street 
Police   Headquarters   and   Police 

Booth  on  Square 

American  Red  Cross  Room   .... 
Municipal  Garage  

187.51 

345.76 

35.32 

114.40 

Henninger  Field   

Electric    Light    Plant,     Storage 
Shed   

47.02 
9.14 

Electric  Light  Plant,  Fire  Alarm 

Battery  Charges   

Park  of  the  Valiant    

20.30 

37.88 

City  Hall 

654.55 

City  Hall,  Water  Heater 

Municipal  Market 

Honor  Roll,  Junior   Chamber   of 

Commerce   

Disposal  Plant 

41.71 
332.52 

122.11 
110.61 

Disposal  Plant,  Pump   House    .  . 

Disposal  Plant,  Control  and  Tool 

House 

50.55 
9.00 

Disposal  Plant,  Settling   Pump 
House 

9.00 

Gas   Plant  and   Office  from   De- 
cember 20,  1946  to  January  1. 
1947    

10.48 

Friendship  Fire  Company   

Junior  Fire  Company 

176.51 
310.28 

Good  Will  Fire  Company    

Franklin  Fire  Company   

Cumberland    Valley    Fire    Com- 
pany   

215.65 
285.43 

100.13 

Recruiting  Station  on  Square  .  . 

5.00 

Power 

Franklin   Fire   Company    $          60.60 

Municipal  Garage 60.96 

Disposal  Plant 1,423.84 

Disposal  Plant,  Settling   Pump 

House 373.03 
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$     5,880.81 


Disposal  Plant,  Control  and  Tool 

House 133.68 

Municipal    Market    58.67 

Sirens,   Various  Fire  Houses    .  .  255.60 

$     2,366.38 

Arc   Lighting  of   Streets    7,071.60 

Incandescent  Lighting  of  Streets  25,975.08 

Total    '$  41,293.87 

In   Addition,    Credit   Account, 

Labor   at    Plant,    Fire    Alarm 

Batteries,  365  @  $2.00   $        730.00 

ELECTRIC  LIGHT  LIENS 

Balance  to  be  collected  January 

1,  1946 $  33.00 

Balance  to  be  collected  January 

1,    1947    $  33.00 

ORNAMENTAL  STREET  LIGHTING  LIENS 

Balance  to  be  collected  January 

1,  1946  $  68.85 

Balance  to  be  collected  January 

1,  1947  $  68.85 

STATEMENT  OF  TOTAL  ASSETS  AND  LIABILITIES  OF  BOROUGH 
OF  CHAMBERSBURG  AS  OF  JANUARY  1,  1947 

Assets 

Cash  in  Treasurer's  Hands, 
all  Departments: 

General  Borough  Depart- 
ment          $        5,478.63 

Electric    Light    Department  26,092.53 

Water  Department 25,547.13 

Gas  Department 82.81 

$      57,201.10 

Bond  Account   $      21,025.15 

Bond  Account,  Sinking  Fund  4,596.98 

Borough   Fire  Fund    13,576.24 

Water  Sinking  Fund 53,106.17 

Electric  Light  Sinking  Fund  26,210.19 

Street  Liquid  Fuel  Tax  Ac- 
count     918.74 

$    119,433.47 

Total  Operating  Cash  Bal- 
ance and  Sinking  Fund   .  $    176,634.57 

Cash  in  Collector's  Hands 
Electric  Light  Consumers' 
Deposit  Account 33,364.90 
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Borough 


Bond 


Tax  Duplicate  1943-1944 
Tax  Duplicate  1944-1945 
Tax  Duplicate  1945-1946 
Tax  Duplicate  1946-1947 


Borough  Fire  Fund  $50,000 
U.  S.  Savings  Bonds, 
Series  "F"   

Borough  Fire  Fund  $18,000 
U.  S.  Treasury  Bond  s 
2%%,  1956-59 

Water  Department  Sinking 
Fund  $80,000  U.  S.  Trea- 
sury Notes,,  1%%,  1947  . 

Water  Department  Sinking 
Fund,  $40,000  U.  S.  Trea- 
sury Bonds  2%%,  1959-62 

Unpaid  Tax   Liens    

Unpaid   Paving   Liens    .... 

Unpaid  Sewer  Liens   

Unpaid  Water  Liens 

Unpaid  Electric  Light  Liens 

Unpaid  Ornamental  Street 
Lighting  Liens    

Water  Department,  Current 
Assets,  Less  Cash  in  Trea- 
surer's Account    

Light  Department,  Current 
Assets,  Less  Cash  in  Trea- 
surer's Account    


Value  of  Borough  Property 

Electric    Light    Plant    and 

Distribution  System  Re- 
production   Value    New, 

less  Accrued  Depreciation 
Water  Distribution  System, 

Reproduction  Value  New, 

less  Accrued  Depreciation 
Disposal    Plant    and    Main 

Trunk  System 

Lateral  Sewers   

Fire  Houses  and  Apparatus 
City  Hall,  Office  Building 
Police  Headquarters   and 

Equipment   

Street  Department,  Storage 

House  and  Equipment   .  . 


$             30.23 

60.13 

21.63 

262.00 

$ 

90.15 
186.19 

64.96 
694.69 

$           373.99 

$ 

1,035.99 

Investments 

$      37,000.00 

18,000.00 

80,000.00 

40,000.00 

$ 

175,000.00 

1,464.49 
624.18 

1,656.52 

397.77 

33.00 

68.85 
20,607.69 
79,370.70 


$    104,223.20 


I    539,092.81 

1,106,327.94 

324,650.00 

271,533.50 

127,562.00 

55,856.00 

13,220.00 

21,200.00 
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Municipal   Market   Building  43,870.00 

Fourth  Street  Properties  .  .  3,000.00 

Public  Comfort  Station 5,500.00 

West  Washington   Street 

Parking  Lot 7,500.00 

North  Main  Street  Parking 

Lot 25,000.00 

Show  Field    7,500.00 

Henninger  Field $      16,000.00 

North  Fourth  iStreet  Lot  .  .  1,300.00 
Gas  Department,  Plant  and 

Equipment  370,000.00 

Total  Assets   


$2,939,112.25 


$3,429,744.90 


Liabilities 


2%  Improvement  Bonds  Is- 
sued September  1,  1938  .  . 

Bonds  Redeemed  and  Cancel- 
led since  1940   $ 

Balance   Outstanding    — 

The  above  balances  are  the 
.present  actual  indebted- 
ness of  the  Burgess  and 
Town  Council  of  the  Bor- 
ough of  Chambersburg 
created  without  .the 
authority  of  the  vote  of 
electors  thereof. 

Electric  Light  Consumers' 
Deposit  Account 

Total  Liabilities   

Assets  in  Excess  of  Lia- 
bilities   


31,000.00 


$    145,000.00 
31,000.00 


$    114,000.00 


$      33,364.90 

147,364.90 

3,282,380.00 

$3,429,744.90 

HERBERT    C.    KEEFER, 
EUGENE  V.  MILLER, 
JOHN  A.  BURKHART, 

Auditors. 
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GOVERNMENTAL  TAXES  PAID  BY  CITIZENS 
OF   CHAMBERSBURG 

Stated  ih  Mills 

For  Public  School  Purposes    . : 21  Mills 

For  State,  County  and  Institutional  Purposes   7  Mills 

For  Borough  Bond  Purposes   3  Mills 

For   General    Borough   Purposes    1  Mill 

Total  Mill  Rate 32  Mills 


WHERE  A  TAX  DOLLAR  GOES 

i  a 


3    1 


(1)  Public  Schools  Receive   65.625  cents  out  of  each  tax  dollar 

(2)  State  and  County  Receives   .  .  21.875  cents  out  of  each  tax  dollar 

(3)  Borough    Bond    Purpose    Re- 
ceives    9.375  cents  out  of  each  tax  dollar 

(4)  General  Borough  Purpose  Re- 
ceives      3,125  cents  out  of  each  tax  dollar 


VALUE  OF  SERVICES  RENDERED  FOR  EACH  DOLLAR  OF 
BOROUGH  TAXES  COLLECTED  1946 

Taxes   Collected 

for 

Borough  Purposes 

Borough   Administration    ...     $  51,215.08  divided  by  $7,923.00  —  $  6.258 

Police    Services    $  40,097.16  divided  by  $7,923.00  =  $  5.060 

Public   Health   Services    $     4,050.20  divided  by  $7,923.00  =  $     .511 

Fire    Protection    Services    .  .     $  44,811.79  divided  by  $7,923.00  =  $  5.655 
Street    Department    Services     $  42,484.94  divided  by  $7,923.00=$  5.362 
Street    Lighting,    Miscellane- 
ous  Services    $  34,065.68  divided  by  $7,923.00  =  $  4.299 

Sanitary  Sewerage  Services  .     $  32,415.70  divided  by  $7,923.00  =  $  4.091 
Comfort  Station  Services    . .     $     1,566.42  divided  by  $7,923.00  =  $     .197 
Parks,  Playgrounds  and  Rec- 
reation Center  Services   .  .     $  10,988.29  divided  by  $7,923.00  =  $  1.386 

Total    $261,695.26  divided  by  $7,923.00  =  $33.02 

Taxes  Collected  for  Borough  Purposes  @  1  Mill   . $7,923.00 

Per  Capita  Tax  for  Borough  Purposes   $7,923.00 

$0,528 


15,000 
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VALUE  OF  SERVICES  RENDERED  PER  CAPITA 

Estimated  Population   15,000 

Borough  Administration   $  51,215.08  divided  by  15,000  =  $  3.414 

Police   Services    $  40,097.16  divided  by  15,000=$  2.673 

Public    Health    Services    $     4,050.20  divided  by  15,000  =  $     .270 

Fire   Protection   Services    $  44,811.79  divided  by  15,000  =  $  2.987 

Street  Department  Services    . .  $  42,484.94  divided  by  15,000  =  $  2.832 
Street    Lighting,    Miscellaneous 

Services   $  34,065.68  divided  by  15,000  =  $  2.271 

Sanitary  Sewerage  Services    . .  $  32,415.70  divided  by  15,000=$  2.161 

Comfort   Station   Services    $     1,566.42  divided  by  15,000=$     .104 

Parks,  Playground  and  Recrea- 
tion Center  Services   $  10,988.29  divided  by  15,000  =  $     .732 

Total $261,695.26  divided  by  15,000  =  $17.44 


Note:  The  citizens  of  Chambersburg  receive  in  these  services  $261,695.26 
of  value  for  which  taxes  were  collected  for  Borough  Purposes 
in  the  amount  of  $7,923.00.  If  you  did  not  operate  your  Electric 
Light  and  Water  Utilities  at  a  handsome  profit,  the  whole  cost 
of  these  services  would  have  to  be  paid  for  by  taxes,  which  would 
mean  an  increase  in  taxes  for  Borough  Purposes  of  33.02  times 
what  they  were  in  1946. 
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Murray  E.  Kautfman 
9,ra. 


ANNUAL  REPORT 

of  the 

BURGESS  AND  TOWN  COUNCIL 

of 

THE  BOROUGH  OF   CHAMBERSBURG 

PENNSYLVANIA 


This  Pamphlet  is  published  for  the  benefit  of  the  citizens  of 
Chambersburg,  that  they  may  become  better  acquainted  with 
those  vital  things  in  our  community  that  go  to  make  Cham- 
bersburg a  better  place  in  which  to  live. 


«  For  the  Year  Ending  December  31,  1947         | 
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For  the  Year  Ending  December  31,  1947 


FOR  THE  YEAR 

from 

JANUARY  1,  1947,  TO  DECEMBER  31,  1947 

Being 

The  One  Hundred  ano  Forty-Fourth  Since  Incorporation 

As  A  Borough 


Dedication 


In  recognition  of  more  than  forty  years  service  to  the  Borough  of 
Chamber.sburg  this  volume  is  respectfully  dedicated  to  J.  Hase  Mowrey, 
who  relinquished  the  management  of  the  Borough's  utility  system  at 
the  end  of  the  year  1947. 

Charged  in  1907  with  the  responsibility  of  bringing  order  out  of 
the  confusion  then  existing  in  the  municiple  Electric  Light  Department, 
he  succeeded  not  only  in  accomplishing  this  mission,  but  in  developing 
that  utility  into  a  profitable  business  enterprise.  Success  in  this  field 
led  to  the  assignment  of  additional  duties  when  the  Water  and  Sewerage 
Systems  were  placed  under  his  direction  in  1915.  For  over  thirty  years 
he  managed  those  three  utility  operations  for  the  Borough,  increasing 
their  facilities  as  the  needs  for  new  capacity  arose,  so  that  at  no  time 
was  any  of  these  municipal  services  unable  to  meet  the  needs  of  the 
community.  His  managerial  ability  brought  the  Electric  Light  Depart- 
ment and  the  Water  Department  to  such  efficiency  that  each  contributed 
largely  to  financial  resources  of  the  Borough,  while  the  Sewer  Depart- 
ment was  maintained  as  a  tax-supported  service.  Late  in  1946,  a  year 
before  his,  resignation,  the  purchase  of  the  properties  of  the  Chambers- 
burg  Gas  Company  added  a  fourth  utility  to  his  responsibilities. 

The  citizens  of  Chambersburg  owe  a  debt  of  gratitude  to  Hase 
Mowrey  for  the  skillful  and  faithful  service  which  he  rendered  through- 
out the  forty  years  of  his  life  devoted  to  their  interests. 


Foreword 
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Channbersburg  was  first  settled  in  1734  by  Benjamin  Chambers  on 
land  granted  him  by  the  Penn  proprietors,  being  one  of  the  earliest  per- 
manent settlements  west  of  the  Susquehanna  River.  The  choice  of  loca- 
tion for  the  settlement  was  dictated  by  its  favorable  position  in  the 
Cumberland  Valley  where  the  Falling  Spring  Creek  emptied  into  the 
Conooocheague  Creek  with  a  head  of  water  sufficient  to  provide  power 
for  the  operation  of  a  grist  mill  and  a  saw  mill.  Lumber  was  plentiful 
and  the  land  fertile.  A  fort  was  built  as  a  safeguard  against  hostile 
Indians  and  this  protection  drew  new  settlers  to  the  vicinity.  The  town 
grew  in  size  and  importance  as  trade  routes  to  the  west  sprang  up, 
bringing  new  commerce  and  new  industries.  It  later  became  the  county 
seat  of  Franklin  County,  a  thriving  industrial  and  agricultural  com- 
munity. 

Chambersburg  was  incorporated  as  a  borough  by  an  Act  of  the 
State  Legislature  in  1803,  and  by  this  Act  of  Incorporation,  its  form  of 
government  was  defined.  The  administration  of  the  town's  affairs  was 
placed  in  the  hands  of  the  Burgess  and  the  Town  Council,  elected  by 
the  voters  of  the  community.  The  Town  Council  is  the  administrative 
body,  with  power  to  enact  ordinances  "to  promote  the  peace,  good  order, 
benefit,  and  advantage  of  the  said  Borough"  and  to  assess  taxes  and 
appropriate  the  proceeds  thereof.  The  Burgess  is  the  executive  officer 
empowered  to  "carry  into  effect  all  by-laws  enacted  by  the  Council  and 
whatever  else  shall  be  enjoined  on  him  for  the  well-ordering  and  gov- 
erning of  the  said  Borough."  The  Town  Council  is  authorized  to  appoint 
a  town  clerk,  treasurer,  street  commissioner,  clerk  of  the  market,  and 
such  other  officers  as  may  be  deemed  necessary. 

With  the  growth  of  the  community  the  complexities  of  government 
have  gone  far  beyond  the  dreams  of  those  who  drafted  the  Act  of  In- 
corporation, and  the  State  Legislature  has  from  time  to  time  defined 
more  fully  the  powers  of  the  Borough's  government.  The  original  act 
still  stands,  however,  as  the  basis  for  the  town's  administration. 


PERSONNEL  OF  THE  BOROUGH  GOVERNMENT 

1947 

W.  M.  L.  Etter Chief  Burgess 

A.  R.  Zimmerman  President  of  Town  Council 

J.  Hase  Mowrey   Manager  of  Utilities 

J.  Gordon  Cree   Assistant  Manager  of  Utilities 

F.  D.  Rhodes,  Jr Borough  Engineer 

Charles  F.  Pfoutz  Assistant  Borough  Engineer 

J.  R.  Williams   Secretary 

Albert  S.  Henneberger  Treasurer 

Daniel  W.  Long  Solicitor 

Edgar  W.  Diehl   Tax  Collector 

Herbert  C.  Keefer   Auditor 

Eugene  V.  Miller Auditor 

John  A.   Burkhart    Auditor 

Margaret  E.  Wingert   Chief  Bookkeeper 

H.  S.  Byers Chief  of  Police 

Robert  Monn   Superintendent  of  Water  and  Sewer 

William  L.  Grove   Plumbing  Inspector 

Robert  Rinick Market  Master 


COMMITTEES  OF  COUNCIL 


FINANCE,  PROPERTY  AND 
INDUSTRIAL  COMMITTEE 

A.  R.  Zimmerman,  Chairman 
F.  B.  Leidig 
C.  H.  Pensinger 

J.    C.    SlERER 

A.  S.  Stover 

STREET  AND   GARBAGE  AND 
REFUSE  COMMITTEE 

R.  F.  Angle,  Chairman 
T.  L.  Farner 
F.  B.  Leidig 
J.  C.  Sierer 
A.  S.  Stover 

FIRE   COMMITTEE 

A.  S.  Stover,  Fire  Marshal  and 

Chairman 
R.  F.  Angle 
T.  L.  Farner 
L.  D.  Fero 
S.  G.  Palmer 


COYLE   FREE   LIBRARY 
TRUSTEES 

L.  D.  Fero 

F.  B.  Leidig 
J.  C.  Sierer 

UTILITIES   (Light,  Waiter  and 
Sewer)    COMMITTEE 

C.  H.  Pensinger,  Chairman 
L.  D.  Fero 

G.  S.  Klenzing 
S.  G.  Palmer 
J.  C.  Sierer 

RECREATION,  MARKET  AND 

COMFORT    STATION 

COMMITTEE 

T.  L.  Farner,  Chairman 

L.  D.  Fero 

G.  S.  Klenzing 

S.  G.  Palmer 

C.  H.  Pensinger 


PUBLIC  SAFETY  COMMITTEE 

W.  M.  L.  Etter,  Burgess 
H.  S.  Byers,  Chief  of  Police 
S.  G.  Palmer 
R.  F.  Angle 
G.  S.  Klenzing 

J.   C.    SlERER 

A.  S.  Stover 


CHAMBERSBURG  HOSPITAL 
F.  B.  Leidig 

POLICE  CIVIL  SERVICE 
COMMISSION 

H.  C.  .Rowe,  Chairman 
Donald  B.  Haller,  Sr. 
Harry  B.  Eberly,  Secretary 


PLUMBERS'  EXAMINING 
BOARD 

C.  H.  Pensinger,  Chairman 
H.  A.  Kottcamp,  Master  Plumber 
W.  L.  Grove,  Plumbing  Inspector 
J.  Hase  Mowrey,  Manager  of 

Utilities 


BOARD  OF  HEALTH 

Dr.  B.  M.  Beattie,  President 

W.  M.  L.  Etter 

F.  Lester  Marshall 

Dr.  L.  H.  Seaton 

Paul  Walker 

Frank  J.  Croft,  Health  Officer  and  Secretary 
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L.  D.  Fero 
Councilman,  1st   Ward 


F.  B.  Leidig 
Councilman,  1st  Ward 


W.  M.  L.  Etter 
Chief  Burgess 


R.  F.  Angle 
Councilman,  2nd  Ward 


A.  R.  Zimmerman 

Councilman,  2nd  Ward 

President  of  Council 


BOROUGH  OFFICIALS 

OF 

THE  BOROUGH  OF  CHAMBERSBURG 

1947 


Margaret  E.  Wingert 
Chief  Bookkeeper 


Edgar  W.  Diehl 
Tax  Collector 


Robert  Monn 
Supt.  of  Water  and  Sewer 
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W.  L.  Grove 
Plumbing  Inspector 


Robert  Rinick 
Market  Master 


POLICE  DEPARTMENT 

The  first  police  force  for  the  Borough  of  Ghambersburg  was  estab- 
lished January  16,  1818,  by  the  following  action  of  Town  Council,  "Be  it 
ordained,  etc.,  That  four  men  shall  be  employed  to  watch  and  patrol  the 
streets  of  the  Borough  during  the  night,  from  nine  o'clock  until  day- 
break, for  the  term  of  three  months  from  this  date,  to  guard  the  property 
of  the  inhabitants,  as  far  as  in  their  power,  from  incendiaries,  thieves, 
and  plunderers,  and  to  arrest  and  detain  all  vagrants  and  night  walkers 
until  the  morning,  unless,  he,  she,  or  they  can  give  a  satisfactory  account 
of  their  purpose,  and  the  occasion  of  their  being  found  on  the  street — 
and  also  call  the  hour." 

The  Council  entered  into  an  article  of  agrement  dated  January  17, 
1818,  with  Robert  Allison,  as  Captain;  William  McElhaney,  Jacob  Heck- 
erman,  and  Dan  McAllister,  Privates;  to  patrol  the  town  from  nine 
o'clock  until  daybreak,  call  /the  hour,  and  light  any  lamps  that  are,  or 
may  be,  erected,  for  which  the  Captain  was  to  receive  $18.00  per  month, 
and  each  Private  $15.00  per  month,  and  the  Council  was  to  furnish 
each  one  with  a  sufficiently  warm  watch  coat. 

From  the  following  proclamation,  it  is  evident  that  130  years  ago 
the  sources  of  amusement  for  the  good  people  of  Ghambersburg  were 
much  better  protected  than  they  are  today: 

"To  Robert  Allison,  High  Constable 

Sir:  You  are  hereby  authorized  to  attend  the  Theatre  in  the  Bor- 
ough of  Chambersburg  and  Protect  the  Manager  thereof  whilst  acting 
from  any  disorderly  Person  or  Persons — and  if  any  Person  or  Persons 
attempt  to  disturb  said  actors  during  their  "performans" — you  are 
hereby  Commanded  to  bring  him  or  them  before  me  or  any  Justice  of 
the  Peace  in  said  Borough  to  be  dealt  with  according  to  Law.  Fail  not. 

Given  under  my  hand  and  seal  this  19th  day  of  July,  1816. 

(Signed)    PATRICK  CAMPBELL,  Burgess." 

From  this  very  modest  beginning,  the  Police  Department  has  de- 
veloped into  an  efficient  and  very  completely  equipped  organization.  The 
personnel  now  consists  of  a  Chief,  two  Sergeants,  thirteen  patrolmen, 
and  a  clerk.  Included  in  their  equipment  is  a  Hardinge  Police  Register 
System,  dictograph,  fingerprinting  and  photographing  outfits,  38  calibre 
Colt  revolvers,  tear  gas  guns  and  hand  grenades,  two  motorcycles  and 
two  radio-equipped  police  cars.  These  cars  have  instant  two-way  com- 
munication with  Police  Headquarters  b^  means  of  the  department's  15- 
watt  radio  transmitter,  Station  WMCB,  operating  on  a  frequency  of 
39,500  kilocycles. 

During  the  year  1947,  the  Police  Department  answered  1,879  calls. 
This  is  exclusive  of  all  calls  answered  by  the  Chief  of  Police.  Of  44 
actual  cases  of  burglary,  breaking  or  entering  reported  or  known  to 
police,  16  were  cleared  by  arrest.  21  cases  of  larceny-theft  were 
cleared  by  arrests  from  a  total  of  125  reported.  2  cases  of  auto  theft 
were  cleared  by  arrests  from  6  reported.  There  was  a  total  number  of 
2,907  arrests  made  for  various  offenses,  962  of  which  were  parking 
meter  violations,  178  drunkenness  and  disorderly,  1,131  parking  viola- 
tions and  15  arrests  for  operating  a  motor  vehicle  while  intoxicated. 
The  night  patrol  reported  306  store  doors  left  open  by  proprietors  on 
leaving  stores.  The  total  amount  of  fines  collected  by  the  Borough 
was  $3,979.00,  $1,689.00  of  which  was  parking  meter  fines.  A  total  of 
165  traffic  accidents  were  investigated. 
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FIRE  DEPARTMENT 

In  1790,  one  hundred  and  fifty-seven  years  ago,  when  the  village  of 
Ghiamibersburg  consisted  entirely  of  either  log  or  frame  houses,  and  the 
fire  hazard  was  great  because  of  wood  fires  upon  the  open  hearth,  the 
necessity  of  providing  protection  from  fire  was  first  discussed,  and  the 
Friendship  Fire  Company,  an  organization  of  citizens  equipped  with 
buckets,  was  formed. 

Since  that  time,  with  the  expansion  of  -the  village  from  a  few  houses' 
to  a  borough  of  the  first  'magnitude,  the  formation  of  additional  companies 
became  necessary,  and  their  equipment,  from  bucket,  to  hand  pump,  to 
hose  reel,  to  steam  fire  engine,  and,  during  the  past  seventeen  years,  to 
modernized  motor  drawn  and  motor  driven  apparatus,  has  kept  pace  with 
the  times. 

Today,  the  Fire  Department  consists  of  five  companies,  advantage- 
ously located,  and  equipped  with  three  American  LaFrance  Pumpers, 
one  Ward  LaFrance  Flood  Light  Truck  and  Pumper,  an  aerial  truck 
with  85-foot  ladder,  a  City  Service  truck  with  booster  pump,  two  Peter 
Pirsch  Combination  Booster  and  Squad  Wagons,  a  squad  and  chemical 
car,  and  an  ambulance. 

The  companies  are  entirely  volunteer,  only  the  drivers  of  the  appa- 
ratus receiving  pay  from  the  Borough.  The  fire  houses  and  equipment 
are  owned  by  the  Borough,  and  under  the  care  of  the  Property  Com- 
mittee and  the  Fire  Committee  of  the  Borough  Council. 

In  addition  to  the  above  mentioned  equipment,  the  town  is  completely 
covered  by  the  Gamewell  Fire  Alarm  System,  consisting  of  60  fire  alarm 
boxes,  5  station  house  indicators  and  gongs,  and  one  general  alarm,  all 
storage  battery  operated.  Two  hundred  and  forty  latest  type  fire  plugs 
are  installed  at  the  most  advantageous  points. 

The  Department  answered  21  General  Alarms  sounded  by  the  Game 
well  System  during  the  year.  In  addition  to  these  system)  alarms,  the 
companies  responded  to  silent  alarms  and  individual  calls  as  follows: 

Friendship  Company    14 

Junior  Company    30 

Good  Will  Company 34 

Franklin  Company   - 26 

Cumberland  Valley  Company   16 

The  Franklin  Fire  Company  Community  Pumper  answered  49  calls 
for  rural  fires. 

The  fire  loss  in  the  Borough  of  Chambersburg  for  1947  was 
$4,775.00. 

The  Good  Will  Ambulances  responded  to  1,204  calls  during  the  year. 


STREET  DEPARTMENT 

On  March  30,  1734,  Benjamin  Chambers  was  given  a  grant  to  take, 
settle,  and  improve  400  acres  of  land  at  the  mouth  of  the  Falling  Spring 
and  the  Conococheague  Creek,  but  this  tract  was  not  sub-divided  until 
1764  when  it  was  laid  out  as  a  town  and  called  Chambers  Town,  which 
name  was  changed  to  Chambersburg  when  Franklin  County  was  erected 
in  1784. 

11 


The  limits  of  the  town  at  that  time  were  on  the  North  by  the  Fall- 
ing Spring;  on  the  East  by  Second  Street;  and  on  the  South  by  approxi- 
mately Liberty  Street;  and  on  the  West  by  the  Conocheague  Creek. 

In  the  beginning  of  the  19ith  Century  no  streets  had  been  graded  or 
paved,  although  each  property  owner  was  required  to  maintain  a  walk 
in  front  of  his  own  property.  The  original  plan  of  the  inhabitants  was 
to  make  Second  Street  the  principal  business  street,  but  this  was  changed 
to  Main  Street  after  considerable  influence  was  exerted  by  those  prop- 
erty owners. 

Prior  to  1813,  the  Lincoln  Highway  and  Main  Street  were  repaired 
by  the  Turnpike  Company,  by  turnpiking,  which  consisted  of  placing 
one  foot  of  broken  stone  covered  with  gravel  and  clay.  The  first  record 
of  a  contract  awarded  by  the  Borough  was  in  1813  to  repair  the  Lincoln 
Highway  and  Main  Street  near  the  "Diamond." 

The  first  covered  storm  sewer  was  built  in  Burkhart  Avenue  from 
Main  Street  to  the  Creek  in  1823.  This  sewer  had  an  inside  height  of  AV2 
feet  and  a  width  of  3%  feet. 

The  extension  of  this  form  of  street  repairs,  grading,  and  sewers 
continued  with  some  modification  until  1912  when  brick  paving  was  laid, 
and  plans  adopted  to  continue  this  paving  four  blocks  each  year.  This 
plan  was  not  followed,  due  to  the  increased  cost  of  materials. 

In  1918  a  general  plan  of  macadem  construction  and  surface  oiling 
was  adopted,  and  the  Lincoln  Highway  and  Main  Street  were  paved  first 
with  water-bound  macadem,  and  treated  with  road  oil.  This  was  the 
first  year  that  a  large  quantity  of  road  oil  was  used  as  a  maintenance 
and  construction  material.  Prior  to  this  time,  oil  was  used  as  a  dust 
preventive  and  partially  paid  for  by  the  property  owners  abutting  on 
the  streets  treated. 

This  plan  was  continued  until  1927  and  1928,  when  the  Lincoln 
Highway  and  Main  Street  were  again  repaved  with  reinforced  cement 
concrete. 

SCHEDULE  OF  HIGHWAYS 

Streets 
1918  1947 

Miles  Miles 

0 Cement    Concrete    3.4918 

.18 Bituminous   Surface     29.2151 

0 Hard    Surface    _ 1.1565 

.696 Brick  on  Concrete — now  paved  with 

Bituminous   Material    

29.320 Unimproved    2.3544 


30.034 Total    36.2178 

Alleys 
1918  1947 

Miles  Miles 

0 Cement  Concrete  1.93 

4.1 Bituminous  Surface   19.14 

17.5 Unimproved    1.36 


21.6 Total    22.43 
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UNDERGROUND   SURFACE  WATER  DRAINS 

1918  1947 
Linear  Feet                                                                                         Linear  Feet 

2,610 12"  Terra  Cotta  Pipe   2,610 

200 18"  Terra  Gotta  Pipe   4,480 

0 15"  Terra  Gotta  Pipe    510 

2,650 24"  Terra  Cotta  Pipe   4,993 

0 36"  Terra  Cotta  Pipe   452 ' 

0 12"   Concrete  Pipe    831 

0 15"   Concrete  Pipe    350 

0 18^   Concrete  Pipe    2,979 

775 24"  Concrete  Pipe   2,714 

0 36"   Concrete  Pipe    800 

0 18"  Iron   Pipe    1,050 

0 3'  x  2.5'  Cement  Concrete  Box   1,662 

0 4'  x  3'  Cement  Concrete  Box   1,467 

0 3'  x  3'  Cement  Concrete  Box   8,385 

0 4'  x  4'  Cement  Concrete  Box   6,726 

0 . 2'  x  2'  Cement  Concrete  Box   150 

0 1.5'  x  3.5'  Cement  Concrete  Box   720 

0 1.75'  x  3.5'  Cement  Concrete  Box 113 

0 1.5'  x  4.5'  Cement  Concrete  Box   252 


6,235 Totals     41,244 

31 Inlets    318 


ENGINEERING  DEPARTMENT 

The  office  of  the  Engineer  in  the  Borough  of  Chambersburg  was 
created  iby  Ordinance  adopted  by  the  Council  on  June  14,  1909. 

The  Council  appoints  the  Borough  Engineer,  and  determines  who 
shall  be  his  assistants. 

The  duties  of  the  Engineer  are  to  furnish  engineering  services  to 
the  various  departments  of  the  Borough;  to  have  charge  of  all  property 
not  under  the  supervision  of  the  Manager  of  Utilities;  to  have  super- 
vision over  the  Street  Department,  Parks  and  Playgrounds  Department, 
and  the  Garbage  and  Refuse  Collection  Department,  and  to  report 
-monthly  to  the  council  on  all  works  completed  under  his  supervision. 

The  general  duties  of  the  office  of  the  Engineer  are  to  make,  supply 
and  preserve  copies  of  plans,  specifications,  estimates,  maps,  charts,  pro- 
files, etc. ;  to  keep  records  of  the  location  of  water,  sewer  and  gas  mains ; 
and  to  perform  clerical  work  incidental  to  the  departments  under  the 
Engineer's  supervision. 
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MUNICIPAL  MARKET 

The  Municipal  Market  Building,  erected  by  the  Borough  in  1941, 
provides  space  for  the  weekly  farmers'  market,  as  well  asi  facilities  for 
many  other  activities,  especially  the  wintertime  program  of  the  Recre- 
ation Department. 

The  building  is  one  story,  150  feet  long  and  50  feet  wide  with  a 
full  basement.  The  entire  construction  is  of  concrete  foundations  and 
brick  walls  faced  with  glazed  tile  in  the  market  room.  Steel  trusses 
support  the  roof  which  provides  a  ceiling  height  of  twenty  feet  in  the 
center  and  fifteen  feet  on  the  sides.  Fluorscent  lighting  is  provided  for 
the  market  room,  concrete  walks  are  laid  on  three  sides  of  the  building, 
and  a  macadam  paved  parking  lot  to  accommodate  fifty  cars  is  provided 
on  the  North  side. 

Market  sessions  are  now  held  each  Friday  from  1:00  P.  M.  to  7:00 
P.  M.  Space  in  the  building  is  rented  to  dealers  and  a  close  supervision 
is  maintained  over  the  methods  of  display  to  keep  the  wares  in  a  sani- 
tary condition.  The  operation  of  the  Market  is  supervised  by  the  Market 
Master. 

On  January  1,  1947,  there  were  23  dealers  renting  a  total  of  207 
linear  feet  of  space. 

The  total  cost  of  the  Market  Room  and  equipment  was  $28,686.35; 
the  total  cost  of  the  basement  was  $13,500.18;  making  the  total  value 
of  the  building  $42,186.53. 


GARBAGE  AND  REFUSE  COLLECTION 

Effective  April  1,  1943,  the  borough  of  Ohambersburg  acquired  the 
business  of  the  Ghambersburg  Sanitary  Garbage  Disposal  Company. 
This  company  and  another  private  operator  were  the  two  largest  col- 
lectors of  garbage  and  refuse,  taking  care  of  the  majority  of  this  work 
in  the  Borough. 

In  order  to  prevent  a  serious  breakdown  in  this  type  service  the 
Borough  purchased  this  business  upon  the  determination  of  the  owners 
to  discontinue  operating,  and  after  decision  of  the  other  private  col- 
lectors that  they  were  not  equipped  and  did  not  elect  to  take  over  this 
business. 

For  the  business  and  equipment  of  the  Chambersburg  Sanitary 
Garbage  Disposal  Company  the  Borough  paid  $4,500.00,  and  in  addition 
made  capital  expenditures  in  the  amount  of  $2,666.55  for  equipment  to 
efficiently  conduct  the  business. 

Under  a  revised  ordinance  adopted  by  the  Borough  Council  the 
necessary  rules,  regulations  and  rates  were  established.  Household  rates 
are  $1.00  per  month  for  the  removal  of  the  garbage  and  rubbish,  $1.25 
per  month  for  garbage,  rubbish  and  ashes,  provided  in  both  cases  all 
materials  are  placed  on  the  first  or  ground  floor  of  the  property  for 
collection;  and  $2.00  per  month  for  removal  of  garbage,  rubbish  and 
ashes  from  the  cellar  of  the  property.  Commercial  rates  are  by  separate 
contract,  based  upon  amount  of  material  to  be  removed. 
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PUBLIC  COMFORT  STATION 

A  Public  Comfort  Station  was  built  by  the  Borough  of  Chambers- 
burg  and  the  Commissioners  of  Franklin  County  in  1932  at  a  total  cost 
of  $10,689.03,  and  is  maintained  jointly  by  them.  The  operation  costs 
and  repairs  are  divided.  In  1947  the  costs  were  $2,201.52,  of  which  the 
Borough  paid  $1,129.87.  In  addition,  the  Borough  furnished  water  and 
electricity  in  the  amount  of  $572.31,  and  the  County  Commissioners 
furnished  heat  and  janitor  service  without  charge. 

Two  attendants  are  employed,  and  are  on  duty  each  day  during 
the  hours  of  operation  to  maintain  order  and  keep  the  station  in  an 
orderly  and  sanitary  manner. 

The  use  made  of  this  station  has  greatly  exceeded  the  estimates 
made  by  the  original  promoters,  and  the  records  show  that  more  than 
2,000  persons  attended  this  station  in  one  day. 


PARKS  AND  PLAYGROUNDS 

The  Burgess  and  Town  Council  at  the  present,  as  well  as  those  in 
the  past,  recognize  leisure  time  activities  and  recreation  as  an  essential 
governmental  function  and  have  adopted  a  plan  for  expansion  and  im- 
provement that  will  eventually  provide  for  Chambersburg  a  system 
of  Parks,  Athletic  Fields,  Playgrounds,  and  Play  Areas  to  conform  to 
standards  set  by  the  National  Recreation  Association. 

The  playground  system  was  started  through  the  efforts  of  churches, 
civic  organizations  and  citizens  who  together  formed  small  associations 
to  secure  sites,  equipment  and  voluntary  supervision  for  play  areas  for 
small  children.  Much  of  their  equipment  was  made  by  members  of  these 
associations  and  by  funds  for  materials  secured  from  festivals  and  con- 
tributions. As  the  value  of  these  areas  was  proven,  the  demand  for 
expansion  increased  and  the  Borough  of  Chambersburg  then  assumed 
the  obligations  of  maintenance  and  operation,  assisted  by  the  various 
citizens'  committees. 

The  present  playground  program  is  designed  for  a  twelve  week 
Tvetfiod  during  the  months  of  June,  July  and  August  and  is  undpr  the 
direction  of  the  Parks  and  Playgrounds  Committee  of  the  Town  Council, 
t^srether  with  the  Borough  Engineer,  Playground  Supervisor,  seven 
girl  leaders  and  an  Athletic  Director. 

The  PlavsTound  system  consists  of  three  combination  athlptic  fields 
and  nlavgrounds  and  five  play  areas  distributed  over  the  Boron  eh  at 
locations  as  accessible  as  possible  to  the  more  densly  populated  sections. 

In  order  to  help  meet  the  need  of  a  year  around  recreational  pro- 
p-ram. a  Recreation  Center  was  opened  on  Mardh  1,  1943,  in  the  basement 
o-p  t'he  Municipal  Market  Building,  under  sponsorship  p'f  the  Department 
of  Parks  and  Playgrounds.  The  center  was  open  only  during  the  winter 
months,  on  Monday,  Tuesday,  Thursday,  and  Friday  evenings  of  each 
week  from  7:00.  to  9:30  o'clock.  Wednesdays  were  kept  open,  and 
practically  all  of  these  days  were  made  use  of  by  organizations  .spon-r 
soring  recreational  events.  The  regular  program  of  activities  was  under 
the  supervision  of  the  Supervisor  of  Playgrounds. 
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The  colored  asphalt  tile  floor,  acoustical  tile  ceiling,  painted  walls, 
furniture  and  equipment,  consisting  of  ping-pong  tables,  shuffleboard 
court,  game  tables,  piano,  combination  radio  and  record  player,  etc., 
make  a  very  attractive  game  and  recreation  room.  The  center  proved 
very  popular  with  14,781  persons  making  use  of  its  facilities  according 
to  attendance  figures  kept  by  the  supervisor. 


HISTORY  OF   THE    CHAMBERSBURG   HEALTH   BOARD 

The  first  meeting  of  the  Chambersburg  Health  Board  was  held  in 
Council  Hall  September  26,  1893.  The  following  men — Dr.  Johnston 
McLanahan,  A.  J.  White,  J.  Brua  Hoyer,  and  George  Denton  were 
sworn  in  an  members  by  Burgess  George  A.  Wood.  Dr.  John  A.  Bouse 
was  appointed  Health  Officer. 

Dr.  Johnston  McLanahan  was  elected  President  of  the  Board,  which 
office  he  held  until  October  3,  1912. 

Among  the  first  duties  of  the  Board  were  the  enacting  of  local  sani- 
tary measures  which,  in  conjunction  with  the  State  Regulation,  began 
functioning  shortly  after  its  inception. 

The  health  Board  was  the  outcome  of  an  Act  of  the  General  As- 
sembly of  May  9,  1893,  authorizing  Chambersburg  to  appoint  such 
a  Board. 

The  duties  of  the  Health  Board  have  varied  with  conditions  of  the 
times,  but  the  main  actions  have  always  been  the  maintaining  of  sani- 
tary health  measures  concerning  the  public. 

Contagious  diseases  and  their  control  have  always  been  one  of 
the  chief  duties  of  the  Health  Board. 

Other  duties  are  seeing  that  the  millk  supply  is  brought  to  the  con- 
sumer in  the  best  possible  condition  as  a  palatable,  healthful  product, 
free  of  preservatives  or  adulterations;  issuing  of  health  certificates  to 
those  who  work  or  are  employed  in  restaurants,  drug  stores,  hotels, 
eating  houses,  etc.,  nuisances  affecting  the  public  are  corrected,  and  the 
general  civic  conditions  of  the  city  are  observed. 

During  the  year  1947,  73  cases  of  contagious  diseases  were  reported 
to  the  Board  of  Health.  Three  hundred  and  eleven  common  nuisances 
were  reported  to  the  Board  of  Health,  which  were  invstigated  by  the 
Health  Officer  and  removed  or  remedied.  Ninety  connections  were  made 
to  the  Sanitary  Sewer  System  during  the  year  1947.  Five  permits 
were  granted  to  all  milk  dealers.  The  Health  Officer  made  1,511  calls 
during  the  year.  Twenty-five  permits  were  issued  to  haulers  of  garbage 
and  refuse.  During  the  year  1947  an  average  of  30  loads  of  refuse, 
etc.,  was  received  daily  at  the  Borough  of  Chambersburg  incinerator 
and  dump,  located  on  the  Borough  Farm,  and  was  properly  placed 
and  disposed  of. 

Sediment  testing  of  milk  was  made  quarterly,  and  the  preservative 
test  made  annually. 

Anyone  whose  milk  registered  unsatisfactory  on  two  successive 
testings  were  refused  the  privilege  of  selling  milk  within  the  Borough 
for  local  distribution. 

The  Board  meets  the  last  Monday  of  each  month  in  regular  session 
with  additional  special  meetings. 

The  members  are  Dr.  B.  M.  Beaittie,  President;  Dr.  L.  H.  Seat  on, 
W.  M.  L.  Etter,  Paul  Walker,  F.  Lester  Marshall,  and  Frank  J.  Croft, 
Health  Officer  and  Secretary. 
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HISTORICAL  SKETCH  OF  CHAMBERSBURG  SANITARY 
SEWER  DEPARTMENT 

When  the  Borough  of  Chambersburg  decided  in  1910  and  1911  to 
obtain  its  water  supply  from  the  State  Forest  at  Caledonia,  it  was  neces- 
sary to  obtain  a  permit  from  the  Pennsylvania  State  Health  Depart- 
ment, and  when  the  State  Health  Department  issued  this  permit,  it 
granted  to  Chambersburg  the  right  to  the  water  of  Birch  Run,  but  it 
also  provided  that,  for  this  right,  the  Borough  of  Chambersburg  was 
to  install  a  Sanitary  Sewerage  System  with  a  proper  Disposal  Plant  of 
a  capacity  sufficient  to  take  care  of  the  town  for  twenty  years  to  come. 

The  same  Bond  Issue,  providing  funds  for  the  construction  of  the 
water  supply  line  between  the  mountain  and  Chambersburg,  provided 
also  for  sufficient  bonds  to  put  in  a  Sanitary  Sewerage  System  in  Cham- 
bersburg. This  system  was  constructed,  and  was  put  in  service  August 
1,  1912.  As  building  operations  developed  in  the  town,  new  laterals  have 
been  run,  and  at  the  present  time  the  entire  system  consists  of: 
* 

LATERALS 

22.950  miles  8" 

6.636  miles  10" 

.263  miles  12" 

.23     miles  15" 

.074  miles  18" 


Total  30.153  miles 

TRUNK  LINES 

238.0  feet  10" 
4,432.5  feet  12" 

2.138.3  feet  15" 

3.099.4  feet  18" 
4,014.9  feet  24" 

1,631.2  feet  20"  x  30"  concrete 


Total  15,554.3  feet 


At  the  present  time  there  is  a  total  of  174,870.61  feet,  or  33.10 
miles  of  sewers,  127  Flush  Tanks,  804  Manholes,  and  3,491  buildings 
are  connected  with  the  system. 

The  total  sewage  handled  at  the  Sanitary  Sewage  Disposal  Plant 
during  1947  was  533,013,687  gallons.  The  total  cost  for  the  operation 
and  maintenance  of  the  plant  during  the  year  1947  was  $21,027.95. 
The  average  cost  for  handling  the  sanitary  sewage  during  1947  was 
3.94  cents  for  1,000  gallons. 
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ANNUAL  REPORT  OF  THE  PLUMBING  INSPECTOR 

During  the  year  1947  the  Plumbing  Inspector  had  submitted  to  him 
225  sets  of  plans  for  approval.  These  plans  were  approved  and  work 
tested  and  inspected  which  covered  the  fixtures  in  52  new  buildings 
amounting  to  781  fixtures.  During  1947  there  were  30  buildings  con- 
verted into  apartments  which  required  the  inspection  and  testing  of 
121  fixtures.  There  were  80  alterations  which  required  the  inspection 
of  260  fixtures.  There  were  8  electric  washedrs  installed  which  made 
it  necessary  to  inspect  and  approve  24  fixtures.  There  was  1  air  con- 
ditioning plant  installed  which  involved  the  inspection  of  3  fixtures. 
There  were  40  automatic  hot  water  gas  heaters  installed,  each  one  of 
which  required  inspection.  30  new  hot  water  boilers  required  the  inspec- 
tion of  30  fixtures.  There  were  4  electric  dish  washers  installed  which 
required  the  inspection  of  8  fixtures.  During  the  year  576  inspections 
were  made  of  sand  traps  on  lines  which  were  connected  with  the  sanitary 
sewerage  system.  During  1947  there  were  1,476  inspection  trips  re- 
quired, involving  the  inspection  of  1,957  fixtures. 


STATEMENT  OF   RECEIPTS   AND   EXPENDITURES   OF 

THE  BOROUGH  OF  CHAMBERSBURG,  PENNSYLVANIA, 

FROM  JANUARY  1st,  1947,  TO  JANUARY  1st,  1948 


Receipts 

Balance   in   Treasurer's   Account 

January  1,  1947    

Edgar  W.   Diehl,  Tax  Duplicate 

1947-48     $     7,990.01 

Edgar  W.   Diehl,  Tax  Duplicate 

1946-47     204.73 

Edgar  W.   Diehl,  Tax  Duplicate 

1944-45     58.44 

Edgar  W.   Diehl,  Tax  Duplicate 

1943-44     30.23 

Licenses     214.00 

Licenses,  Beverages    4,225.00 

Building   Permits    107.00 

Plumber  Licenses    15.50 

Parking   Meter   Fines    1,689.00 

Miscellaneous     2,290.00 

Market   Master    Collections    .... 

Tax  Liens  and  Interest    

Ambulance    Collections    

Pole    Tax    


$     6,480.18 


8,283.41 


4,561.50 


3,979.00 

887.50 

563.57 

1,833.77 

233.80 
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Street     Department's     share     of 

Gas  Tax  from   County    3,399.48 

Street  Paving  Liens  and  Interest  126.80 

Rental  of  Properties    414.00 

Liquid   Fuel   Tax    9,025.28 

Miscellaneous   Street    1,820.57 


Expenditures 

Salaries 

Clerks  and  Bookkeepers    $     5,357.68 

Engineering   Department    12,905.90 

Treasurer    400.00 

Burgess      360.00 

Auditors    450.00 

Typing   Auditors   Report    25.00 

Market  Master    1,862.04 

Plumbing  Inspector    2,070.72 

Draftsman — Zoning  Work    650.00 

Veterans   Administration    2,520.00 
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14,786.13 


Rental  of  Borough  Farm   ,  240.00 

Sewer    Liens    and    Interest    ....  343.17 

Sewer  Inspection   and   Taps    .  .  .  315.00 

Sewer   Assessments    11,498.27 

Sewer   Miscellaneous    9.60 

Rental  of  Henninger  Field    ....  517.95 

Rental  of   Municipal   Market    .  .  40.00 

Fire   Insurance    Tax    Refund    .  .  2,738.47 

Parking    Meter    Receipts    16,577.36 

Parking  Meter  Miscellaneous    .  .  119.32 
Garbage    and    Refuse    Collection 

Service' 19,261.07 

Refund   on   Liens    170.80 

Refund  on  Insurance 413.00 

U.   S.    Government  Lieu  of  Tax 

Federal  Housing  Project  ....  631.13 
Miscellaneous  General  Borough  261.79 
Miscellaneous  Police  Department  1,568.41 
Miscellaneous  Fire  Department  67.97 
Miscellaneous  Engineering  De- 
partment       127.97 

Transfer  from  Light  Dept. — Fire 

Hydrant   Rental    12,000,00 

Transfer  from  Fire    Fund     14,118.34 

Transfer  from  Electric     Light 

Department    167,700.00 

Transfer  from  Water     Depart- 
ment       25,000.00 

Transfer  from  Gas    Department  5,000.00 
Transfer  from  Light     Sinking 

Fund    10,000.00 


$  26,601.34 


$330,328.48 


Board  of  Health 

Salaries     $     1,991.56 

Supplies     ...    509.08 


Police  Department 

Salaries       $  34,549.35 

Pensions     1,357.66 

Equipment   and   Supplies    348.23 

Maintenance      and      Repairs      to 

Motor    Equipment     1,777.87 

Uniforms     1,300.66 

Telephone   and    Telegraph    299.75 

Traffic  Light  Signals  and  Repairs  2,433.88 

Fuel    140.46 

Gas  and  Oil   1,462.96 

Maintenance      and      Repairs      to 

Building     206.51 

Insurance    270.20 

Advertising     136.40 

Extra   Labor    173.55 

Maintenance  to  Radio  Equipment  673.89 
Maintenance     and      Repairs     to 

Equipment    20.34 

Printing     56.50 

Postage    77.50 

Miscellaneous     152.45 


Parking   Meter  Account 

Salaries     $     7,923.14 

Rent    of   Parking    Lot    150.00 

Maintenance,   Cost  of  Snow  Re- 
moval and  Insurance   2,741.64 


Street  Department 

Maintenance  of  Streets: 

Patching    $     6,305.78 

Surface  Oiling > 4,237.23 

Sweeping    and    Cleaning     ....  5,127.94 

Operating    Motor    Sweeper    .  .  1,172.40 

Snow    Removal    3,102.02 

Miscellaneous     1,018.54 


Maintenance  of  Alleys: 

Patching    $     1,433.80 

Dust   and   Weed    Control    860.47 

Miscellaneous     41.95 
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$     2,500.64 


$  45,438.16 


$  10,814.78 


$  20,963.91 


$     2,336.22 


Maintenance  and  Repairs: 

Storm   Sewers    $ 

Bridges    

Operation    Garage    

Operation      and      Repairs      to 

Equipment    

Purchase  and  Repairs  to  Tools 

Back-filling    Ditches     

Maintenance    and    Repairs    to 

Properties    

Pensions    

Supervision  —  Salaries,  Street 

Commissioner     

Administration     

Purchase  of  Major  Equipment 

Construction  of  Streets     

Construction  of  Alleys    

Construction  of  S!torm     Water 

Drains    

Other    Miscellaneous    


465.14 

123.24 

2,332.82 

3,779.02 

963.63 

1,504.24 

73.90 
55.62 

2,705.56 
868.35 
2,279.18 
3,761.21 
1,743.84 

861.12 
12.00 


v  "■*■>* 

«    A  A  Qoq  00 

Disposal  Plant 

Salaries     ! 

£     2,598.72 

Eqiupment  and   Supplies    

127.63 

Insurance    

195.08 

Labor  at  Pump  House   

8,765.37 

Gasoline     

45.09 

Oil   Waste   and    Packing    

20.98 

Chlorine  Chemical  Treatment   .  . 

1,272.65 

Lamps    

.54 

Fuel  and  Fuel  Oil   

198.71 

Plant  Supplies   

8.89 

Maintenance  and  Repairs,  Build- 

i 

ings     

1,382.09 

Maintenance  and  Repairs,  Pumps 

60.94 

Maintenance  and  Repairs,  Tools 

and  Instruments 

23.67 

Maintenance  and  Repairs,  Tanks 

and  Filter  Beds    . 

1,741.30 

Maintenance  and  Repairs,  Sludge 

Beds 

3,884.36 

Maintenance  and  Repairs,   Elec- 

trical   Equipment 

2.00 

Maintenance  and  Repairs,  Truck 

511.94 

Construction      and      Equipment, 

Buildings         

187.99 

<R   01  f 

>9.7  Q5 

Fire  Department 
No.  1  Friendships: 

Drivers   Salary 


Supplies 

Repairs  to   Equipment 


$     4,370.00 

173.66 

71.72 
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Repairs   to   Building    1,997.71 

Telephone    27.65 

Laundry     .    32.68 

Coal    76.95 

Insurance    65.86 

Gas  and  Oil   36.23 

New   Equipment    348.08 

Miscellaneous     64.58 


No.  2  Juniors: 

Drivers   Salary    $     8,592.44 

Supplies     232.53 

Repairs    to    Equipment     229.18 

Repairs   to    Building    2.65 

Telephone    34.65 

Laundry    12.32 

Coal    182.16 

Insurance    88.27 

Gas   and    Oil    92.64 

New    Hose    177.39 

Miscellaneous     16.04 


No.  3  Good  Wills: 

Drivers    Salary    $  11,314.27 

Supplies     278.63 

Repairs   to   Equipment    248.54 

Repairs   to   Building    25.95 

Telephone    23.65 

Laundry     39.00 

Coal    201.60 

Insurance    88.26 

Gas  and  Oil 40.38 

New  Equipment    145.00 

Advertising     23.85 

Miscellaneous      50.83 


No.  4  Franklins: 

Drivers   Salary    $     4,425.22 

Supplies 146.46 

Repairs   to   Equipment    162.94 

Repairs   to    Building    103.30 

Telephone    25.30 

Laundry     36.00 

Coal    7.40 

Insurance    88.27 

Gas  and  Oil   52.42 

New    Hose    475.00 

Miscellaneous     96.41 
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$     7,265.12 


$     9,660.27 


$  12,479.96 


$     5,618.72 


No.  5  Cumberland  Valley: 

Drivers   Salary    $     4,261.22 

Supplies     71.04 

Repairs   to   Equipment    59.25 

Repairs   to    Building    2.00 

Telephone    23.65 

Laundry     14.90 

Coal    215.74 

Insurance    80.96 

Gas    and    Oil     32.16 

New  Equipment    14,431.96 

New   Hose    475.00 

Miscellaneous     41.34 

$  19,709.22 

General  Fire  Department 

Maintenance     and     Repairs     to 

Alarm    System    $        679.73 

Fire  Hydrant  Rental    12,000.00 

Miscellaneous     111.08 

$  12,790.81 

$  67,524.10 

Sanitary  Sewers 

Maintenance  and  Repairs    $     2,900.59 

Extension    16,649.87 

$  19,550.46 

Garbage  and  Refuse 
Collection  Service 

Salaries  and  Expenses    $  19,896.30 

Recreation   Department 

Recreation    Center  $     2,070.16 
Parks  and  Playgrounds              .  9,481.92 
Recreation  Department  Improve- 
ments        1,163.91 

$  12,715.99 

Miscellaneous 

Office   Supplies  —  Printing   and 

Postage        $     2.289.55 

Maintenance    City   Hall    .    .  2,293.63 

Maintenance    Municipal    Market  3.070.97 

Insurance — Fire,     Accident     and 

Compensation  2,412.98 

Appropriation   Coyle  Library    .  .  3,000.00 

Appropriation     Chambers  burg 

Hospital     .  3,500.00 

Appropriation  Spanish  War  Vet- 
erans      100.00 
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Maintenance    and    Repairs    Am- 
bulances       1,105.46 

Phone    Rental,    Council    Officials  424.32 

Maintenance  Comfort  Station   .  .  1,129.87 
Maintenance  Borough  Farm  and 

Road     1,059.45 

Maintenance    Incinerator    2,058.18 

Investigation,   May   Company    .  .  7,294.81 
Survey    Analysis     of    Industrial 

Wastes     2,869.02 

Construction   of  Gas   Office    ....  1,010.50 
Expense,    Fire    Prevention    Con- 
vention       501.41 

Firemen's  Relief  Association,  Tax 

on  Foreign  Fire  Insurance    .  .  2,738.47 
Supplies,     Engineering     Depart- 
ment       1,583.01 

Attorney,    Salary    1,250.00 

Premium  on  Bonds 260.00 

Dues,  Borough  Association    ....  48.00 

Borough  Convention  Expenses    .  544.00 

Prints  for  Zoning    8.12 

Advance     to     Gas     Department, 

Petty    Cash    100.00 

City  Directory  Service    200.00 

Tax   Collector's   Expense    120.64 

Expense,    Borough    Solicitor    .  .  .  73.04 

Filing    Tax    Liens    85.00 

Expense,  Christmas  Lighting  162.39 
Expense,     Non-compliance     Pav- 
ing  Notice    223.30 

Expense,     Airport     Investigation  46.55 
Expense,     Disposal     of     Civilian 

Defense    14.60 

Expense,  Scout  Paper  Collection  30.16 
Expense,  Fighting     Mish     Dump 

Fire    44.24 

Expense,  Legion    Block   Party    .  38.13 

Expense,  Memorial    Day     78.51 

Expense,  Armistice    Day    13.84 

Expense,    Community    Fair    ....  33.36 

Expense,  Fire    Parade    3.00 

Expense,  Treasurer's   Books    .  .  .  11.25 

Liquid  Fuel  Tax    8,430.28 

Transfer  to  Gas   Department    .  .  82.81 

Tax    Collector's    Commissions    .  .  265.07 

Miscellaneous     37.37 

Balance  in   Hands  of  Treasurer 
January  1,  1948    


$50,545.29 


$321,544.01 
8,784.47 


$330,328.48 
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BOROUGH  FIRE  FUND 

January     1,     1947,     Balance     in 

Treasurer's  Hands    $  13,576.24 

Interest,     Time     Certificates     of 

Deposit     137.10 

Interest,    2%%    U.    S.    Treasury 

Bonds     405.00 

$50,000.00  U.  S.   Savings  Bonds, 

Series  "F"    37,000.00 

$18,000.00  U.  S.   Savings  Bonds, 

21A%    (1956-59)    18,000.00 

$  69,118.34 

$50,000.00  U.  S.   Savings  Bonds, 

Series  "F"    $  37,000.00 

$18,000.00  U.  S\   Savings  Bonds, 

21,4%    (1956-59)    18,000.00 

Transfer     to     General     Borough 

Fire   Department    14,118.34 

$69,118.34 

TAX  COLLECTOR'S  ACCOUNT 

Borough         Bond         Borough         Bond 
Dr. 

Duplicate   1932- 

1944  Taxes 
as  shown  by 
Auditor's  Re- 
port    January 

1,    1947    $        30.23  $        90.15 

Cr. 

Amount  Paid 
Treasurer  b  y 
Edgar  W.  Diehl 
Collector    30.23  90.15 

Dr. 

Duplicate  1944- 

1945  Taxes, 
Balance  shown 
by  Auditor's 
Report  January 

1,    1947    $        60.13  $      186.19 

Cr. 

Amount  Paid 
Borough  Trea- 
surer by  Edgar 
W.  Diehl,  Col- 
lector        $        58.44  $      181.14 

Tax  Liens  Enter- 
ed      1.69  5.05  $        60.13  $      186.19 
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Dr. 

Duplicate  1945- 
1946  Taxes, 
Balance  as 
shown  by  Audi- 
tor's  Report 
January  1,  1947  $        21.63  $        64.96 

Cr. 

Tax  Liens  Enter- 
ed —  Balance 
Outsftandin  g 
January  1,  1948  $  1.69  $  5.05  $  1.69  $  5.05 


$        19.94  $        59.91 


Dr. 

Duplicate  1946- 
1947  Taxes, 
Balance  as 
Shown  by  Audi- 
tor's  Report 
January  1,  1947  $      262.00  $      694.69 

Penalty    Added 

5%    5.12  10.81 


$      267.12  $      705.50 


Cr. 

Amount  paid 
Treasurer  by 
Edgar  W.  Diehl 
Collector    $      204.73  $      515.29 

Tax  Liens  Enter- 
ed      .42  1.26  $      205.15  $      516.55 


Balance  Out- 
standing Jan- 
uary 1,   1948  $        61.97  $      188.95 

Dr. 

Duplicate   1947- 

1948    $  8,331.13  $24,984.31 

Cr. 

Amount  Collected 

to  November  1, 

1947    $  7,965.93  $23,846.15 

Abatement      on 

Amount     C  o  1  - 
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lected    to    Nov- 
ember 1,  1947  .  162.57  486.65 
Collected    Novem- 
ber   1,    1947    to 
January  1,  1948            24.08  .  71.94 


8,152.58  $24,404.74 


Balance  to  be 
Collected  Jan- 
uary 1,  1948  .  .  $      178.55  $      579.57 


SUMMARY  TAX  DUPLICATE 

Borough  Bond  Total 

January  1,  1948  Duplicate  1945-1946    .    $        19.94  $  59.91 

January  1,  1948  Duplicate  1946-1947   .  61.97  188.95 

January  1,  1948  Duplicate  1947-1948    .  178.55  579.57 


$      260.46  $      828.43  $  1,088.89 


BOND  DEPARTMENT 
Receipts 

Balance  in  Hands  of  Treasurer,  Janu- 
ary 1,   1947    $21,025.15 

Tax    Duplicate    1947-1948,    Edgar    W. 

Diehl,    Collector    $23,918.09 

Tax    Duplicate    1946-1947,    Edgar    W. 

Diehl,  Collector    515.29 

Tax    Duplicate    1944-1945,    Edgar    W. 

Diehl,  Collector    181.14 

Tax    Duplicate    1943-1944,    Edgar    W, 

Diehl,  Collector   90.15 

24,704.67 

$45,729.82 

Expenditures 

Bonds  Redeemed   $  8,000.00 

Interest  Paid    (Coupons)    2,280.00 

Commissions,  Edgar  W.  Diehl,  Collector  790.53 
Balance  in  Hands  of  Treasurer  Janu- 
ary 1,  1948   34,659.29 

$45,729.82 

BOND  DEPARTMENT— SINKING  FUND 

Balance  in  Hands  of  Treasurer  January  1,  1947  .  .    $  4,596.98 

Interest  Received    46.05 

Balance  in  Hands  of  Treasurer  January  1,  1948  .  .     $  4,643.03 
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TAX  LIENS 


Balance   to  be 
Collected  Janu- 
ary  1,   1947 

Liens     Entered 
During    1947    . 

Interest   Collected 

B 

$ 

$ 
$ 

orough 

560.62 
3.80 

$ 

$ 
$ 

Borough 
Bond       and  Bond 

744.42  $        21.45 
11.36 

$ 
$ 

$ 

Interest 

$ 
236.57 

Total 

1,326.49 

15.16 
236.57 

Amount      Collect- 
During  1947   . 

564.42 
138.58 

755.78  $ 
188.42 

21.45 

236.57  $ 

1,578.22 
327.00 

Tax    Liens    Not 
Revived    Dur- 
ing   1947     

425.84 
3.60 

567.36  $ 
2.39 

21.45 

236.57  $ 

1,251.22 
5.99 

$      422.24  $      564.97  $        21.45  $      236.57  $  1,245.23 


LATERAL  SEWER  ASSESSMENTS 
Dr. 

Assessments  During  Year  1947   

Cr. 

Collected   During   1947    $11,498.27 

Unpaid  Assessments   1947    460.67 

LATERAL  SEWER  LIENS 

Balance  to  be  Collected  January  1,  1947   $  1,661.52 

Interest    Accrued    121.43 

Costs    Accrued     32.00 

Collected    During   1947    $      221.74 

Interest  Collected    121.43 

Costs   Collected    32.00 

Balance  to  be  Collected  January  1,  1948   1,439.78 

PAVING  LIENS 

Balance  to  be  Collected  January  1,  1947   $      622.58 

New  Liens  Entered    133.07 

Interest    Accrued    56.20 

Costs  Accrued   7.80 


$11,958.94 


$11,958.94 


$  1,814.95 


$  1,814.95 


$      819.65 
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Collected   During   1947    $        70.60 

Interest  Accrued   56.20 

Costs  Accrued    7.80 

Balance  to  be  Collected  January  1,  1948     685.05 

$      819.65 


Signed: 


HERBERT    C.    KEEFER, 
EUGENE    V.   MILLER, 
JOHN    A.    BURKHART, 

Auditors. 


CHAMBERSBURG  WATER  DEPARTMENT 
HISTORICAL  SKETCH 

The  first  attempt  to  furnish  water  under  pressure  to  the  citizens  of 
CTiambprsbure'  was  made  by  the  Chambershure:  Water  Company,  of  which 
Mr.  James  Riddle  was  President  in  1817.  This  company  furnished  water 
under  pressure  through  a  wooden  pipe  system  which  consisted  simply 
of  pine  logs  with  suitable  holes  bored  through  them  from  end  to  end 
and  the  logs  fastened  together  end  to  end  by  a  heavy  brass  tapered 
ferrule.  Water  was  furnished  until  1875  or  1876.  The  pump  for  this  system 
was  located  on  the  South  side  of  the  Falling  Spring  at  a  point  almost 
directly  in  line  with  the  buildings  of  the  Chambersburg  Hospital  and 
was  driven  by  a  water  wheel.  The  reservoir  was  located  where  the 
present  buildings  of  the  Chambersburg  Hospital  now  stand  and  during 
the  construction  of  the  Hospital  traces  of  the  old  reservoir  structure 
were  uncovered,  and  some  of  the  old  wooden  pipe  was  dug  up.  The 
pressure  under  which  this  water  was  furnished  must  have  been,  of 
necessity,  quite  low  and  the  old  records  show  that  the  system,  as  a 
whole,  was  not  satisfactory. 

On  March  1,  1875.  the  following  men  were  elected  to  the  Chambers- 
burer  Town  Council:  W.  B.  Gilmiore,  Jacob  H.  Miller,  Samuel  M.  Worley. 
J.  P.  Culbertson,  John  C.  Gerbier,  John  Suesserote,  Thomas  Cook,  and 
David  Harmony,  with  G.  W.  Nitterhouse  as  Bursress.  On  July  17.  1875. 
this  body  took  action  setting  Friday,  August  20.  1875,  as  an  election 
day  for  voting  ion  a  bond  issue  not  to  exceed  $60,000.00,  for  the  purpose 
o-P  erpr>trn£r  a  suitable  water  works.  This  election  was  duly  hpid  and 
the  official  eommt,  reported  at  a  special  meeting  of  Council  held 
August  21,  1875,  was  as  follows: 

In  favor  of  the  Bond  Issue   648 

Not  in  favor  of  the  Bond  Issue   317 

This  was  the  beginning*  of  the  Borough  of  Chambersburg  entering 
into  fftp  business  of  supplying  water  to  its  citizens. 

Bids  were  received  for  the  necessarv  enuinment  on  September  ?5, 
1875,  and  tb*  contract  was  awarded  to  H.  P.  M.  Birkenbine  at  a  price 
of  $53  850.00  which  covered  a  one  million  g-allon  pump,  boiler,  onp 
minion  gallon  reservoir,  28  fire  plugs.  5.400  feet  of  10-Wh  pipe. 
1.750  feet  of  8-inch  pipe,  7.693  feet  of  6-inch  pipe,  and  18K00  feet  of 
4-inoh  pipe,  or  a  total  of  6.3  miles   of  pipe.  It  is   a  matter  of   some 
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interest  to  note  that  all  of  this  old  pipe  and  some  of  the  old  Birkenbine 
fire  plugs  are  still  in  service  in  Chambersburg  today. 

This  action  on  the  part  of  the  Borough  was  contested  by  the 
Chambersburg  Water  Company,  but,  in  the  'end,  all  of  the  actions  of 
Council  were  upheld  by  the  Courts. 

This  first  pumping  plant,  constructed  in  1875-1876,  a  steam  operat- 
ed one,  was  located  on  the  West  Bank  of  the  Conococheague  Creek 
almost  directly  opposite  the  foundry  of  the  Wolf  Company,  known  as 
the  Birkenbine  Pumping  Plant.  In  1891,  a  water-driven  pumping  plant 
was  installed  at  the  C.  B.  Gish  Mill,  afterward  known  as  Siloam,  and 
another  reservoir  constructed  with  a  capacity  of  2,000,000  gallons,  on 
the  farm  of  Joseph  Horst.  A  2,500,000  gallon  steam  pumping  plant 
was  installed  at  the  same  location  in  1907  to  replace  the  water-driven 
pump. 

In  1911  the  Conococheague  Creek  was  abandoned  by  the  Borough 
as  a  source  of  drinking  water  supply  and  a  supply  brought  in  by  gravity 
from  the  State  Forest  at  Caledonia.  This  was  a  vast  improvement  over 
any  of  the  other  supplies  that  the  Borough  of  Chambersburg  had  been 
using  but  the  droughts  of  1931,  1932  and  1933  brought  very  forcibly  to 
the  attention  of  the  authorities  that  the  supply  might,  under  certain  con- 
ditions, become  quite  inadequate.  To  guard  against  any  shortage  of 
water  that  might  possibly  occur,  the  Borough  of  Chambersburg  pro- 
ceeded to  build  a  storage  dam  at  Caledonia  across  the  Birch  Run  Valley, 
which  holds  387,000,000  gallons  of  water. 

During  the  summer  of  1947  the  Pennsylvania  Department  of  High- 
ways began  the  improvement  of  the  Lincoln  Highway  eastward  from 
Chambersburg.  This  work  involved  the  widening  and  leveling  of  the 
roadway  and  the  construction  of  a  new  concrete  surface.  As  the  two 
water  mains  serving  the  Borough  from  the  Caledonia  watershed  were 
installed  under  the  shoulder  of  the  highway  for  about  two  miles,  the 
Water  Department  was  faced  with  the  necessity  of  relocating  its  mains 
where  thev  conflicted  with  the  new  grades  established  by  the  Depart- 
ment of  Highways. 

This  relocation  consisted  of  the  excavation  of  the  mains  from  their 
original  position,  the  deepening  of  the  trench  in  which  they  were  laid, 
and  the  re-installation  of  the  pipe  to  conform  to  the  new  grade  of  the 
highway.  Affected  by  this  operation  were  approximately  206  fe£t  of 
8"  and  2,737  feet  of  14"  cast  iron  pipe  laid  in  1911,  and  approximately 
1,747  feet  of  14"  and  2,105  feet  of  16"  cast  iron  pipe  laid  in  1936.  Man- 
holes were  built  around  9  line  valves  and  9  air  valves  to  permit  proper 
maintenance  without  breaking  the  new  roadway.  Many  of  the  water 
users  along  the  highway  were  obliged  to  install  new  service  pipes,  and 
practically  all  the  users  along  the  road  were  without  water  for  varying 
periods  while  the  pipe  serving  them  was  out  of  service.  Service  to  users 
in  Chambersburg  was  maintained  by  the  expedient  of  relocating  one  of 
the  two  mains  at  a  time  while  keeping  the  other  in  use.  This  was 
successfully  accomplished  except  for  one  occasion  when  a  dynamite  blast 
of  the  highway  contractor  damaged  the  main  in  service  while  the  other 
was  being  relocated.  Water  service  to  the  town  was  impaired  for  several 
hours  and  finally  shut  off  from  the  mountain  supply  entirely  overnight 
while  the  damaged  pipe  was  repaired.  During  this  emergency  the 
pumping  plant  at  S'iloam  was  pressed  into  use  to  supply  limited  service 
to  the  community.  This  was  the  only  time  since  water  was  first  piped 
from  Caledonia  that  service  to  the  town  was  completely  interrupted. 

The  work  of  relocation  of  the  mains  was  done  by  the  Harman  Con- 
struction   Company   of    Landisville,    Pennsylvania    at    a  .total    cost   of 
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$96,556.97.  This  sum  was  withdrawn  from  the  Water  Department  Sink- 
ing Fund  and  does  not  appear  in  the  report  of  the  regular  expenditures 
for  the  year. 

The  total  cash  and  credits  of  this  Department  for  1947  were 
$108,146.27,  and  the  total  operating  and  non-operating  expenses  were 
$46,228.45,  including  depreciation  amounting  to  $13,156.84,  which  leaves 
a  total  gross  profit,  exclusive  of  interest  charges,  of  $61,917.82. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Ac- 
counting and  Bookkeeping  System  was  installed  for  this  Department, 
after  the  making  of  a  complete  appraisal.  The  Reproduction  Value 
New,  less  Accrued  Depreciation,  as  of  December  31,  1947,  was  $1,128,- 
996.27. 

PHYSICAL  DATA  OF  WATER  DEPARTMENT 
JANUARY  1,  1948 

Population  of  Borough    (Estimated)    16,500 

Area  of  Water  Shed 17.75  Square  Miles 

Elevation  of  Impounding    Reservoir  1,091.75  feet  above  Sea  Level 

Elevation  of  Intake   Dam    975  feet  above  Sea  Level 

Elevation  of  Dull  Hill  Reservoir  801  feet  above  Sea  Level 

Elevation  of  Horst  Reservoir  712  feet  above  Sea  Level 

Elevation  of  Reservoir  Hill  Reservoir   707  feet  above  Sea  Level 

Elevation  of  Memorial  Square 615  feet  above  Sea  Level 

Total  Head  from  Intake  to  Town 360  Feet 

Present  24  Hour  Capacity  from  Michaux  State  Forest 

by    Gravity   with   40    Pounds    Average    Residual 

Pressure  in  Ghambersburg   5,500,000  Gallons 

Emergency    Steam    Operated    Plant    at 

Siloam,    Capacity    2,500,000  Gallons  in  24  Hours 

Storage  Capacity  of  Impounding   Reservoir    387,000,000  Gallons 

Storage  Capacity  of  Dull   Hill   Reservoir    2,200,000  Gallons 

Storage  Capacity  of  Horst  Reservoir    2,000,000  Gallons 

Storage  Capacity  of  Reservoir  Hill  Reservoir    1,000,000  Gallons 

Storage  Capacity  of  Stand   Pipe    55,000  Gallons 

Total   Storage   Capacity 392,255,000  Gallons 

Days  Supply  @  3,104,186  G.  P.  D.  if  no  water  came  from  Mountain  1.69 
Days  Supply  @  3,104,186  G.  P.  D.  in  Impounding  Reservoir  ....  124.67 
Total  Days  Supply  Stored  @  3,104,186  G.  P.  D 126.36 

Miles  of  Mains  in  Borough  Limits: 

14  Inch  0.42  Miles                4  Inch    11.89  Miles 

12  Inch  2.53  Miles              2  Inch   0.57  Miles 

10  Inch  4.05  Miles          1%   Inch   0.18  Miles 

8  Inch  4.36  Miles              1  Inch   0.37  Miles 

6  Inch  15.66  Miles 

Total  of  all  Mains  in  Borough  Limits    40.03  Miles 

Miles  of  Mains  Outside  Borough  Limits: 

16  Inch   2.43  Miles  6  Inch   1.03  Miles 

14  Inch ..  .   17.81  Miles  4  Inch   0.09  Miles 

12  Inch   1.29  Miles 
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Total  of  all  Mains  Outside  Borough  Limits    22.65  Miles 

Total  of  all  Mains  Inside   and  Outside  Borough  Limits    .  .    62.68  Miles 

Valves  Inside  Borough  Limits    692 

Valves  Outside  Borough  Limits    82 

Total  Valves  in  System 774 

Total  Number  of  Flush  Tanks  on  System    127 

Total  Number  of  Fire    Hydrants     256 


Active  Services: 


8  Inch 
6  Inch 
4  Inch 
3  Inch 
2V2  Inch 
2  Inch 


6 

13 

29 

4 

1 
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1 V2   Inch    23 

1*4   Inch    29 

1  Inch    218 

%   Inch    3,626 

%   Inch- 92 


Total  of  all  Active  Services   4,075 

Inactive  Services: 


2  Inch 
1  Inch 


3 

11 


%   Inch 
%   Inch 


72 
2 


Total  of  all  Inactive  Services 


Number  of  Domestic  Consumers  Inside    Borough    Limits     3,581 

Number  of  Domestic  Consumers  Outside   Borough   Limits    295 

Total  Number  of  Domestic  Consumers    3,876 

Number  of  Industrial  Consumers    45 

Number  of  Railroad   Consumers    4 

Number  of  Public   Consumers    39 

Number  of  Free  Consumers   29 

Total   Number  of  Metered   Consumers — Active    3,993 


Meters  on  System  January  1,  1948: 

8  Inch  

6  Inch  

4  Inch  

3  Inch  

2  Inch  


5 

1V2  Inch 

10 

1%  Inch 

18 

1  Inch 

16 

%   Inch 

31 

%  Inch 

28 

2 

30 

102 

3,843 


Total  Number  of  Meters  on  System    4,085 


Data  for  Year  1947: 

Total  Cubic  Feet  Registered 

Total  Cubic  Feet  Furnished 

Total  Cubic  Feet  Furnished 

Total  Cubic  Feet  Furnished 

Total  Cubic  Feet  Furnished 

Total  Cubic  Feet  Furnished 

Total  Cubic  Feet  Furnished 


by  Master  Meters    151,070,400 

Domestic   Consumers    .......  37,860,907 

Industrial    Consumers    ...:...  29,884,360 

Industrial  Consumers,  Siloam  14,444,940 

Railroad    Consumers    9,804,977 

Public  Consumers 4,908,045 

Free   Consumers 6,496,(355 
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Estimated  Total  Cubic  Feet  Furnished  for  Fire,  Flushing 
Streets,    Trenches,    Fire    Hydrants    and    Sewer    Flush 

Tanks     6,022,500 

Total  Cubic  Feet  Accounted  for    (Mountain   Water)     ....  94,477,444 

Total  Cubic  Feet  Lost  Between  Master  Meter  and  Con- 
sumers     56,092,956 

Percentage  Lost  between  Master  Meters  and  Consumer   .  .  37.1% 

50%  of  Loss  is  in  Mains     28,046,478 

45%  of  Loss  is  in  Service    Pipes    25,241,830 

5%  of  Loss  is  Due  to  Under  Registration  of  Meters    .  .  2,804,648 

Average  Cubic  Feet  Registered  by  Master  Meters  per  day  413,891 

Average  Cubic  Feet  Used  by   Consumers   per  day    258,842 

Average  Cubic  Feet  Unaccounted  For  per  day   155,049 

Average  Gallons  Registered  by  Master  Meters  per  day   .  .  3,104,186 

Average  Gallons  per  day  per  Domestic   Consumer    201 

Average  Gallons  per  day  per  Industrial    Consumer     20,242 

Average  Gallons  per  day  per  Railroad    Consumer     50,368 

Average  Gallons  per  day  per  Public   Consumer    2,586 

Average  Gallons  per  day  per  Free    Consumer    4,603 

Estimated  Average  Gallons  used  per  day  for  Fire,  Flush- 
ing,   Streets,    Sewers,    Trenches,    Fire    Hydrants    and 

Sewer   Flush    Tanks    123,750 

Average  Gallons  iper  day  used   for   All   Purpose    2,248,405 

Average  Gallons  per  day  Unaccounted   for    855,781 

Average  Gallons  per  Capita  per  Day  Domestic    47.2 

Average  Gallons  per  Capita  per  day  Industrial      55.2 

Average  Gallons  per  Capita  per  day  Railroad 12.2 

Average  Gallons  per  Capita  per  day  Public    6.1 

Average  Gallons  per  Capita  per  day  Free  8.1 

Average  Gallons  per  Capita  per  day  Flushing  Fire  Hy- 
drants,   etc 7.5 

Total  Average  Gallons  per  Capita  per  day  Consumption   .  136.3 

Received  from  Water  Sale  for  Domestic  Piurposes    Inside 

Borough     $  35,970.30 

Received  from  Water  Sale  for  Domestic  Purposes  Outside 

Borough 7,389.59 

Total  Received  from  Woter  Sale  for  Domestic  Purposes    .  43.359.89 

Total  Received  from  Water  Sale  for  Industrial  Purposes  11,939.47 
Total  Received  from  Water  Sale  for  Industrial    Purposes, 

Siloam    4,313.38 

Total  Received  from  Water  Sale  for  Railroad  Purposes    .  3,147.35 

Total  Received  from  Water  Sale  for  Public    Purposes     .  .  2,448.87 

Total  Received  from  Sale  of  Meters,  Cocks  and  Accessories  3,543.80 

Total  Received  from  All    Sources    68,752.76 

Total  Credits   for   Water   Furnished   Free   Consumers   and 

Other    Borough    Departments    9,985.60 

Total  Receipts  and  Credits    78,738.36 
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Cash  Receipts  From  Water  Sale  for  All  Purposes,  1947   .      $  65,208.96 

Cash  Receipts  From  Water  Sale  for  All  Purposes,  1946   .  66,669.23 

Decrease  in  Receipts  from  Water  Sale  for  the  Year   1,460.27 

Cash  Receipts  from  Sale  of  Meters,  Cocks  and  Accessories, 

1947    3,543.80 

Cash  Receipts  from  Sale  of  Meters,  Cocks  and  Accessories, 

1946    6,224.29 

Decrease  in  Receipts  from  Sale  of  Meters,  etc.  for  the  Year  2,680.49 

Average  Received  per  1,000  Cubic  Feet  from  Domestic,  In- 
cluding Minimum  Charges   $  1.15 

Average  Received  per  1,000  Gallons  from  Domestic,  In- 
cluding Minimum  Charges   .15 

Average  Received  per  1,000  Cubic    Feet    from    Industrial, 

Including  Minimum  Charges     .37 

Average  Received  per  1,000  Gallons  from  Industrial,  In- 
cluding Minimum  Charges   .05 

Average  Received  per  1,000  Cubic    Feet    from    Railroads, 

Including  Minimum   Charges     .32 

Average  Received  per  1,000  Gallons  from  Railroads,  In- 
cluding Minimum   Charges     .04 

Average  Received  per  1,000  Cubic  Feet  from  Public,  In- 
cluding  Minimum    Charges    .50 

Average  Received  per  1,000  Gallons  from  Public,  Includ- 
ing Minimum  Charges    .07 

Average  Received  per  Quarter  per  Domestic  Inside      Bor- 

rough    2.51 

Average  Received  per  Quarter  per  Domestic  Outside  Bor- 
ough        6.26 

Average  Received  per  Quarter  per  Public   Consumer    ....  15.70 

Average  Received  per  Month  per  Industrial    Consumer    .  .  35.93 

Average  Received  per  Month  per  Railroad    Consumer    .  .  .  65.57 

Received  from  Water  Sale  per  Mile  of  Main  Inside    of 

Borough     $     1,444.40 

Received  from  Water  Sale  per  Mile  of  Main  Outside      o  f 

Borough     326.25 

Received  from  Water  Sale  per  Mile  of  Main  Inside    and 

Outside   Borough   Limits    1,040.35 

Total  Lost  in  Bad  Accounts,  1947   $            0.00 

Percent  Lost  in  Bad  Accounts,  1947   0.00 

Receipts  and  Credits  for  1946    82,045.00 

Receipts  and  Credits  for  1947    78,738.00 

Decrease  for  the  Year      3,307.00 
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BALANCE  SHEET 

WATER  DEPARTMENT 

December  31,  1947 

Assets 

Fixed    Capital    $1,386,764.30 

Construction   Work   in   Pro- 
gress        2,529.84 

Total    Fixed    Capital    $1,389,294.14 

Funds  and  Special  Deposits 

Sinking    Fund    Assets    $      82,068.29 

Total     Funds     and     Special 

Deposits    $      82,068.29 

Current  Assets 

Cash    (Borough  Treasurer's 

Account)     $  58.59 

Accounts     Receivable     from 

Consumers      14,087.20 

Materials    and    Supplies     .  .  18,796.08 

Other    Current    Assets    and 

Interest    Received    37.50 

Total    Current    Assets    $      32,979.37 

Prepayments 

Bond     Fund     and     Reserve 

Sinking    Fund     $      23,172.24 

Total    Prepayments     $      23,172.24 

Other  Assets 

Municipal    Authority    Lease     $    900,000.00 

Total    Other    Assets    $    900,000.00 

Total    Assets     

Liabilities 
Municipal  Ownership 

Net  Worth,  Water   Depart- 
ment      $1,249,170.95 

Funded  Debt 

Municipal   Authority   Bonds  900,000.00 

Current    Liabilities 

Assessments   for   Line  Con- 
struction       20,575.06 

Reserves 

Reserve    for    Renewals    and 

Replacements     257,768.03 

Total  Liabilities   
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1,427,514.04 


$2,427,514.04 


ANALYSIS  OF  NET  WORTH 

Balance  Beginning  of  Year     $1,340,222.66 

Net   Income   for   Year    33,771.94 

Total  Income  for  Year    .  .  .    $1,373,994.60 

Deductions  During  Year 

Contribution     to     General 

Borough      $      25,000.00 

Free  Water  to  Borough    .  .  3,266.68 

Extraordinary      Expense 

Lowering     Mains     Along 

Lincoln    Highway    96,556.97 

Total  Deductions    $    124,823.65 

Balance   End  of  Year   1947  $1,249,170.95 

NOTE:  (The  Water  System  of  the  Borough  of  Chambersburg  was  as 
of  January  1,  1947,  transferred  to  the  Municipal  Authority  of  the  Bor- 
ough of  Chambersburg  and  was  leased  by  the  Municipal  Authority  to 
the  Borough  and  has  been,  without  interruption,  operated  by  the  Bor- 
ough of  Chambersburg.  Therefore,  the  statements  and  figures  herein 
refering  to  fixed  capital  of  the  Water  Department  are  carried  on  the 
books  of  the  Borough  of  Chambersburg  for  bookkeeping  purposes  only, 
it  being  desirable  to  do  so  in  anticipation  of  the  time  when  the  Bonds 
of  the  Municipal  Authority  are  redeemed  and  the  Water  System  re- 
turned to  the  Borough  of  Chambersburg  so  that  at  that  time  the  books 
will  accurately  show  the  amount  of  money  invested  by  the  Borough 
in  the  Water  System,  but  all  figures  of  fixed  capital  in  regard  to  the 
Water  Department  should  be  disregarded  in  determining  the  present 
assets  of  the  Borough  of  Chambersburg). 

REVENUE  AND  EXPENSE  STATEMENT 
WATER   DEPARTMENT 
1947 
Operating  Revenues 

Metered   Domestic   Sales    .  .  $      41,326.55 

Metered    Commercial    Sales  8,559.11 

Metered    Industrial    Sales    .  19,836.93 

Metered    Public    Sales       ...  3,877.31 

Sales  for  Private  Fire  Pro- 
tection                    124.42 

Consumers'  Discounts  For- 
feited and  Penalties  Im- 
posed                  ...  100.42 

Sales  for  Public  Fire  Pro- 
tection           12,000.00 

Total  Operating  Revenues        $      85,824.74 

Operating  Expenses 

Water    Collection    System — 

Operating  Labor    "  $  756.91 

Water    Collection    System — 

Supplies  and   Expenses  3.90 
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Water    Collection    System — 

Maintenance    998.47 

Total  Water  Collection  Sys- 
tem —   Expenses    $        1,759.28 

Purification  System 

Operating  Labor    $        1,427.55 

Supplies    and    Expenses    .  .  1,565.51 

Maintenance    631.18 

Total     Purification     System 

Expenses    $        3,624.24 

Pumping  System 

Operating    Labor     $  412.39 

Supplies    and    Expenses    .  .  649.65 

Maintenance    2,640.97 

Total  Pumping  System  Ex- 
penses      $        3,703.01 

Distribution  System 

Operating  Labor    (General)     $        1,170.99 

Operating  Labor  (Reser- 
voir)      806.21 

Maintenance   of   Mains   and 

Pipes     287.14 

Maintenance  Storage  Reser- 
voir,  etc 850.52 

Maintenance  Meters,  Valves, 

etc 509.18 

Maintenance  Other  Distri- 
bution Property   518.42 

Total    Distribution     System 

Expenses    $        4,142.46 

General  Expenses 

Office   Salaries    $      12,227.12 

Salaries    of   Meter    Readers  1,123.05 

Office  Supplies  and  Expenses  542.28 

Other  General  Property  Ex- 
penses       587.69 

Other    General    Expenses  535.85 

Maintenance     of     General 

Properties    917.92 

Depreciation    13,156.84 

Total   General  Expenses    .  .    $      29,090.75 

Total  Operating  Expenses  . $      42,319.74 
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INCOME  STATEMENT 
WATER  DEPARTMENT 
1947 
Operating  Revenues 

Operating    Income     $      85,824.74 


Operating  Expenses 

Water   Collection    System 
Purification    System    .  .  . 

Pumping    System     

Distribution   System    .... 
General  Operating  Expenses 
Total  Operating  Expenses 
Net    Operating    Income 


Non-Operating  Revenues 
Non-Operating  Expenses 
Non-Operating    Income 


Gross   Income    

Interest    Deductions 


1,759.28 
3,624.24 
3,703.01 
4,142.46 
29,090.75 


9,003.41 
3,908.71 


$      42,319.74 


Net  Income 


$      43,505.00 


$        5,094.70 

$      48,599.70 
14,827.76 

$      33,771.94 


WATER  DEPARTMENT 

ANALYSIS  OF  FIXED  CAPITAL 

Balance 
Description  Jan.  1, 1947 

Organization    $      11,024.28 

Water   Collection   System 

Rights   of   Way    3,143.00 

Water   Diversion   Rights    .  .  40,400.00 

Impounding    Reserviors      .  .  194,524.78 

Collections    Reservoirs    and 

Intake  Wells    51,084.39 

Aqueduct  and  Supply  Mains  407,718.29 

Purification   System  —  Fil- 
ters      1,090.25 

Purification    System,    Water 

Testing    Equipment     ....  31.50 

Purification  System,  Chemi- 
cal   Treatment    Plant    .  .  .  2,799.63 

Pumping   System  —  Struc- 
tures      5,208.85 

Pumping      System,      Pumps 

and    Equipment    12,469.80 

Distribution  System,  Rights 

of    Way    404.00 

Distribution  System,  Trans- 
mission   Mains    330.43 


ditions 
1947 

Balance 
Dec.  31, 1947 

$      11,024.28 

3,143.00 

40,400.00 

194,524.78 

51,084.39 
407,718.29 

1,090.25 

31.50 

72.33 

2,871.96 

5,208.85 

12,469.80 

404.00 

330.43 
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Distribution  System,  Reser- 
voirs, Tanks,  Etc 

Distribution  System,  Mains 

Distribution  System,  Fire 
Hydrants  and  Cisterns    . 

Distribution  System,  Foun- 
tains  and   Troughs    

General  Equipment,  Struc- 
tures     

General  Equipment,  Office 
Equipment     

General  Equipment,  Other 
Equipment   

Engineering  and  Superin- 
tendence During  Con- 
struction       33,566.50  33,566.50 

Administration     and     Legal 

Expenses  During  Construc- 
tion      11,024.28  11,024.28 

Interest  During  Construc- 
tion      34,065.04  34,065.04 

Development  Cost    63,913.91 


11,994.02 
.14,714.20 

31,729.04 

11,994.02 
446,443.24 

26,577.26 

2,790.48 

29,367.74 

11,107.75 

11,107.75 

3,329.00 

3,329.00 

922.34 

922.34 

9,495.63 

1,233.32 

10,728.95 

Totals      $1,350,939.13     $      35,825.17     $1,386,764.30 

WATER  SINKING  FUND 
Receipts 

Balance  in  Sinking  Fund  January  1,  1947     $      53,106.17 

Jan.  Interest  Earned  Time  Certificates  562.12 
Mar.      Interest  on  $80,000.00  U.  S.  Bonds, 

1M%     500.00 

Mar.      $80,000.00  U.   S'.  Bonds  Due    80,000.00 

June      Interest  on  $40,000.00  U.  S.  Bonds 

2%%    450.00 

Dec.       Interest  on  $40,000.00  U.  S.  Bonds 

2%%    450.00 

Dec.       Transfer  from  Water  Department  15,000.00 


$    150,068.29 


Expenditures 

June      Transfer  to  Water  Department   .  .  75,000.00 

Oct.       Transfer  to  Water  Department   .  .  16,000.00 

Dec.       Transfer  to  Water  Department   .  .  17,000.00 


$    108,000.00 


Balance  in  Treasurer's  Hands  De- 
cember 31,  1947    $      42,068.29 

SUMMARY  OF  SECURITIES  HELD  BY  WATER  DEPARTMENT 
SINKING  FUND 

$40,000.00  U.   S.  Treasury  Bonds  2%%,   1959-62 
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WATER  DEPARTMENT 

Credit   Account   1947 

Metered  Water,  Light  Plant   $        1,031.56 

Metered  Water,  Park  of  the  Valient   116.36 

Metered  Water,  Gas    Plant     333.50 

Metered  Water,  Fire    Houses    53.46 

Metered  Water,  City    Hall,    Meter    Room 

and    Police    Headquarters     89.07 

Metered  Water,  Municipal    Market    House  6.62 

Memorial    Fountains     265.19 

Comfort    Station     300.79 

Borough   Farm    13.73 

Disposal    Plant    457.89 

Borough  Garage    7.77 

Parks   and  Playgrounds    45.14 

E.   Queen  Street  and   S.  4th  Street  Prop- 
erties      12.00 


$        2,733.08 


FREE  WATER  PER  AGREEMENT 

Penn   Hall   Farm    $           132.63 

Nitterhouse   Farm    22.45 

Children's  Home   (75%)    35.76 

Hospital    (75%)     332.54 

Salvation    Army    10.22 


3,266.68 


Note : 


This  amount,  $3,266.68  used  in  comparative  Income  Statement 
as  Free  Water  Furnished  in  1947. 


FREE  UNMETERED  WATER  FURNISHED  THE  FOLLOWING 

IN  1947 

251  Fire  Hydrants  at  $15.00  plus  5  added 

During  the  Year    $        3,790.00 

127  Sewer  Flush  Tanks  at  $16.96 2,153.92 

Flushing   Storm   S'ewers  and  Street  Work  750.00 

Road  Roller  and  Street  Sweepers    25.00 

$        6,718.92 

Note:     This  amount,  $6,718.92  does  not  appear  in  any  other  statement. 


WATER  ASSESSMENTS 

Assessments    During   Year    1947    $      19,876.41 

Interest    Accrued    47.00 

Collected   During   1947    $      18,658.16 

Interest    Collected     47.00 

Liens  Entered    1,218.25 


$      19,923.41 


$      19,923.41 
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WATER  LIENS 

Balance  to  be   Collected  January   1,   1947     $  397.77 

New  Liens  Entered  During  1947   1,218.25 

Interest   Accrued    114.83 

Costs  Accrued   34.10 


Collected  During  1947  $           374.35 

Interest  Collected    114.83 

Costs   Collected    34.10 

Balance  to  be   Collected  January  1,   1948  1,241.67 


1,764.95 


1,764.95 


HERBERT  C.  KEEFER, 
EUGENE   V.   MILLER, 
JOHN  A.  BURKHART, 

Auditors. 


GAS  DEPARTMENT 


In  December,  1946,  as  the  conclusion  to  a  long  period  of  negotia- 
tion, the  Borough  purchased  the  properties  of  the  Chambersburg  Gas 
Company  for  the  sum  of  $370,000,  and  as  a  separate  transaction,  its 
Accounts  Receivable  for  $11,495.41.  Funds  for  this  purpose  were  ob- 
tained as  a  loan  from  the  Sinking  Fund  of  the  Light  Department.  The 
properties  purchased  included  the  production  facilities  of  the  Gas  Plant, 
the  distribution  system  in  the  streets,  meters  and  other  equipment,  and 
appliances  in  stock.  It  was  the  decision  of  the  Town  Council  that  the 
Borough  should  not  carry  on  the  sale  of  ranges  and  other  appliances 
and  stock  of  these  items  was  disposed  of  promptly  to  local  dealers. 

It  was  recognized  at  the  time  of  the  acquisition  of  the  Gas  Com- 
pany's property  that  extensive  improvements  would  be  needed  to  put 
the  equipment  in  good  operating  condition  and  to  increase  its  capacity 
to  meet  the  growing  demands  of  the  gas  users.  The  cost  of  this  work 
and  of  the  additional  capital  expenditures  was  drawn  entirely  from 
operating  revenue  during  the  year  1947.  By  these  expenditures  the 
properties  were  improved  and  the  service  reliability  increased.  The 
use  of  gas  expanded  throughout  the  town  adding  to  the  strain  on  the 
production  equipment,  but  bringing  in  a  larger  than  anticipated  Gross 
revenue.  The  cost  of  fuel — coal,  coke  and  oil — increased  rapidly  during 
the  year,  bringing  a  larger  than  expected  operating  cost  and  lowering 
the  net  return.  Practically  all  of  this  return  was  "plowed  back  into  the 
business,"  putting  the  equipment  in  better  condition  for  the  future  but 
leaving  little  for  the  general  Borough  treasury. 
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INCOME  STATEMENT  —  GAS  DEPARTMENT 
December  21,  1946  to  December  31,  1947 

Operating   Revenues    $142,982.99 

Operating  Expenses 

Production  Expense    (Less  Resi- 
duals           $  82,135.88 

Distribution    Expense    9,753.42 

Customers'  Accounting  Expenses  7,309.15 

Administrative    and     General 

Expenses    17,972.47 

$117,170.92 

Net  Operating  Income    $  25,812.07 

Non-Operating   Income    (Net)     .  1,274.63 


Net  Income  before  Interest  and 

Miscellaneous    Deductions     ...  $  27,086.70 

Other  Deductions 

Interest    $     7,400.00 

Contribution  to  General  Borough 

Account   5,000.00 

$  12,400.00 


Balance  to  Net  Worth    $  14,686.70 

REVENUE  AND  EXPENSE  STATEMENT  GAS  DEPARTMENT 
Operating  Revenues 

Residential  Sales — General  $108,674.94 

Residential  Sales  —  Prepayment  504.15 

Residential  Sales— Flat   Rate  44.20 

Residential  Sales  —  Space  Heat- 
ing      274.36 

Commercial  Sales — General  30,937.97 

Commercial  Sales — Space  Heat- 
ing      1,408.92 

Industrial  Sales — General     427.95 

Miscellaneous    Gas    Revenues  48.00 

Penalties    Imposed        662.50 

Total    Operating   Revenues        .       $142,982.99 

Non-Operating  Revenues 

Sale  of  Tar  (1863.09  Cr.  to  Oper- 
ating Expense)  Merchandising, 
Jobbing    and     Contract    Work 

(Net)      $     1,274.63 

Total   Non-Operating   Revenue    .      $     1,274.63 

Total  Revenue   $144,257.62 
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OPERATING  EXPENSES 

Gas   Production    Expenses 

Boiler   and   Other   Power   Labor     $     4,833.71 

Gas  Generating  Labor   7,906.85 

Purification  Labor    1,020.23 

Miscellaneous    Production    Labor  2,917.51 

Boiler   Fuel    9,016.90 

Generator  Fuel-Coal   (Less  Sales 

of   Residuals)     12,535.69 

Generator  Fuel— Coke   2,980.70 

Oil  for  Water  Gas   26,189.33 

Purifications   Supplies    467.20 

Miscellaneous  Works  Expenses    .  651.15 

Maintenance  of  Structures    and 

Improvements     55.08 

Maintenance  of  Boiler      Plant 

Equipment    1,180.76 

Maintenance  of  Other     Power 

Equipment    157.72 

Maintenance  of  Gas    Generating 

Equipment    .■••■/■  ■  3,849.07 

Maintenance     of    Purification 

Equipment    5,036.79 

Maintenance  of  Other  Produc- 
tion  Equipment     1,247.76 

Operation     of     Tar     Production 

Equipment 477.96 

Maintenance    Tar     Production 

Equipment    116.26 

Operation    of    Storage    Facilities           1,433.64 
Maintenance    of    Storage    Facili- 
ties                                                                  995.97 
Total  Production  Expenses    $  82,135.88 

Gas    Distribution    Expenses 

Operation    of  Distribution   Lines  $        771.84 

Removing  and  Resetting  Meters  1,760.13 

Work  on  Customers'  Premises    .  5,439.55 

Maintenance   of  Mains    454.42 

Maintenance     of     Pumping     and 

Regulating   Equipment    38.16 

Maintenance  of  Services    217.56 

Maintenance  of  Meters  and  In- 
stallations       1,071.76 

Total  Gas  Distribution  Expenses     $     9,753.42 

Customers'  Accounting  Expenses 

Meter  Reading $     1,968.53 

Customers  Billing  and  Account- 
ing      4,644.54 

Miscellaneous  Accounting  Ex- 
penses       180.68 

Miscellaneous  Sales  Expenses    .  .  515.40 

Total  Customers  Accounting  Ex- 
penses       $     7,309.15 
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Administrative  and  General 
Expenses 

General  Office  Salaries    $     3,369.09 

Expenses  of  General   Officers    .  .  41.20 
General  Office  Supplies  and  Ex- 
penses      1,052.74 

Insurance    2,170.27 

Miscellaneous    General   Expenses  634.65 

Equipment    26.75 

Maintenance     of     Miscellaneous 

Property    20.04 

Depreciation     10,657.73 

Total  Expenses    


$  17,972.47 


$117,170.92 


Deferred  Assets 

Prepaid  Expenses 
Payment      on      Ac- 
count   of    Install- 
ation   (F.  P.  H.) 


Total   Assets 


BALANCE  SHEET 

GAS  DEPARTMENT 
December  31,  1947 


At  Date  of  Acquisition      December  31, 1947 


Fixed  Capital 

Utility  Plant  in 
Service     

Current   Assets 

Cash     

Petty  Cash    

Accounts  Receivable 
(Customers) 

Accounts  Receivable 

(M   &  J)     $     1,178.61 

Accounts  Receivable 
(Employees) 

Accounts  Receivable 
(Others)      

Unbilled  Revenues  10,966.80 

Materials  and  Sup- 
plies        9,849.49 


58.06 


$554,785.03 


21,994.90 


395.92 
100.00 

12,506.10 


34.47 
16.91 

23,659.06 

$     1,357.49 
1,160.71 


58.06 


$576,837.99 
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$565,130.15 


37,270.88 


$     2,518.20 
$604,919.23 


Liabilities 
Current    Liabilities 

Consumers'  Deposits  $     1,530.00 

Deferred     Liabilities 

Advance  from  Elec- 
tric Light  De- 
partment S.  F.    .  $381,495.41  $381,495.41 

Reserves 

Reserve  for  Depre- 
ciation      195,342.58  207,207.12 

Net   Worth 

Net   Income! $  19,686.70 

Less     Transfer     to 

Borough    General 

Fund    5,000.00 

14,686.70 


Total  Liabilities    .  .                              $576,837.99  $604,919.23 

SCHEDULE  OF  UTILITY  PLANT  IN  SERVICE 

GAS  DEPARTMENT 

Jan.  1,  Dec.  31, 

1947             Additions  1947 

Organization   and   Promotion    .  .      $     7,817.28     $  8.90     $     7,826.18 

Production— Land     8,311.84  8,311.84 

Water    Gas,    Structure    and    Im- 
provements               38,236.54  38,236,54 

Boiler   Plant   Equipment    22,583.56  98.07         22,681.63 

Water   Gas,   General   Equipment         62,385.62  62,385.62 

Purification     37,205.01  50.55         37,255.56 

Other  Production    1,507.15  1,507.15 

Storage    Plant     74,824.66  8.08         74,832.74 

Distribution,   Rights   of  Way    .  .               592.36  592.36 

Distribution  Plant  Structures   .  .            4,861.73  4,861.73 

Mains 189,608.57  1,290.77       190,899.34 

Pumping  and  Regulating  Equip.  8.53                  8.53 

Services     39,758.07  1,150.26         40,908.33 

Meters    52,473.32  4,499.03         56,972.35 

Meter   Installations    7,496.19  676.94           8,173.13 

Structures  and  Improvements   .  .  868.45              868.45 

Office  Furniture  and  Equipment           2,579.96  2,579.96 

Transportation    Equipment    2,176.81  1,173.47           3,350.28 

Shop  Equipment   1,878.75  50.38           1,929.13 

Laboratory    487.61  •                 487.61 
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Tools   and  Work  Equipment    .  .  .  44.09  44.09 

Miscellaneous      717.60  717.60 


Totals     $554,785.03     $  10,645.12     $565,430.15 

HERBERT   C.   KEEFER, 
EUGENE    V.    MILLER, 
JOHN  A.  BURKHART, 

Auditors. 


HISTORICAL  SKETCH  OF  ELECTRIC  LIGHT 
DEPARTMENT 

On  August  29,  1874,  the  following  named  persons  applied  for  a 
Charter  to  furnish  electric  current  for  lighting  in  the  Borough  of 
Ohambersburg,  under  the  name   of  "The  Franklin  Electric   Company": 

James    McKnight   and  Agent  B.  M.  Nead 

B.  Frank  Gilmore  Van   T.   Haulman 
William  McKnight  Samuel    L.    Hawbaker 
J.  Spoonhour  W.  Lynn  Ritchey 
William  Nixon  George  A.  Britsch 
William  Sellers  D.  Alonza  Orr 

M.  A.  Foltz  William  Orr 

C.  H.  Fulwiler  John  Hart 

John  A.  Orr 

The  stock  in  this  Company  was  stated  at  $25.00  a  share,  but  just 
how  much  stock  was  issued  is  not  a  matter  of  record. 

There  is  some  doubt  as  to  the  year  this  Company  (started  to  furnish 
current  in  Chambersburg,  but  that  it  was  in  business  in  Chambersburg 
has  been  established  beyond  question.  How  extensive  their  business 
was  at  that  time,  it  is  now  impossible  to  state. 

The  plant  consisted  of  a  belt  driven  generator  using  a  steam 
traction  engine  as  power,  and  the  equipment  was  located  in  the  old 
brick  and  weatherboard  building  known  as  the  "Ebersole  Building," 
which  stood  immediately  on  the  West  bank  of  the  Conocoeheague  Creek 
on  the  South  side  of  Lincoln  Way  West,  and  which  has  been  demolished 
by  the  Western  Maryland  Railway  Company.  This  was  the  first  electric 
plant  that  was  ever  operated  in  Chambersburg,  and  certainly  could 
not  have  stayed  in  business  very  long.  Some  of  the  citizens  of  Cham- 
bersburg remember  distinctly  seeing  these  electric  lamps  suspended 
above  the  streets,  and  at  that  time  were  impressed  with  the  fact 
that  they  did  not  blow  out  when  the  wind  blew. 

In  the  year  1883  there  was  constructed,  in  the  shops  of  the  Cumber- 
land Valley  Railroad  Company,  a  portable  electric  light  plant  which 
consisted  of  boiler,  steam  engine,  and  one  arc  lamp  generator  with  a 
capacity  of  fifteen  2,000  candle-power  open  arc  lamps.  This  car  operated 
successfully  under  the  supervision  of  Charles  S.  Hull  from  the  very 
beginning,  and  in  1884  lighted  arc  lamps  around  the  Public  Square  for 
the  Centennial,  and  this  same  year  lighted  the  grounds  for  a  baseball 
game   which    was   played    at   night.    This    game   was   played   in    a   field 
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bounded  on  the  North  by  Falling  Spring  Creek,  on  the  East  by  what 
is  now  North  Fourth  Street,  on  the  South  by  what  is  now  East 
King  Street,  and  in  the  West  by  what  is  now  Kennedy  Street. 

In  1889  this  portable  electric  light  plant  was  rebuilt,  under  the 
supervision  of  Mr.  Hull,  for  a  capacity  of  forty  2,000  candle-power  open 
arc  lamps.  This  plant  was  frequently  used  for  the  lighting  of  important 
construction  work  along  the  Cumberland  Valley  Railroad,  as  well  as  the 
lighting  of  serious  wrecks.  It  was  also  used  for  the  lighting  of  the 
Granger's  Picnic  Ground  at  Williams  Grove,  and  many  of  us  recall 
the  lighting  of  Mt.  Alto  Park  Grounds.  Mr.  Hull  was  a  mechanical' 
genius,  and  one  of  the  beautiful  things  he  created,  with  this  car  and 
an  arc  lamp,  was  a  fountain  which  sprayed  steam  of  different  colors 
up  above  the  car  roof.  Mr.  Charles  S.  Hull  will  be  remembered  as  a 
kindly  old  gentleman,  and  one  of  the  first  to  take  up  seriously  the 
possibility  of  electric  lighting  in  this  section. 

On  November  29,  1889,  after  a  vote  had  been  taken  by  the  citizens 
of  Ghambersburg  to  increase  the  indebtedness  of  the  Borough  by  an 
amount  not  exceeding  $10,000.00  for  the  purpose  of  installing  an  Electric 
Light  Plant  to  light  the  streets  of  the  Borough,  a  contract  was  placed 
for  the  riecessary  electrical!  equipment  with  the  Thompson-Houston 
Electric  Light  Company  at  a  price  of  $9,797.50.  This  plant  was  installed 
solely  for  furnishing  lighting  for  the  streets  of  town.  The  plant  was 
operated  from  dark  in  the  evening  until  twelve  o'clock  midnight,  except 
on  moonlight  mights  when  it  was  not  operated  at  all. 

In  1893,  the  Borough  went  into  the  commercial  phase  of  furnishing 
current  to  consumers.  It  was  a  far  step  from  this  first  plant  to  the 
present  up-to-date  efficient  plant,  and  the  citizens  of  Ghambersburg 
are  certainly  to  be  congratulated  on  having  had  sufficient  intelligence 
to  keep  this  valuable  utility  for  their  very  own. 

AVAILABLE  FOR  DISTRIBUTION 

1937—10,472,343  kilo-watt  hours 
1938—10,191,690  kilo-watt  hours 
1939—11,590,400  kilo-watt  hours 
1940—13,729,150  kilo-watt  hours 
1941—16,243,700  kilo-watt  hours 
1942—18,996,100  kilo-watt  hours 
1943—19,918,059  kilo-watt  hours 
1944—19,463,973  kilo-watt  hours 
1945—19,795,909  kilo-watt  hours 
1946—20,989,200  kilo-watt  hours 
1947—23,861,208  kilo-watt  hours 

During  the  year  1947,  the  peak  load  on  the  Electric  Light  Plant 
reached  5,400  kilo-watts,  which  involved  the  operation  of  two  2,500 
Kilo-Watt  Turbine  Generators.  The  total  generated  in  kilo-watt  hours 
during  the  year  was  22,697,400  kilo-watt  hours,  and  there  was  purchased 
2,321,408  kilo-watt  hours. 

The  total  cash  and  credits  in  this  Department  for  1947  were 
$544,997.78,  and  the  total  operating  and  non-operating  expenses  were 
$309,016.56,  including  $39,348.21  for  depreciation,  leaving  a  total  gross 
profit  of  $235,981.22. 

Beginning  with  January  1,  1933,  a  Standard  Public  Utilities  Ac- 
counting and  Bookkeeping  System  was  installed  for  this  Department, 
which  involved  the  making  of  an  appraisal.  The  Reproduction  Value 
New,  less  accrued  depreciation  as  of  December  31,  1947,  was  $554,804.55. 
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PHYSICAL   DATA— ELECTRIC   LIGHT   DEPARTMENT— 1947 

Population  of  Chambersburg — 16,500   (Estimated) 

K.  W.  Hrs.  Generated     22,697,400 

K.  W.  Hrs.  Purchased  from  South  Penn  Power  Company  2,321,408 

K.  W.  Hrs.  Generated    and    Purchased    25,018,808 

K.  W.  Hrs.  Used  by   Station  Auxiliaries    1,157,600 

K.  W.  Hrs.  Available  for   Distribution    23,861,208 

K.  W.  Hrs.  Increase    over    1946    2,872,008 

K.  W.  Hrs.  Furnished  for   Street  Lighting    637,130 

K.  W.  Hrs.  Furnished  to  Disposal   Plant    116,375 

K.  W.  Hrs.  Furnished  to  Office  Building    29,923 

K.  W.  Hrs.  Furnished  to  Municipal   Market  Building    .  .  14,041 

K.  W.  Hrs.  Furnished  to  Fire  Department    30,682 

K.  W.  Hrs.  Furnished  to  Street    Department,    Municipal 

Garage     3,514 

K.  W.  Hrs.  Furnished  to  Police    Department    8,856 

K.  W.  Hrs.  Furnished  for    Traffic    Signals    14,677 

K.  W.  Hrs.  Furnished  for   Parking   Lots    25,660 

K.  W.  Hrs.  Furnished  to  Comfort    Station    6,510 

K.  W.  Hrs.  Furnished  to  Gas   Plant    8,557 

K.  W.  Hrs.  Furnished  to  Recreation   Department    1,124 

K.  W.  Hrs.  Furnished  to  Christmas  Lighting   4,181 

K.  W.  Hrs.  Furnished  for    Miscellaneous    Purposes    and 

Activities     5,482 

Total  K.  W.  Hrs.  Furnished  above    (Free)    906,712 

K.  W.  Hrs.  Furnished  to  Residential  Light  Consumers    .  5,299,770 

K.  W.  Hrs.  Furnished  to  Commercial  Light  Consumers   .  4,650,780 

K.  W.  Hrs.  Furnished  to  Power   Consumers    .    11,182,966 

Total  K.  W.  Hrs.  Sold  to  all  Consumers  21,133,516 

Total  K.  W.  Hrs.  Sold  and  Furnished  to  Borough  De- 
partments,   Etc 22,040,228 

Total  K.  W.  Hrs.  Lost  in  Distribution    1,820,980 

Percent  Lost   in   Distribution    7.63% 

Total  Number  Active  Residential     Light     Consumers     — 

January  1,  1947    4,759 

Total  Number  Active  Commercial  Light  Consumers — Jan- 
uary  1,   1947    983 

Total  Number  Active  Power  Consumers — January  1,  1947  295 

Total  Number  Active  Consumers     6,037 

Amount  Paid  by  Residential    Light    Consumers    $  173,026.89 

Amount  Paid  by  Commercial   Light   Consumers    141,742.74 

Amount  Paid  by  Power  Consumers     182,195.50 

Total    Paid   by   all    Consumers    496,965.13 

Received  from  Sale   of  Lamps    1,263.28 

Received  from  Jobbing  Work    3,056.88 

Miscellaneous   Receipts    1,319.39 


48 


Total  Actual  Cash  Received  from  All  Sources   502,604.68 

Amount  of   Free   Light   and   Power    Furnished   to    Other 

Departments     42,393.10 

K.  W.  Hrs.  Sold  per  Consumer  per  year    —    Residential 

Light    1,113 

K.  W.  Hrs.  S'old  per  Consumer  per  year  —   Commercial 

Light    4,731 

K.  W.  Hrs.  Sold  per  Consumer  per  year — Power     37,983 

Received  per  Consumer  per  year — Residential    Light    .  .  .  36.35 

Received  per  Consumer  per  year — Commercial  Light    .  .  .  144.19 

Received  per  Consumer  per  year — Power    617.61 

Average  price  paid  per  K.  W.  Hr.  including  Min.  Charge, 

Residential  Light    3.26  cents 

Average  price  paid  per  K.  W.  Hr.  including  Min.  Charge, 

Commercial   Light    3.04  cents 

Average  price  paid  per  K.  W.  Hr.  including  Min.  Charge, 

Power 1.62  cents 


BALANCE  SHEET 

ELECTRIC  LIGHT  DEPARTMENT 

December  31,  1947 

Assets 

Fixed    Capital 

Fixed  Capital  Installed    .  .  .  $1,161,771.65 
Construction   Work  in   Pro- 
gress      13,474.61 

Total  Fixed  Capital    $1,175,246.26 

Funds  and  Special  Deposits 

Sinking    Fund    Assets    ....      $      60,492.04 

Other  Reserve  Fund  Assets 
(Including  Special  De- 
posits)       933,659.11 

Total    Funds    and    Deposits    $    994,151.15 

Current  Assets 

Cash    (Borough  Treasurer's. 

Account)     23.20 

Accounts     Receivable     from 

Consumers      84,667.33 

Other  Accounts  Receivable 
(Gas  Department,  Gen- 
eral  Borough    391,495.41 

Total  Current  Assets   $    476,185.94 

Total    Assets    
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$2,645,583.35 


Liabilities 

Net   Worth,    Electric    Light 

Department   $1,104,716.31 

Total   Net   Worth    $1,104,716.31 

Funded  Debt 

Advance  to  Electric  Light 
and  Sinking  Fund  (Im- 
provement   Account)     ...      $    900,000.00 

Total   Funded   Debt    $    900,000.00 

Current   Liabilities 

Consumers'    Deposits     $      33,880.75 

Other     Current     Liabilities  19.19 

Total   Current   Liabilities    .    $      33,899.94 

Reserves 

Reserve   for    Renewals    and 

Replacements     $    606,967.10 

Total    Reserves     $    606,967.10 

Analysis  of  Net  Worth 

Balance   beginning    of   year 

January   1,   1947    $1,060,778.60 

Additions  During  Year 

Net  Income   for  Year   1947     $    264,152.89 
Free     Water     from     Water 

Department   1,147.92 

$1,326,079.41 

Deductions  During  Year 

Contribution  to  Fire     De- 
partment          $      12,000.00 

Contribution    to    General 

Borough    167,700.00 

Free  Electricity  to  Borough  41,663.10 

Total    Deductions     $    221,363.10 

Balance  End   of  Year   1947  $1,104,716.31 

OPERATING    REVENUE    AND    EXPENSE    STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

1947 

Operating   Revenues 

Metered  Sales  for  Domestic 

Lighting     .      $    192,877.56 

Metered  Sales  for  Other  Pri- 
vate Lighting    156,007.86 
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Metered  Sales  for  Domestic 
Power     

200,112.31 

14,442.49 

6,658.41 

2,385.31 

32,619.38 

45.64 

$    605,148.96 

49,523.84 

< 

Metered     Sales     for     Other 
Electric  Utilities    

Metered     Sales     for     Other 
Municipal    Lighting    .... 

Metered  Sales  for  Municipal 
Power    

Unmetered  Sales  for  Muni- 
cipal Street  Lighting   .  .  . 

Consumers'    Discounts    For- 
feited   and    Penalties    Im- 
posed      

Discounts     and     Allowances 

to   Consumers    

Total    Operating    Revenues 

&    555,629.12 

* 

Operating  Expenses 

Generating  System  Expenses 

Operating    Labor     $ 

Fuel     

38,538.94 

137,784.45 

1,147.92 

96.95 

242.75 

411.80 

460.08 

12,453.16 

1,836.34 
30,912.32 

$    223,884.71 

Water   

Lubricants    

Boiler    Plant    Supplies    and 
Expenses    

Other     Supplies     and     Ex- 
penses      

Maintenance   of   Generating 
System  Structures   

Maintenance     of      Steam 
Power  Equipment    

Maintenance     of     Electric 
Equipment     .  .  . 

Electricity    Purchased    .... 

Distribution  System  Expenses 

Operating  Labor    $ 

2,772.23 

70.64 

82.56 

722.12 

5,274.81 

6.08 
371.89 

1,457.25 
2,106.32 

$      12,863.90 

Supplies  and  Expenses  Over- 
head    and     Underground 
System    

Other     Supplies     and     Ex- 
penses  

Maintenance      of      Struc- 
tures     

Maintenance     of     Overhead 
Equipment     

Maintenance    of    Under- 
ground   Equipment    

Maintenance  of  Services    .  . 

Maintenance  of  Transform- 
ers     

Maintenance  of  Meters    ... 
Total    Distribution    System 
Expenses    ..............    — 
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Utilization  System  Expenses 

Operating  Labor    $        1,147.73 

Municipal  Street  Arc  and 
Incandescent  System  Sup- 
plies and  Expenses    860.67 

Maintenance  of  Municipal 
Stree  Arc  and  Incandes- 
cent  System    3,509.90 

Total      Utilization      System 

Expenses    $        5,518.30 

General  Expenses 

General     Administrative 

Salaries     $      16,359.70 

Salaries    of    Meter    Readers  2,286.01 

General     Administrative 

Supplies    621.64 

Other  General  Administra- 
tive   Expense    449.54 

Stable  and  Garage  Labor   .  907.54 

Stable  and  Garage  Suplies 
and    Expense    301.04 

Shop  and  Laboratory  Sup- 
plies and  Expense   12.51 

Insurance   and   Pensions    .  .  1,230.85 

Maintenance  of   General 

Equipment     378.09 

Depreciation    39,348.21 

Total    General    Expenses       .  $      61,895.13 

Total    Operating    Expenses  $    304,162.04 


CONDENSED  INCOME,  PROFIT  AND  LOSS  STATEMENT 
ELECTRIC  LIGHT  DEPARTMENT 

1947 

Operating  Revenues    $    555,625.12 

Operating  Expenses 

Generating  System  Operat- 
ing  Expense    $    223,884.71 

Distribution  System  Oper- 
ating   Expenses    12,863.90 

Utilization  System  Operat- 
ing   Expenses    5,518.30 

Other   General  Expenses      .  42,178.24 

General  Administrative  Ex- 
penses        19,716.89 

Total    Operating    Expenses    $    304,162.04 


$    251,463.08 
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Operating  Income 

Non-Operating  Revenues 
(Including  Interest  Re- 
ceived)      

Non-Operating    Expense    .  . 

Non-Operating    Income    .  .  . 

Gross  Income    

Net  Income   

Balance  of  Net  Income    .  .  . 


$      17,544.33 
4,854.52 


$      12,689.81 

$    264,152.89 

264,152.89 

264,152.89 


ELECTRIC  LIGHT  DEPARTMENT 
ANALYSIS  OF  FIXED  CAPITAL 


Account 

Organization      

Generating  System,    Lands 

Generating  System,  Power 
Plant   Structures    

Generating  System,  Sidings 
and    Trestles     

Generating  System,  Boiler 
Plant    Equipment     

Generating  System,  Turbo 
Generators     

Generating  .System,  Other 
Generating  Equipment   .  . 

Generating  System,  Other 
Electrical    Equipment 

Generating  System,  Coal 
Storage  and  Weighing 
Equipment     

Generating  System,  Other 
Power    Plant    Equipment 

Transmission  System,  Over- 
head   Conductors    

Distribution  System,  Struc- 
tures     

Distribution  System,  Poles 
and   Fixtures    

Distribution  System,  Over- 
head  Conductors    

Distribution  System,  Over- 
head Transformers    

Distribution  System,  Trans- 
former Installations 
(Overhead)      

Distribution  System,  Over- 
head Services    


Balance 

Additions 

Balance 

Jan.  1,  1947 

1947 

Dec.  31,  1947 

7,605.25 
21,885.80 

$        7,605.25 
21,885.80 

45,677.39 

45,677.39 

6,067.16 

6,067.16 

124,190.78 

$           707.30 

124,898.08 

300,534.50 

66.49 

300,600.99 

49,084.53 

49,084.53 

80,995.65 

38.00 

81,033.65 

16,645.42 

19.50 

16,664.92 

3,776.32 

28.50 

3,804.82 

44.88 

44.88 

14.13 

14.13 

41,860.33 

2,842.12 

44,702.45 

57,802.12 

28,893.98 

86,696.10 

55,515.96 

7,322.76 

62,838.72 

7,301.06 

696.23 

7,997.29 

23,328.59 

1,614.38 

24,942.97 
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378.71 

1,562.40 

241.63 

14,361.78 

605.25 

Distribution  System,  Under- 
ground   Conduits    1,183.69 

Distribution  System,  Under- 
ground   Conductors     .    .  .  14,120.15 

Distribution  System,  Under- 
ground   Transformers     .  .  605.25 

Distribution  System,  Under- 
ground Transformer  In- 
stallations       82.93  82.93 

Distribution  System,  Under- 
ground   Services     7.81 

Distribution  System,  Meters  52,463.81 

Distribution  System,    Meter 

Installations     9,443.79 

Utilization  System,  Com- 
mercial Arc  System    ....  2.16 

Utilization  System,  Muni- 
cipal   Arc    System     18,535.38 

Utilization  System,  Muni- 
cipal Street  Incandescent 
System    53,260.19 

General,  Land     600.00 

Genaral,  Structure    2,590.00 

General,  Office      Equipment  1,295.12 

General,  Store      Equipment  184.22 

General,  Shop  Eqiupment    .  292.00 

General,  Garage  Equipment  7,181.62 

General,  Laboratory  Equip- 
ment      1,479.64 

General,  Tools  and  Imple- 
ments   .  748.69 

Engineering  and  Superin- 
tendence During  Con- 
struction       24,025.55 

Administrative,  Legal  and 
Taxes  During  Construc- 
tion      7,605.25  7,605.25 

Interest  During  Construc- 
tion      23,555.35  23,555.35 

Development   Cost    45,119.23  45,119.23 


5,190.59 

7.81 
57,654.40 

1,300.92 

10,744.71 

2.16 

651.82 

19,187.20 

4,761.30 

179.90 
4.00 

58,021.49 

600.00 

2,590.00 

1,475.02 

184.22 

296.00 

7,181.62 

121.82 

1,601.46 

748.69 

24,025.55 

Totals      $1,106,711.70     $      55,059.95     $1,161,771.65 

ELECTRIC  LIGHT  SINKING  FUND 

Receipts 

Balance  in  Sinking  Fund  January  1,  1947   .  .      $  26,210.19 
Transfer   from    Electric   Light   Department    .  36,532.45 

Interest   Earned — Time    Certificates    349.40 

Transfer  from   Gas   Department — Interest  on 

$370,000.00   @   2%    7,400.00 

$  70,492.04 
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Expenditures 

Transfer   to    General    Borough   Account    $  10,000.00 

Balance  in   Treasurer's   Hands   December   31, 

1947    60,492.04 

$  70,492.04 


ELECTRIC  LIGHT  IMPROVEMENT  FUND 

Certificates  Certificates 

of  Deposit  Cash  of  Deposit         Cash 

Proceeds  from  Sale 
of  Water  Revenue 
Bonds,  Series  of 
1947  Divided  as 
follows : 

Farmers  &  Mer- 
chants Trust  Co. 
of    Chambersburg     $342,500.00 

National     Bank     of 

Shambersburg    .  .        350,000.00 

The  Valley  National 
Bank  of  Cham- 
bersburg    200,000.00 

Farmers  &  Mer- 
chants   Trust   Co.  $     7,500.00 

Interest  on  Certifi- 
cates of  Deposits  $     4,462.50 

Vouchers  Paid  dur- 
ing 1947    $     6,761.97 

January  1,  1948, 
Balance : 

Farmers  &  Mer- 
chants   Trust    Co.  $342,500.00 

National     Bank    of 

Chambersburg    .  .  350,000.00 

The  Valley  Na- 
tional Bank  of 
Chambersburg    .  .  200,000.00 

Farmers  &  Mer- 
chants  Trust    Co.'  5,200.53 

$892,500.00     $  11,962.50     $892,500.00     $  11,962.50 

FREE  LIGHTING  AND  POWER  USED  IN  BOROUGH,  1947 

Light 

Public   Comfort   Station    $        271.52 

Traffic    Signals    738.28 

Street  Lighting  on   Square    ....  1,175.61 

Parking  Lot,  W.  Washington  St.  678.27 

Parking  Lot,  N.  Main  St 183.01 

55 


Police   Headquarters    and   Police 

Booth  on  Square   343.77 

American  Red  Cross  Room    ....  33.12 

Municipal    Garage    123.62 

Henninger    Field     59.77 

Electric     Light     Plant — Storage 

Shed     10.19 

Electric     Light     Plant  —  Fire 

Alarm    Battery    Charger    ....  21.66 

Park  of  The  Valiant    -         33.74 

City   Hall    777.05 

City  Hall— Water  Heater   39.89 

Municipal    Market    387.05 

Honor  Roll — Junior  of  Commerce  141.26 
Gas  Department  Office — S.  Main 

St.,  to  March  17,  1947    69.05 

Gas   Plant,    Burkhart   Ave 241.42 

Disposal  Plant     92.73 

Disposal  Plant,  Pump  House  .  .  54.11 
Disposal  Plant,  Control  and  Tool 

House     9.00 

Disposal  Plant,  Final      Settling 

Pump    House    9.00 

Friendship    Fire    Company    ....  205.26 

Junior    Fire    Company    320.75 

Good   Will   Fire   Company    235.76 

Franklin    Fire    Company    288.00 

Cumberland   Valley   Fire   Co.    .  .  115.52 


Power 

Municipal    Garage    $  60.96 

Gas   Plant— ^Burkhart   Ave 31.04 

Disposal  Plant     1,325.20 

Disposal  Plant,  Final      Settling 

Pump   House    422.62 

Disposal  Plant.  Control      and 

Tool    House    148.34 

Municipal    Market    81.55 

Power     for     Sirens,     Five     Fire 

Houses     315.60 


$     6,658.41 


2,385.31 


Arc   Lighting   of   Streets    $     7,071.60 

Incandescent  Lighting  of  Streets         25,547.78 

$  32,619.38 

Total     $  41,663.10 

In    Addition,     Credit    Account, 

Labor    at    Plant,    Fire    Alarm 

Batteries,  365  @   $2.00  each    .  730.00 

Electric    Light    Liens 

Balance  to  be  Collected  Janu- 
ary  1,   1947    $  33.00 

New  Liens  Entered  During  1947  17.65 

Balance    to    be    Collected    Janu- 

uary  1,  1948  $  50.65 

5G 


Ornamental  Street  Lighting  Liens 

Balance    to    be    Collected    Janu- 

uary  1,   1947    

Interest   Accrued    

Costs  Accrued   

Collected   During   1947    

Interest    Accrued    

Costs    Accrued     


68.85 

35.66 

2.50 


68.85 

35.66 

2.50 


$        107.01 


$        107.01 


STATEMENT  OF  ASSETS  AND  LIABILITIES  OF  THE  BOROUGH 
OF  CHAMBERSBURG  AS  OF  JANUARY  1,  1948 


Cash  in  Treasurer's  Hands 
All   Departments: 

Water  Department    

General  Borough  Depart- 
ment     

Electric    Light    Department 

Gas   Department    

Bond  Account   

Bond   Reserve   Account    .  .  . 

Water    Sinking    Fund       ... 

Electric  Light  Sinking  Fund 

Electric  Light  Improvement 
Fund     

Street  Liquid  Fuel  Tax  Ac- 
count   

Total  Operating  Cash  Bal- 
ance  and   Sinking   Funds 

Cash  in  Collector's  Hands 
Electric  Light  Consum- 
ers'  Deposit  Account    .  .  . 

Cash  in  Collectors'  Hands 
Gas  Department,  Con- 
sumers'   Deposit    Account 


Tax  Duplicate  1945-1946 
Tax  Duplicate  1946-1947 
Tax  Duplicate  1947-1948 


Assets 


58.59 

7,270.73 

23.20 

395.92 

34,659.29 

4,643.03 

42,068.29 

60,492.04 

897,700.53 

1,513.74 


Borough 

19.94 

61.97 

178.55 


$        7,748.44 


$1,041,076.92 


-$1,048,825.36 


33,880.75 


1,530.00 


Bond 

59.91 
188.95 
599.57 


260.46     $ 


828.43     $        1,088.89 


Borough  Fire  Fund  $50,000 
U.  S.  Savings  Bonds, 
Series   "F"    


Investments 


$      37,000.00 
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Borough   Fire   Fund,   U.   S. 

Treasury    Bonds,    2  XA , 

1956-1959   18,000.00 

Water   Department   Sinking 

Fund     $40,000.00     U.     S. 

Treasury    2&,    1959-1962  40,000.00 


Unpaid  Tax  Liens   $        1,245.23 

Unpaid    Paving   Liens    ....  685.05 

Unpaid  Sewer  Liens   1,439.78 

Unpaid  Water  Liens   1,241.67 

Unpaid  Electric  Light  Liens  50.65 

Water  Department,  Current 

Assets,     Less     Cash     in 

Treasurer's    Account     .  .  .  32,920.78 

Light   Department,    Current 

Assets,     Less     Cash     in 

Treasurer's  Account    ....  476,162.74 

Gas     Department,     Current 

Assets,     Less     Cash    in 

Treasurer's  Account   ....  36,874.96 


Value   of   Borough  Property 

Electric  Light  Plant  and 
Distribution  System,  Re- 
production Value  New, 
Less  Accrued  Deprecia- 
tion          $    554,804.55 

Gas  Department,  Utility 
Plant  in  Service,  Less 
Accrued    Depreciation     .  .  357,923.03 

Disposal     Plant    and     Main 

Trunk    Sewers    324,650.00 

Lateral    Sewers    288,183.37 

Fire  Houses  and  Apparatus  141,728.00 

City    Hall,    Office    Building  55,856.00 

Police     Headquarters     and 

Equipment    13,220.00 

Street  Department,  Storage 

House    and    Equipment    .  23,480.00 

Municipal    Market    Building  43,870.00 

Fourth   Street   Properties    .  3,000.00 

Public    Comfort    Station  <  .  .  5,500.00 

W.  Washington  St.  Parking 

Lot     7,500.00 

N.  Main  St.  Parking  Lot  25,000.00 

Show    Field,    South    Second  7,500.00 

Street    7,500.00 

Henninger    Field    16,000.00 

North  Fourth  Street  Lot    .  1,300.00 


$      95,000.00 


550,620.86 


$1,869,514.'9<5 


Total    Assets     $3,600,460.81 
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Liabilities 

2%  Improvement  Bonds  Is- 
sued  Sept.   1,   1938    $    145,000.00 

Bonds    Redeemed   and    Can- 
celled since  1940    $      39,000.00  39,000.00 

$    106,000.00 

The  above  balances  are  the  present  actual  indebtedness  of  the 
Burgess  and  Town  Council  of  the  Borough  of  Chambersburg  created 
without  the  authority  of  the  vote  of  electors  thereof. 

Gas   Department,   Consumers'   Deposit  Account    $        1,530.00 

Electric  Light  Consumers'  Deposit  Account   33,880.75 

Total    Liabilities     141,410.75 

Assets   in   Excess   of  Liabilities    3,459,050.06 


$3,600,460.81 


HERBERT   C.  KEEFER, 
EUGENE    V.   MILLER, 
JOHN  A.  BURKHART, 

Auditors. 


MUNICIPAL  AUTHORITY 

Increased  use  of  electric  energy  made  it  necessary  to  enlarge  the 
capacity  of  the  Electric  Light  Plant,  and  preliminary  estimates  in- 
dicated that  $900,000.00  would  be  needed  for  this  purpose.  Since  this 
sum  could  not  be  borrowed  without  suitable  security,  and  since  Penn- 
sylvania law  does  not  permit  the  pledging  of  electric  light  facilities 
as  collateral,  the  Borough's  water  works  properties  were  chosen  to 
provide  security  for  the  bonds  to  be  issued.  A  corporation  known  as 
the  Municipal  Authority  of  the  Borough  of  Chambersburg  was  formed 
by  a  group  of  citizens  appointed  by  the  Town  Council  to  accomplish 
this  purpose.  The  Authority  issued  bonds  in  the  total  amount  of  $900,- 
000.00  for  periods  up  to  30  years,  pledging  the  revenue  from  the  sale  of 
water  as  security  for  the  bonds.  The  Borough  deeded  the  water  works 
properties  to  the  Authority  in  exchange  for  the  $900,000.00  received 
from  the  sale  of  the  bonds  and  has,  in  return,  leased  the  same  prop- 
erties and  will  pay  back  the  purchase  price  with  interest  over  a  period 
of  30  years  in  the  form  of  an  annual  rental.  The  Borough  continues 
to  operate  the  water  facilities  as  before  and  all  fixed  capital  records 
are,  for  convenience,  being  maintained  by  the  Borough. 

The  Municipal  Authority  was  organized  as  of  January  1,  1947  by 
the  following  citizens  who  were  appointed  by  Town  Council  for  terms 
ending  on  the  first  day  of  the  successive  years   shown : 

Dwight    M.    Edwards,    Chairman     ....  1952 

J.    Merle    Kauffman,    Secretary    1950 

Thomas    S.    Gamble    1951 

D.    G.    Wingerd    1949 

Ray    C.    Hays    1948 
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THE  MUNICIPAL  AUTHORITY  OF  THE  BOROUGH 
OF  CHAMBERSBURG 

STATEMENT  AS  OF  DECEMBER  31,  1947 
Receipts 

Sale  of  Bonds    $900,000.00 

Accrued  Interest  on  Bonds    2,172.24 

Rental  from  Borough  of  Chambersburg   ....  38,000.00 

$940,172.24 

Expenditures 

Purchase  of  Water  System  from  Borough  of 

Chambersburg    $900,000.00 

Interest   on   Bonds    8,500.00 

Transferred  to   Reserve   Sinking   Fund    20,000.00 

Balance  in  Hands  of  Trustee   11,672.24 

$940,172.24 

Assets 

Water   System    (Cost)     $900,000.00 

Reserve   Sinking   Fund    20,000.00 

Balance  in  Hands  of  Trustee   11,672.24 

$931,672.24 

Liabilities 

Authority   Bonds   Outstanding    $900,000.00 

Assets  in  Excess  of  Liabilities    31,672.24 

$931,672.24 

HERBERT  C.  KEEFER, 
EUGENE   V.   MILLER, 
JOHN  A.  BURKHART, 

Auditors. 
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GOVERNMENTAL  TAXES  PAID  BY  CITIZENS 
OF  CHAMBERSBURG 

Stated  itn  Mills 

For  Public  School  Purposes    21  Mills 

For  State,  County  and  Institutional  Purposes   7  Mills 

For  Borough  Bond  Purposes   3  Mills 

For   General    Borough   Purposes    1  Mill 

Total  Mill  Rate  32  Mills 


WHERE  A  TAX  DOLLAR  GOES 
I  2 


3    ^ 


(1)  Public  Schools  Receive 65.625  cents  out  of  each  tax  dollar 

(2)  State  and  County  Receives   . .  21.875  cents  out  of  each  tax  dollar 

(3)  Borough    Bond    Purpose    Re- 
ceives    9.375  cents  out  of  each  tax  dollar 

(4)  General  Borough  Purpose  Re- 
ceives      3,125  cents  out  of  each  tax  dollar 

Borough  Purposes— Taxes  1  Mill  Collected,  1947   .  .  .      $8„283.00 
Borough  Purposes— Tax   Collected,   1947  per   Capita    .     8,283.00 

16,500      -  .502 


VALUE  OF  SERVICES  RECEIVED  FOR  $1.00  OF  BOROUGH 
TAXES  COLLECTED  1947 

Taxes  Collected 

for 

Borough  Purposes 

Borough    Administration    .  .  $  62,273.45  divided  by  $8,283.00  =  $  7,518 

Police    Services     $  46,564.74  divided  by  $8,283.00  =  $  5.621 

Public  Health  Services    $  4,558.82  divided  by  $8,283.00  =  $     .550 

Fire  Protection   Services    .  .  $  73,719.61  divided  by  $8,283.00  =  $  8.900 
Street   Department    Services  $  45,808.35  divided  by  $8,283.00  =  $  5.530 
Street    Lighting,    Miscellan- 
eous Services   $  33,794.99  divided  by  $8,283.00  =  $  4.080 

Sanitary  Sewerage   Services  $  50,190.96  divided  by  $8,283.00  =  $  6.059 

Comfort  Station  Services   .  .  $  1,702.18  divided  by  $8,283.00  =  $     .205 
Playground    and    Recreation 

Center  Services   $  12,849.07  divided  by  $8,283.00  =  $  1.551 

Total    $331,462.17  divided  by  $8,283.00  =  $40.01 
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VALUE  OF  SERVICES  RECEIVED  PER  CAPITA 

Estimated  Population  16,500 

Borough    Administration     $  62,273.45  divided  by  16,500  =  $  3.774 

Police    Services     $  46,564.74  divided  by  16,500  =  $  2.822 

Public   Health   Services    $  4,558.82  divided  by  16,500  =  $     .276 

Fire    Protection    Services    $  73,719.61  divided  by  16,500  =  $  4.467 

Street  Department  Services    .  .  $  45,808.35  divided  by  16,500  =  $  2.776 
Street   Lighting,    Miscellaneous 

Services    $  33,794.99  divided  by  16,500  =  $  2.047 

Sanitary  Sewerage  Services    .  .  $  50,190.96  divided  by  16,500  =  $  3.041 

Comfort  Station   Services    $  1,702.18  divided  by  16,500  =  $     .102 

Parks,  Playground  and  Recrea- 
tion   Center    Services    $  12,849.07  divided  by  16,500  =  $     .778 

Total   $331,462.17  divided  by  16,500  =  $20.088 

Note:  The  citizens  of  Chambersburg  receive  in  these  services  $331,462.17 
of  value  for  which  taxes  were  collected  for  Borough  Purposes 
in  the  amount  of  $8,283.00.  If  you  did  not  operate  your  Utilities 
at  a  handsome  profit,  the  whole  cost  of  these  services  would  have 
to  be  paid  for  by  taxes,  which  would  mean  an  increase  in  taxes 
of  40.01  times  what  they  were  in  1947. 
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